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Vehicle Make Index 


AM General Truck. 

AMC - See American Motors Car 

American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 

Buick Car - See GM Car 

Cadillac Car - See GM Car 

Checker. 

Chevrolet Car - See GM Car 

Chevrolet SUV’s - See GMC Truck 

Chevrolet Truck - See GMC Truck 

Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) .. 

Chrysler Motor Home - See Dodge Truck 

Chrysler SUV’s - See Dodge Truck 

Chrysler Truck - See Dodge Truck 

DeSoto - See Chrysler Car 

Dodge Car - See Chrysler Car 

Dodge SUV’s - See Dodge Truck 


Dodge Truck (Incl. SUV's).211 

Edsel - See Ford Car 
Fargo Truck - See Dodge Truck 

Ford Car (Incl. Edsel, Ford, Lincoln, Mercury).263 

Ford SUV’s - See Ford Truck 

Ford Truck (Incl. SUV's) .359 


. 2 GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac).416 

GMC SUV’s-See GMC Truck 

. 5 GMC Truck (Incl. SUV’s).990 

Hudson Car - See American Motors Car 

International Truck.1097 

46 Jeep Truck (Incl. Jeep, Willys).1118 


Lincoln Car - See Ford Car 
Mercury Car - See Ford Car 
Nash - See American Motors Car 
76 Navistar Truck - See International Truck 
Oldsmobile Car - See GM Car 
Packard - See Studebaker Car 
Plymouth Car - See Chrysler Car 
Plymouth SUV’s - See Dodge Truck 
Plymouth Truck - See Dodge Truck 
Pontiac Car-See GM Car 
Rambler - See American Motors Car 


Studebaker Car (Incl. Packard, Studebaker).1148 

Studebaker Truck .1158 

Willys Car .1161 

Willys Truck - See Jeep Truck 
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AM General Truck 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Fuel Del. 

Type 

Years 

Line 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 

E 

1 Bbl./Gasoline 

1978-1973 

1 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 

G 

2 Bbl./Gasoline 

1978-1972 

2 

258 

4.2L 

4229cc 

OHV L6 

3.75" 

12 

AMC Eng. 

A 

1 Bbl./Gasoline 

1979-1974 

3 

258 

4.2L 

4229CC 

OHV L6 

3.75" 

12 

AMC Eng. 

C 

2 Bbl./Gasoline 

1979 

4 


1 

232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "VIN E" 1978-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

78-73 

8169 PT 


1 

Head Set 

78-73 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-73 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-73 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

78-73 

MS 9982 


1 

Intake to Exhaust Gasket 

78-73 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

78-73 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-73 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

78-73 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-73 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-73 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

78-73 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-73 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-73 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78-73 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-73 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

78-73 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

78-73 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-73 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

78-73 

60304 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-73 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-73 

70978 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

78-73 

70301 


2 

: 232 3.8L (3802CC) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 2 Bbl. "VIN G" 1978-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

78-72 

8169 PT 


1 

Head Set 

78-72 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-72 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-72 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


(continued on next page) 
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AM General Truck 


232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN G" 1978-1972 2 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

78-72 

MS 9982 


1 

Intake to Exhaust Gasket 

78-72 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

78-72 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-72 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

78-72 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-72 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-72 

VS 50186 C 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

78-72 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-72 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-72 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78-72 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-72 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

78-72 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

78-72 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-72 

16312 

Timing Cover 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-72 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-73 

70978 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

78-72 

70301 


258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1979-1974 3 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-74 

8169 PT 


1 

Head Set 

79-74 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-74 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-74 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

79-74 

MS 9982 


1 

Intake to Exhaust Gasket 

79-74 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

79-74 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-74 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

79-74 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-74 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-74 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

79-74 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-74 

SS 70530 

Premium valve stem seals incl. 


(continued on next page) 
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AM General Truck 


3 258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1979-1974 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-74 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-74 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-74 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-74 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-74 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-74 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-74 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

79-74 

60304 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-74 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-74 

70978 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

79-74 

70301 


4 

. 258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79 

8169 PT 


1 

Head Set 

79 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

79 

MS 9982 


1 

Intake to Exhaust Gasket 

79 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79 

60292 

Converter 

1 

Exhaust Pipe Gasket 

79 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

79 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

79 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

79 

60391 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79 

70051 

1 11/32" OD 


(continued on next page) 
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AM General Truck 




258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1979 

4 

(cont.) 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

79 

PART NO. 

70978 

DESCRIPTION 


QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

79 

PART NO. 

70301 

DESCRIPTION 



AMC - See American Motors Car 
American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

184 

3.0L 

3016cc 

L-HEAD L6 

3.125" 

12 

AMC Eng. 


Nash 

1 Bbl./Gasoline 

1955-1953 

1 

195.6 

3.2L 

3206cc 

L-HEAD L6 

3.125" 

12 

AMC Eng. 

A 

AMC 

1 Bbl./Gasoline 

1965-1960 

2 

195.6 

3.2L 

3206cc 

L-HEAD L6 

3.125" 

12 

AMC Eng. 


AMC 

1 Bbl./Gasoline 

1959-1953 

3 

195.6 

3.2L 

3206cc 

L-HEAD L6 

3.125" 

12 

AMC Eng. 


AMC 

2 Bbl./Gasoline 

1959-1956 

4 

195.6 

3.2L 

3206cc 

L-HEAD L6 

3.125" 

12 

AMC Eng. 


AMC 

2-1 Bbl./Gasoline 

1955-1953 

5 

195.6 

3.2L 

3206cc 

OHV L6 

3.125" 

12 

AMC Eng. 

B 

AMC 

1 Bbl./Gasoline 

1965-1960 

6 

195.6 

3.2L 

3206cc 

OHV L6 

3.125" 

12 

AMC Eng. 

B 

AMC 

2 Bbl./Gasoline 

1965-1960 

7 

195.6 

3.2L 

3206cc 

OHV L6 

3.125" 

12 

AMC Eng. 

C 

AMC 

1 Bbl./Gasoline 

1965-1960 

8 

195.6 

3.2L 

3206cc 

OHV L6 

3.125" 

12 

AMC Eng. 

C 

AMC 

2 Bbl./Gasoline 

1965-1960 

9 

195.6 

3.2L 

3206cc 

OHV L6 

3.125" 

12 

AMC Eng. 


AMC 

1 Bbl./Gasoline 

1959-1956 

10 

195.6 

3.2L 

3206cc 

OHV L6 

3.125" 

12 

AMC Eng. 


AMC 

2 Bbl./Gasoline 

1959-1956 

11 

199 

3.3L 

3261cc 

OHV L6 

3.75" 

12 

AMC Eng. 

A 


1 Bbl./Gasoline 

1970-1966 

12 

199 

3.3L 

3261cc 

OHV L6 

3.75" 

12 

AMC Eng. 

B 


1 Bbl./Gasoline 

1970 

13 

199 

3.3L 

3261cc 

OHV L6 

3.75" 

12 

AMC Eng. 

E 


1 Bbl./Gasoline 

1966 

14 

199 

3.3L 

3261cc 

OHV L6 

3.75" 

12 

AMC Eng. 

J 


1 Bbl./Gasoline 

1969-1965 

15 

199 

3.3L 

3261cc 

OHV L6 

3.75" 

12 

AMC Eng. 

P 


1 Bbl./Gasoline 

1969-1968 

16 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

B 


1 Bbl./Gasoline 

1969-1966 

17 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

C 


2 Bbl./Gasoline 

1969-1968 

18 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

E 


1 Bbl./Gasoline 

1979-1967 

19 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

F 


1 Bbl./Gasoline 

1971-1966 

20 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

G 


2 Bbl./Gasoline 

1971-1966 

21 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

L 


1 Bbl./Gasoline 

1968-1964 

22 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

L 


2 Bbl./Gasoline 

1968-1964 

23 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

M 


1 Bbl./Gasoline 

1969 

24 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

M 


2 Bbl./Gasoline 

1967-1966 

25 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

P 


1 Bbl./Gasoline 

1969-1967 

26 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

Q 


2 Bbl./Gasoline 

1971-1970 

27 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

S 


1 Bbl./Gasoline 

1967 

28 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

S 


2 Bbl./Gasoline 

1966-1965 

29 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

T 


2 Bbl./Gasoline 

1967 

30 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

V 


1 Bbl./Gasoline 

1966 

31 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

W 


1 Bbl./Gasoline 

1965 

32 

258 

4.2L 

4229cc 

OHV L6 

3.75" 

12 

AMC Eng. 

A 


1 Bbl./Gasoline 

1979-1971 

33 

258 

4.2L 

4229cc 

OHV L6 

3.75" 

12 

AMC Eng. 

B 


1 Bbl./Gasoline 

1971 

34 

258 

4.2L 

4229CC 

OHV L6 

3.75" 

12 

AMC Eng. 

C 


2 Bbl./Gasoline 

1980-1976 

35 

287 

4.7L 

4703cc 

OHV V8 

3.75" 

16 

AMC Eng. 

H 


2 Bbl./Gasoline 

1966 

36 

287 

4.7L 

4703cc 

OHV V8 

3.75" 

16 

AMC Eng. 

N 


2 Bbl./Gasoline 

1966 

37 

287 

4.7L 

4703cc 

OHV V8 

3.75" 

16 

AMC Eng. 

T 


2 Bbl./Gasoline 

1966 

38 

287 

4.7L 

4703cc 

OHV V8 

3.75" 

16 

AMC Eng. 



2 Bbl./Gasoline 

1965-1963 

39 

290 

4.7L 

4753cc 

OHV V8 

3.75" 

16 

AMC Eng. 

C 


2 Bbl./Gasoline 

1967-1966 

40 

290 

4.7L 

4753cc 

OHV V8 

3.75" 

16 

AMC Eng. 

D 


4 Bbl./Gasoline 

1967-1966 

41 

290 

4.7L 

4753cc 

OHV V8 

3.75" 

16 

AMC Eng. 

H 


2 Bbl./Gasoline 

1969-1966 

42 

290 

4.7L 

4753cc 

OHV V8 

3.75" 

16 

AMC Eng. 

M 


2 Bbl./Gasoline 

1969-1968 

43 

290 

4.7L 

4753cc 

OHV V8 

3.75" 

16 

AMC Eng. 

N 


4 Bbl./Gasoline 

1969-1966 

44 

290 

4.7L 

4753cc 

OHV V8 

3.75" 

16 

AMC Eng. 

U 


2 Bbl./Gasoline 

1967 

45 

304 

5.0L 

4982cc 

OHV V8 

3.75" 

16 

AMC Eng. 

H 


2 Bbl./Gasoline 

1979-1970 

46 

304 

5.0L 

4982cc 

OHV V8 

3.75" 

16 

AMC Eng. 

1 


2 Bbl./Gasoline 

1971-1970 

47 

304 

5.0L 

4982CC 

OHV V8 

3.75" 

16 

AMC Eng. 

M 


2 Bbl./Gasoline 

1974-1971 

48 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

J 


2 Bbl./Gasoline 

1966 

49 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

K 


4 Bbl./Gasoline 

1966 

50 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

P 


2 Bbl./Gasoline 

1966 

51 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

Q 


4 Bbl./Gasoline 

1966 

52 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

U 


4 Bbl./Gasoline 

1966 

53 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

W 


2 Bbl./Gasoline 

1966 

54 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 



2 Bbl./Gasoline 

1965-1960 

55 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 



4 Bbl./Gasoline 

1965-1956 

56 

343 

5.6L 

5585cc 

OHV V8 

4.08" 

16 

AMC Eng. 

J 


2 Bbl./Gasoline 

1967 

57 

343 

5.6L 

5585cc 

OHV V8 

4.08" 

16 

AMC Eng. 

K 


4 Bbl./Gasoline 

1967 

58 

343 

5.6L 

5585cc 

OHV V8 

4.08" 

16 

AMC Eng. 

Q 


4 Bbl./Gasoline 

1967 

59 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 

Engine Finding Index 


Block Eng. Fuel Del. 


CID 

Litres 

CC 

Type 

Bore 

Valves 

Mfg. 

Vin Code 

Type 


Years 

Line 

343 

5.6L 

5585cc 

OHV V8 

4.08" 

16 

AMC Eng. 

R 

2 

Bbl./Gasol 

ne 

1967 

60 

343 

5.6L 

5585cc 

OHV V8 

4.08" 

16 

AMC Eng. 

S 

2 

Bbl./Gasol 

ne 

1969-1968 

61 

343 

5.6L 

5585CC 

OHV V8 

4.08" 

16 

AMC Eng. 

T 

4 

Bbl./Gasol 

ne 

1969-1968 

62 

343 

5.6L 

5585CC 

OHV V8 

4.08" 

16 

AMC Eng. 

V 

2 

Bbl./Gasol 

ne 

1967 

63 

343 

5.6L 

5585CC 

OHV V8 

4.08" 

16 

AMC Eng. 

W 

4 

Bbl./Gasol 

ne 

1967 

64 

343 

5.6L 

5585CC 

OHV V8 

4.08" 

16 

AMC Eng. 

X 

4 

Bbl./Gasol 

ne 

1969-1967 

65 

343 

5.6L 

5585CC 

OHV V8 

4.08" 

16 

AMC Eng. 

z 

4 

Bbl./Gasol 

ne 

1969-1967 

66 

360 

5.9L 

5899cc 

OHV V8 

4.08" 

16 

AMC Eng. 

H 

2 

Bbl./Gasol 

ne 

1971 

67 

360 

5.9L 

5899cc 

OHV V8 

4.08" 

16 

AMC Eng. 

N 

2 

Bbl./Gasol 

ne 

1978-1970 

68 

360 

5.9L 

5899cc 

OHV V8 

4.08" 

16 

AMC Eng. 

P 

4 

Bbl./Gasol 

ne 

1976-1970 

69 

390 

6.4L 

6391cc 

OHV V8 

4.165" 

16 

AMC Eng. 

W 

2 

Bbl./Gasol 

ne 

1969-1968 

70 

390 

6.4L 

6391cc 

OHV V8 

4.165" 

16 

AMC Eng. 

X 

4 

Bbl./Gasol 

ne 

1970-1968 

71 

390 

6.4L 

6391cc 

OHV V8 

4.165" 

16 

AMC Eng. 

Y 

4 

Bbl./Gasol 

ne 

1970 

72 

401 

6.6L 

6571cc 

OHV V8 

4.165" 

16 

AMC Eng. 

Z 

4 

Bbl./Gasol 

ne 

1976-1971 

73 


1 

184 3.0L (3016cc) L-HEAD L6 (12 Valve) (Nash), 3.125" Bore (AMC Eng.), 1 Bbl. 1955-1953 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

55-53 

7802 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-53 

FS 7802 B-2 

Oil pan gskt. not incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-53 

35063 

Water Outlet; 2 1/2" ID 

2 

| 195.6 3.2L (3206cc) L-HEAD L6 (12 Valve) (AMC), 3.125" 

Bore (AMC Eng.), 1 Bbl. "VIN A" 1965-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65-60 

7802 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-60 

FS 7802 B-2 

Oil pan gskt. not incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-60 

8013 

1 or 2 Req'd. 

3 

1 195.6 3.2L (3206cc) L-HEAD L6 (12 Valve) (AMC), 3.125" 

Bore (AMC Eng.), 1 Bbl. 1959-1953 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

59-53 

7802 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-53 

FS 7802 B-2 

Oil pan gskt. not incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-53 

35063 

Water Outlet; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-57 

8013 

1 or 2 Req'd. 

4 

. 195.6 3.2L (3206cc) L-HEAD L6 (12 Valve) (AMC), 3.125" 

Bore (AMC Eng.), 2 Bbl. 1959-1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

59-56 

7802 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-56 

FS 7802 B-2 

Oil pan gskt. not incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-56 

35063 

Water Outlet; 2 1/2" ID 

5 

, 195.6 3.2L (3206cc) L-HEAD L6 (12 Valve) (AMC), 3.125" 

Bore (AMC Eng.), 2-1 Bbl. 1955-1953 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

55-53 

7802 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-53 

FS 7802 B-2 

Oil pan gskt. not incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-53 

35063 

Water Outlet; 2 1/2" ID 

6 

1 195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 1 Bbl. "VIN B" 1965-1960 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-60 

35063 

Water Outlet; OHV Cast iron eng.; 2 1/2" ID 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 1 Bbl. "VIN B" 1965-1960 6 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-60 

8013 

1 or 2 Req'd. 


195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 2 Bbl. "VIN B" 1965-1960 7 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-60 

35063 

Water Outlet; OHV Cast iron eng.; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-60 

9984-1 



195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 1 Bbl. "VIN C" 1965-1960 8 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-60 

35063 

Water Outlet; OHV Cast iron eng.; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-60 

8013 

1 or 2 Req’d. 


195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 2 Bbl. "VIN C" 1965-1960 9 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-60 

35063 

Water Outlet; OHV Cast iron eng.; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-60 

9984-1 



195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 1 Bbl. 1959-1956 1Q 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-56 

35063 

Water Outlet; OHV Cast iron eng.; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-57 

8013 

1 or 2 Req’d. 


195.6 3.2L (3206cc) OHV L6 (12 Valve) (AMC), 3.125" Bore (AMC Eng.), 2 Bbl. 1959-1956 11 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-56 

35063 

Water Outlet; OHV Cast iron eng.; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-57 

9984-1 



199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1970-1966 12 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-66 

8169 PT 


1 

Head Set 

70-66 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70-66 

MS 9982 


1 

Intake to Exhaust Gasket 

70-66 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-66 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-66 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70-66 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-66 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35024 

Water Outlet 

1 

Water Outlet Gasket 

67-66 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-66 

13877 



(continued on next page) 
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12 199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1970-1966 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-66 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-66 

TCS 45458 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

70-66 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

70 

60304 


2 

Carb. Mounting Gasket 

69-68 

60044 


2 

Carb. Mounting Gasket 

67-66 

60044 

w/Exh. pump 

2 

Carb. Mounting Gasket 

67-66 

60304 

w/o Exh. pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69-66 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

70-66 

70301 


13 199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN B" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70 

8169 PT 


1 

Head Set 

70 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70 

MS 9982 


1 

Intake to Exhaust Gasket 

70 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

70 

60304 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70051 

1 11/32" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

70 

70301 


14 199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN E" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66 

8169 PT 



(continued on next page) 
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199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN E" 1966 14 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

66 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66 

MS 9982 


1 

Intake to Exhaust Gasket 

66 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50186 C 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

66 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 45117 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

60044 

w/Exh. pump 

2 

Carb. Mounting Gasket 

66 

60304 

w/o Exh. pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

66 

70301 



199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN J" 1969-1965 15 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-65 

8169 PT 


1 

Head Set 

69-65 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-65 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-65 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-65 

MS 9982 


1 

Intake to Exhaust Gasket 

69-65 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-65 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-65 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-65 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


15 199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN J" 1969-1965 

(cont.) 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-65 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-65 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-65 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35024 

Water Outlet 

1 

Water Outlet Gasket 

67-65 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-65 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-65 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-65 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-65 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69-68 

60044 


2 

Carb. Mounting Gasket 

67-66 

60044 

w/Exh. pump 

2 

Carb. Mounting Gasket 

67-66 

60304 

w/o Exh. pump 

2 

Carb. Mounting Gasket 

65 

60044 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69-65 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

69-65 

70301 


16 199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN P" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-68 

8169 PT 


1 

Head Set 

69-68 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-68 

MS 9982 


1 

Intake to Exhaust Gasket 

69-68 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



199 3.3L (3261 cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN P" 

1969-1968 

16 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

69-68 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

69 

70051 

1 11/32" OD 



1 

Distributor Mounting Gasket 

69-68 

12665 

1 9/16" OD 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Adapter Gasket 

69-68 

70301 





232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN B" 

1969-1966 

17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

69-66 

8169 PT 




1 

Head Set 

69-66 

HS 8169 PT-2 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

69-66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

69-66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

69-66 

MS 9982 




1 

Intake to Exhaust Gasket 

69-66 

9983 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

69-66 

60299 

Packing; 1 13/16" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

69-66 

OS 13881 C-1 

Multi-piece; Cork 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

69-66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

69-66 

VS 50186 C 

Cork; 5/32" thick 



1 

Valve Cover Gasket Set 

69-66 

VS 50258 C 

Cork; 7/32" thick 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

69-66 

SS 70530 

Premium valve stem seals incl. 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

69-68 

35024 

Water Outlet 



1 

Water Outlet Gasket 

67-66 

13874 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

69-66 

13877 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

69-66 

TCS 45117 

w/o Sleeve ’N’ Seal® 



1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45458 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

69-66 

16210 

Timing Cover; Use w/installation tool 



1 

Repair Sleeve Tool 

69-66 

16312 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

69-66 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

69 

60044 

Carter 



2 

Carb. Mounting Gasket 

69 

60304 

Holley 



2 

Carb. Mounting Gasket 

68-67 

60044 

w/A/T 



2 

Carb. Mounting Gasket 

68-67 

60304 

w/M/T 



2 

Carb. Mounting Gasket 

66 

60044 

w/Exh. pump 



2 

Carb. Mounting Gasket 

66 

60304 

w/o Exh. pump 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

69 

70051 

1 11/32" OD 



1 

Distributor Mounting Gasket 

69-66 

12665 

1 9/16" OD 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Adapter Gasket 

69-66 

70301 





232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 

1969-1968 

18 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

69-68 

8169 PT 




1 

Head Set 

69-68 

HS 8169 PT-2 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

69-68 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. j 


(continued on next page) 


11 








American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


18 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 2 Bbl. "VIN C" 1969-1968 

(cont.) 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-68 

MS 9982 


1 

Intake to Exhaust Gasket 

69-68 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69-68 

9984-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69-68 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

69-68 

70301 


19 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "VIN E" 1979-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-67 

8169 PT 


1 

Head Set 

79-67 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-67 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-67 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

79-67 

MS 9982 


1 

Intake to Exhaust Gasket 

79-67 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

79-67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-67 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

79-71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-67 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-67 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

79-67 

VS 50258 C 

Cork; 7/32" thick 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN E" 1979-1967 

19 

(cont.) 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

79-67 

PART NO. 

SS 70530 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-68 

35024 

Water Outlet 


1 

Water Outlet Gasket 

67 

13874 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-67 

13877 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-67 

TCS 45117 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

79-67 

TCS 45458 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-67 

16210 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-67 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79 

5198 

2 5/8" ID 


1 

Air Cleaner Gasket 

78 

5198 

American Motors Concord Base; 2 5/8" ID 


1 

Air Cleaner Gasket 

77 

5198 

American Motors Hornet Base, Sportabout; 2 5/8" ID 


1 

Air Cleaner Gasket 

76-75 

5198 

Exc. American Motors Pacer Base; 2 5/8" ID 


1 

Air Cleaner Gasket 

74-67 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

79-70 

60304 



2 

Carb. Mounting Gasket 

69 

60044 

Carter 


2 

Carb. Mounting Gasket 

69 

60304 

Holley 


2 

Carb. Mounting Gasket 

68-67 

60044 

w/A/T 


2 

Carb. Mounting Gasket 

68-67 

60304 

w/M/T 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-69 

70051 

1 11/32" OD 


1 

Distributor Mounting Gasket 

69-67 

12665 

1 9/16“ OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-73 

70978 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

79-67 

70301 




232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN F" 1971-1966 

20 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

71-66 

8169 PT 



1 

Head Set 

71-66 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71-66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

71-66 

MS 9982 



1 

Intake to Exhaust Gasket 

71-66 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71-66 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71-66 

OS 13881 C-1 

Multi-piece; Cork 


1 

Oil Pan Gasket Set 

71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-66 

VS 50186 C 

Cork; 5/32" thick 


1 

Valve Cover Gasket Set 

71-66 

VS 50258 C 

Cork; 7/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-66 

SS 70530 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-68 

35024 

Water Outlet 


1 

Water Outlet Gasket 

67-66 

13874 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71-66 

13877 




(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


20 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

(cont.) 

Bore (AMC Eng.), 1 Bbl. "VIN F" 1971-1966 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-66 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-66 

TCS 45458 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

71-66 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-66 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71-70 

PART NO. 

60304 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69 

60044 

Carter 

2 

Carb. Mounting Gasket 

69 

60304 

Holley 

2 

Carb. Mounting Gasket 

68-67 

60044 

w/A/T 

2 

Carb. Mounting Gasket 

68-67 

60304 

w/M/T 

2 

Carb. Mounting Gasket 

66 

60044 

w/Exh. pump 

2 

Carb. Mounting Gasket 

66 

60304 

w/o Exh. pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69-66 

12665 

1 9/16" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

71-66 

PART NO. 

70301 

DESCRIPTION 

21 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 2 Bbl. "VIN G" 1971-1966 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

71-66 

PART NO. 

8169 PT 

DESCRIPTION 

1 

Head Set 

71-66 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

71-66 

71-66 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-66 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-66 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-66 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-66 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35024 

Water Outlet 

1 

Water Outlet Gasket 

67-66 

13874 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71-66 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-66 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-66 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-66 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-66 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

70-66 

PART NO. 

9984-1 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69-66 

12665 

1 9/16" OD 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN G" 

1971-1966 

21 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Adapter Gasket 

71-66 

70301 





232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN L" 

1968-1964 

22 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

68-64 

8169 PT 




1 

Head Set 

68-64 

HS 8169 PT-2 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

68-64 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

68-64 

CS 8169-2 

Multi-piece oil pan gskt. incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

68-64 

MS 9982 




1 

Intake to Exhaust Gasket 

68-64 

9983 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

68-64 

60299 

Packing; 1 13/16" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

68-64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

68-64 

OS 13881 C-1 

Multi-piece; Cork 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

68-64 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

68-64 

VS 50186 C 

Cork; 5/32” thick 



1 

Valve Cover Gasket Set 

68-64 

VS 50258 C 

Cork; 7/32" thick 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

68-64 

SS 70530 

Premium valve stem seals incl. 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

68 

35024 

Water Outlet 



1 

Water Outlet Gasket 

67-64 

13874 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

68-64 

13877 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

68-64 

TCS 45117 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

68-64 

TCS 45458 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

68-64 

16210 

Timing Cover; Use w/installation tool 



1 

Repair Sleeve Tool 

68-64 

16312 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

68-64 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

68-67 

60044 

w/A/T 



2 

Carb. Mounting Gasket 

68-67 

60304 

w/M/T 



2 

Carb. Mounting Gasket 

66 

60044 

w/Exh. pump 



2 

Carb. Mounting Gasket 

66 

60304 

w/o Exh. pump 



2 

Carb. Mounting Gasket 

65 

60304 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

68-64 

12665 

1 9/16" OD 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Adapter Gasket 

68-64 

70301 





232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN L" 

1968-1964 

23 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

68-64 

8169 PT 




1 

Head Set 

68-64 

HS 8169 PT-2 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

68-64 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

68-64 

CS 8169-2 

Multi-piece oil pan gskt. incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

68-64 

MS 9982 




1 

Intake to Exhaust Gasket 

68-64 

9983 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

68-64 

60299 

Packing; 1 13/16" ID 




(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


23 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

(cont.) 

Bore (AMC Eng.), 2 Bbl. "VIN L" 1968-1964 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-64 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-64 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-64 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

68-64 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-64 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35024 

Water Outlet 

1 

Water Outlet Gasket 

67-64 

13874 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

68-64 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-64 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68-64 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68-64 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-64 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68-65 

PART NO. 

9984-1 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68-64 

12665 

1 9/16" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

68-64 

PART NO. 

70301 

DESCRIPTION 

24 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "VIN M" 1969 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

69 

PART NO. 

8169 PT 

DESCRIPTION 

1 

Head Set 

69 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69 

69 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35024 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16210 

Timing Cover; Use w/installation tool 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN M" 1969 

24 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

69 

60044 

Carter 


2 

Carb. Mounting Gasket 

69 

60304 

Holley 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69 

70051 

1 11/32" OD 


1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

69 

70301 




232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN M" 1967-1966 

25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

67-66 

8169 PT 



1 

Head Set 

67-66 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67-66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67-66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

67-66 

MS 9982 



1 

Intake to Exhaust Gasket 

67-66 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67-66 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67-66 

OS 13881 C-1 

Multi-piece; Cork 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67-66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67-66 

VS 50186 C 

Cork; 5/32" thick 


1 

Valve Cover Gasket Set 

67-66 

VS 50258 C 

Cork; 7/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67-66 

SS 70530 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67-66 

13874 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67-66 

13877 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67-66 

TCS 45117 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45458 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

67-66 

16210 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67-66 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67-66 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

67-66 

9984-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67-66 

12665 

1 9/16" OD 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

67-66 

70301 




232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN P" 1969-1967 

26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

69-67 

8169 PT 



1 

Head Set 

69-67 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69-67 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. | 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


26 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

(cont.) 

Bore (AMC Eng.), 1 Bbl. "VIN P" 1969-1967 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-67 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69-67 

69-67 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35024 

Water Outlet 

1 

Water Outlet Gasket 

67 

13874 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69-67 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45458 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-67 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69 

60044 

Carter 

2 

Carb. Mounting Gasket 

69 

60304 

Holley 

2 

Carb. Mounting Gasket 

68-67 

60044 

w/A/T 

2 

Carb. Mounting Gasket 

68-67 

60304 

w/M/T 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69-67 

12665 

1 9/16" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

69-67 

PART NO. 

70301 

DESCRIPTION 

27 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 2 Bbl. "VIN Q" 1971-1970 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

71-70 

PART NO. 

8169 PT 

DESCRIPTION 

1 

Head Set 

71-70 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

71-70 

71-70 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN Q" 1971-1970 27 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50186 C 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

71-70 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45117 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

70 

9984-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70051 

1 11/32" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

71-70 

70301 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN S" 1967 28 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

67 

8169 PT 


1 

Head Set 

67 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

67 

MS 9982 


1 

Intake to Exhaust Gasket 

67 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

67 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45117 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45458 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

67 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67 

60044 

w/A/T 

2 

Carb. Mounting Gasket 

67 

60304 

w/M/T 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


28 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "VIN S" 1967 

(cont.) 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

67 

70301 


29 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 2 Bbl. "VIN S" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66-65 

8169 PT 


1 

Head Set 

66-65 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66-65 

MS 9982 


1 

Intake to Exhaust Gasket 

66-65 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66-65 

9984-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

66-65 

70301 


30 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 2 Bbl. "VIN T" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

67 

8169 PT 


1 

Head Set 

67 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

67 

MS 9982 


1 

Intake to Exhaust Gasket 

67 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN T" 1967 30 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50186 C 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

67 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45117 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67 

9984-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

12665 

1 9/16” OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

67 

70301 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN V" 1966 31 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66 

8169 PT 


1 

Head Set 

66 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66 

MS 9982 


1 

Intake to Exhaust Gasket 

66 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50186 C 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

66 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 45117 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45458 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

66 

16210 

Timing Cover; Use w/installation tool 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


31 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "VIN V" 1966 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

60044 

w/Exh. pump 

2 

Carb. Mounting Gasket 

66 

60304 

w/o Exh. pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

66 

70301 


32 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "VIN W" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8169 PT 


1 

Head Set 

65 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9982 


1 

Intake to Exhaust Gasket 

65 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

65 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65 

60304 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

65 

70301 


33 258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1979-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-71 

8169 PT 


1 

Head Set 

79-71 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-71 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-71 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1979-1971 

33 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

79-71 

MS 9982 



1 

Intake to Exhaust Gasket 

79-71 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

79-75 

60292 

Converter 


1 

Exhaust Pipe Gasket 

79-71 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-71 

OS 13881 C-1 

Multi-piece; Cork 


1 

Oil Pan Gasket Set 

79-71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-71 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-71 

VS 50186 C 

Cork; 5/32” thick 


1 

Valve Cover Gasket Set 

79-71 

VS 50258 C 

Cork; 7/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-71 

SS 70530 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-71 

35024 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-71 

13877 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-71 

TCS 45117 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

79-71 

TCS 45458 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-71 

16210 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-71 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79 

5198 

Exc. American Motors Pacer DL, Limited; 2 5/8" ID 


1 

Air Cleaner Gasket 

78 

5198 

American Motors AMX Base, Concord Base, Matador Base; 2 





5/8" ID 


1 

Air Cleaner Gasket 

77 

5198 

Exc. American Motors Gremlin Base, Custom, Pacer Base; 2 





5/8" ID 


1 

Air Cleaner Gasket 

76-75 

5198 

Exc. American Motors Pacer Base; 2 5/8" ID 


1 

Air Cleaner Gasket 

74-71 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

79-71 

60304 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-71 

70051 

1 11/32" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-73 

70978 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

79-71 

70301 





258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN B" 1971 

34 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

71 

8169 PT 



1 

Head Set 

71 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

71 

MS 9982 



1 

Intake to Exhaust Gasket 

71 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 13881 C-1 

Multi-piece; Cork 
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34 258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN B" 1971 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35024 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60304 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70051 

1 11/32" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

71 

PART NO. 

70301 

DESCRIPTION 

35 258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1980-1976 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

80-76 

PART NO. 

8169 PT 

DESCRIPTION 

1 

Head Set 

80-76 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-76 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-76 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

80-76 

80-76 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-76 

60292 

Converter 

1 

Exhaust Pipe Gasket 

80-76 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-76 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-76 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

80-76 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-76 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-76 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-76 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-76 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-76 

35024 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-76 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-76 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-76 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-76 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-76 

16312 

Timing Cover 


(continued on next page) 
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258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1980-1976 

35 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-79 

5198 

Exc. American Motors Pacer DL, Limited; 2 5/8" ID 


1 

Air Cleaner Gasket 

78 

5198 

American Motors AMX Base, Concord Base; 2 5/8” ID 


1 

Air Cleaner Gasket 

77 

5198 

American Motors Hornet Base, Sportabout; 2 5/8" ID 


1 

Air Cleaner Gasket 

76 

5198 

Exc. American Motors Pacer Base; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

80-79 

60391 



2 

Carb. Mounting Gasket 

78-76 

60321 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

80-76 

70051 

1 11/32" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-76 

70978 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

80-76 

70301 





287 4.7L (4703cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN H" 1966 

36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

7748 SH 



1 

Head Set 

66 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66 

MS 9497 B 



1 

Exh. Manifold Gasket Set 

66 

MS 90200 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

66 

9375 

To damper; 1 or 2 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

5231 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 5270 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66 

60102 





287 4.7L (4703cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN N" 1966 

37 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

7748 SH 



1 

Head Set 

66 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66 

MS 9497 B 



1 

Exh. Manifold Gasket Set 

66 

MS 90200 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

66 

9375 

To damper; 1 or 2 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

5231 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 5270 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 
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37 287 4.7L (4703cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN N" 1966 

(cont.) 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60102 


38 287 4.7L (4703cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN T" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7748 SH 


1 

Head Set 

66 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9497 B 


1 

Exh. Manifold Gasket Set 

66 

MS 90200 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9375 

To damper; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60102 


39 287 4.7L (4703cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. 1965-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-63 

7748 SH 


1 

Head Set 

65-63 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-63 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-63 

MS 9497 B 


1 

Exh. Manifold Gasket Set 

65-63 

MS 90200 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65-63 

9375 

To damper; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-63 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-63 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65-63 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-63 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-63 

60102 


40 290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1967-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8211 PT-1 


1 

Head Set 

67-66 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1967-1966 40 

(cont.) 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

67-66 

PART NO. 

FS 8211 PT-4 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

67-66 

67-66 

PART NO. 

MS 96011 

MS 90164 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

67-66 

PART NO. 

OS 30187 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 40003 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 50001 R 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

67-66 

PART NO. 

35014 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 45003 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-66 

70051 

1 11/32" OD 


290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 4 Bbl. "VIN D" 1967-1966 41 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

67-66 

PART NO. 

8211 PT-1 

DESCRIPTION 

1 

Head Set 

67-66 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

67-66 

67-66 

PART NO. 

MS 96011 

MS 90164 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

67-66 

PART NO. 

OS 30187 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 40003 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 50001 R 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

67-66 

PART NO. 

35014 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45271 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


41 290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 4 Bbl. "VIN D" 1967-1966 

(cont.) 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60012 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-66 

70051 

1 11/32" OD 

42 290 4.7L (4753CC) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN H" 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

8211 PT-1 


1 

Head Set 

69-66 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-66 

MS 96011 


1 

Exh. Manifold Gasket Set 

69-66 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

69-68 

60072-1 

Insulator to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

70051 

1 11/32" OD 

43 290 4.7L (4753CC) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN M" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8211 PT-1 


1 

Head Set 

69-68 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96011 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40003 

Rubber; Two-piece 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN M" 1969-1968 

43 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69-68 

VS 50001 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69-68 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

69-68 

35014 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-68 

TCS 45003 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45271 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69-68 

60102 

Carb. to insulator 


1 

Carb. Mounting Gasket 

69-68 

60072-1 

Insulator to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-68 

70051 

1 11/32" OD 



290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 4 Bbl. "VIN N" 1969-1966 

44 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69-66 

8211 PT-1 



1 

Head Set 

69-66 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69-66 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

69-66 

MS 96011 



1 

Exh. Manifold Gasket Set 

69-66 

MS 90164 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

69-66 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69-66 

OS 30187 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69-66 

BS 40003 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69-66 

VS 50001 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69-66 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-66 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

69-66 

35014 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-66 

TCS 45003 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45271 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69-66 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69-66 

16308 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69-66 

60012 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-66 

70051 

1 11/32" OD 




290 4.7L (4753cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN U" 1967 

45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8211 PT-1 



1 

Head Set 

67 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96011 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


45 290 4.7L (4753CC) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN U" 1967 

(cont.) 





MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

67 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 

46 304 5.0L (4982CC) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN H" 1979-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-70 

8211 PT-1 


1 

Head Set 

79-70 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-70 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

79-70 

MS 96011 


1 

Exh. Manifold Gasket Set 

79-70 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

79-70 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

79-71 

60103-1 

Packing; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

72 

60133 

Exc. American Motors Gremlin Base, Hornet Sportabout, 

SST; Flange 

1 

Exhaust Pipe Gasket 

71 

60133 

Exc. American Motors Hornet Base, Sportabout, SST; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-70 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-70 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-70 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-73 

SS 70529 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-70 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-70 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-70 

TCS 45003 

w/o Sleeve ’N' Seal® 


30 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



304 5.0L (4982cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN H" 1979-1970 

46 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Set w/Sleeve & Seal 

79-70 

TCS 45271 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-70 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-70 

16308 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

79-74 

60320 

Carb. to insulator 


1 

Carb. Mounting Gasket 

79-74 

60102 

Insulator to manifold 


1 

Carb. Mounting Gasket 

72-70 

60102 

Carb. to insulator 


1 

Carb. Mounting Gasket 

72-70 

60072-1 

Insulator to manifold 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

79-73 

72590 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-70 

70051 

1 11/32" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-73 

70978 




304 5.0L (4982cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN 1" 1971-1970 

47 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71-70 

8211 PT-1 



1 

Head Set 

71-70 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-70 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

71-70 

MS 96011 



1 

Exh. Manifold Gasket Set 

71-70 

MS 90166 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71 

60133 

Exc. American Motors Hornet Base, Sportabout, SST; Flange 

1 

Exhaust Pipe Gasket 

71-70 

60299 

Packing; 1 13/16" ID 


1 

Exhaust Pipe Gasket 

71 

60103-1 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71-70 

OS 30187 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-70 

BS 40003 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-70 

VS 50001 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-70 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71-70 

35014 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-70 

TCS 45003 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45271 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71-70 

60102 

Carb. to insulator 


1 

Carb. Mounting Gasket 

71-70 

60072-1 

Insulator to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-70 

70051 

1 11/32" OD 



304 5.0L (4982cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN M" 1974-1971 

48 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

74-71 

8211 PT-1 



1 

Head Set 

74-71 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

74-71 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

74-71 

MS 96011 




(continued on next page) 
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48 304 5.0L (4982CC) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN M" 1974-1971 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

74-71 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-71 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

74-71 

60103-1 

Packing; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

72-71 

60133 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-71 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-71 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-71 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-73 

SS 70529 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-71 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-71 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-71 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-71 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-71 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-71 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60320 

Carb. to insulator 

1 

Carb. Mounting Gasket 

74 

60102 

Insulator to manifold 

1 

Carb. Mounting Gasket 

72-71 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

72-71 

60072-1 

Insulator to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74-73 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

74-71 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

70978 


49 327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" 

Bore (AMC Eng.), 2 Bbl. "VIN J" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7748 SH 


1 

Head Set 

66 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9497 B 


1 

Exh. Manifold Gasket Set 

66 

MS 90200 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9375 

To damper; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 


32 


(continued on next page) 







American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 2 Bbl. "VIN J" 

1966 

49 

(cont.) 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

60102 

DESCRIPTION 




327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 4 Bbl. "VIN K" 

1966 

50 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

66 

66 

PART NO. 

7748 SH 

HS 7748 SH-2 

DESCRIPTION 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

66 

PART NO. 

FS 7748 SH-2 

DESCRIPTION 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

66 

66 

PART NO. 

MS 9497 B 

MS 90200 

DESCRIPTION 



QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

66 

PART NO. 

9375 

DESCRIPTION 

To damper; 1 or 2 Req’d. 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

66 

PART NO. 

5231 

DESCRIPTION 



QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

66 

PART NO. 

OS 5270 C 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

66 

PART NO. 

PS 5272 

DESCRIPTION 

w/Grommets 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

66 

PART NO. 

SS 12443 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

66 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 




327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 2 Bbl. "VIN P" 

1966 

51 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

66 

66 

PART NO. 

7748 SH 

HS 7748 SH-2 

DESCRIPTION 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

66 

PART NO. 

FS 7748 SH-2 

DESCRIPTION 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

66 

66 

PART NO. 

MS 9497 B 

MS 90200 

DESCRIPTION 



QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

66 

PART NO. 

9375 

DESCRIPTION 

To damper; 1 or 2 Req’d. 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

66 

PART NO. 

5231 

DESCRIPTION 



QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

66 

PART NO. 

OS 5270 C 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

66 

PART NO. 

PS 5272 

DESCRIPTION 

w/Grommets 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

66 

PART NO. 

SS 12443 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

66 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

66 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

60102 

DESCRIPTION 




327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 4 Bbl. "VIN Q" 

1966 

52 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

66 

66 

PART NO. 

7748 SH 

HS 7748 SH-2 

DESCRIPTION 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

66 

PART NO. 

FS 7748 SH-2 

DESCRIPTION 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

66 

66 

PART NO. 

MS 9497 B 

MS 90200 

DESCRIPTION 



QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

66 

PART NO. 

9375 

DESCRIPTION 

To damper; 1 or 2 Req’d. 




(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


52 327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" 

Bore (AMC Eng.), 4 Bbl. "VIN Q" 1966 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

53 327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" 

Bore (AMC Eng.), 4 Bbl. "VIN U" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7748 SH 


1 

Head Set 

66 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9497 B 


1 

Exh. Manifold Gasket Set 

66 

MS 90200 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9375 

To damper; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

54 327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" 

Bore (AMC Eng.), 2 Bbl. "VIN W" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7748 SH 


1 

Head Set 

66 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9497 B 


1 

Exh. Manifold Gasket Set 

66 

MS 90200 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9375 

To damper; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60102 


55 327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" 

Bore (AMC Eng.), 2 Bbl. 1965-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-60 

7748 SH 



(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 2 Bbl. 1965-1960 

55 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

65-60 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65-60 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65-60 

MS 9497 B 



1 

Exh. Manifold Gasket Set 

65-60 

MS 90200 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

65-60 

9375 

To damper; 1 or 2 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65-60 

5231 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65-60 

OS 5270 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65-60 

PS 5272 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65-60 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65-60 

35063 

Water Outlet; 2 1/2" ID 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65-60 

60102 




327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 4 Bbl. 1965-1956 

56 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65-56 

7748 SH 



1 

Head Set 

65-59 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

1 

Head Set 

58-56 

HS 7748 SH-2 

Valve cover gskts. & valve stem seals not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65-59 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

58-56 

FS 7748 SH-2 

Valve cover gskts. & valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65-56 

MS 9497 B 



1 

Exh. Manifold Gasket Set 

65-56 

MS 90200 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

65-58 

9375 

To damper; 1 or 2 Req’d. 


2 

Exhaust Pipe Gasket 

58 

9375 

To Eng. G28428; To manifold 


2 

Exhaust Pipe Gasket 

58 

9375 

To Eng. N24795; To manifold 


2 

Exhaust Pipe Gasket 

57-56 

9375 

To manifold 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65-56 

5231 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65-56 

OS 5270 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65-56 

PS 5272 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65-59 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65-56 

35063 

Water Outlet; 2 1/2" ID 




343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN J" 1967 

57 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8266 PT-1 



1 

Head Set 

67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96011 



1 

Exh. Manifold Gasket Set 

67 

MS 90164 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 



(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


57 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN J" 1967 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

67 

PART NO. 

OS 30187 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67 

PART NO. 

VS 50001 R 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

67 

PART NO. 

35014 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 

58 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN K" 1967 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

67 

PART NO. 

8266 PT-1 

DESCRIPTION 

1 

Head Set 

67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

67 

67 

PART NO. 

MS 96011 

MS 90164 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

67 

PART NO. 

OS 30187 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67 

PART NO. 

VS 50001 R 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

67 

PART NO. 

35014 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67 

PART NO. 

60012 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN Q" 1967 59 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8266 PT-1 


1 

Head Set 

67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96011 


1 

Exh. Manifold Gasket Set 

67 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60012 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 

343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN R" 1967 60 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8266 PT-1 


1 

Head Set 

67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96011 


1 

Exh. Manifold Gasket Set 

67 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve 'N’ Seal® 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


60 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN R" 1967 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 

61 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN S" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8266 PT-1 


1 

Head Set 

69-68 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96011 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

69-68 

60072-1 

Insulator to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70051 

1 11/32" OD 

62 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN T" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8266 PT-1 


1 

Head Set 

69-68 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96011 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40003 

Rubber; Two-piece 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 



343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN T" 1969-1968 

62 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69-68 

VS 50001 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69-68 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

69-68 

35014 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-68 

TCS 45003 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45271 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69-68 

60012 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-68 

70051 

1 11/32" OD 




343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN V" 1967 

63 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8266 PT-1 



1 

Head Set 

67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96011 



1 

Exh. Manifold Gasket Set 

67 

MS 90164 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 30187 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 50001 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

35014 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 




343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN W" 1967 

64 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8266 PT-1 



1 

Head Set 

67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. I 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96011 



1 

Exh. Manifold Gasket Set 

67 

MS 90164 




(continued on next page) 


39 









American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


64 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN W" 1967 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

67 

PART NO. 

OS 30187 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40003 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67 

PART NO. 

VS 50001 R 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

67 

PART NO. 

35014 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45271 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67 

PART NO. 

60012 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

70051 

1 11/32" OD 

65 343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN X" 1969-1967 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

69-67 

PART NO. 

8266 PT-1 

DESCRIPTION 

1 

Head Set 

69-67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69-67 

69-67 

PART NO. 

MS 96011 

MS 90164 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

69-67 

PART NO. 

OS 30187 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40003 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69-67 

PART NO. 

VS 50001 R 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69-67 

PART NO. 

35014 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16308 

Timing Cover 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-67 

PART NO. 

60012 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

70051 

1 11/32" OD 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


343 5.6L (5585cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN Z" 1969-1967 66 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

8266 PT-1 


1 

Head Set 

69-67 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-67 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-67 

MS 96011 


1 

Exh. Manifold Gasket Set 

69-67 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-67 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 45003 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60012 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

70051 

1 11/32" OD 

360 5.9L (5899cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN H" 1971 67 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8266 PT-1 


1 

Head Set 

71 

HS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96011 


1 

Exh. Manifold Gasket Set 

71 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71 

60133 

Flange 

1 

Exhaust Pipe Gasket 

71 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

71 

60103-1 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35130 

Water Outlet 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


67 360 5.9L (5899CC) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN H" 1971 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

71 

60072-1 

Insulator to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70051 

1 11/32" OD 

68 360 5.9L (5899CC) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN N" 1978-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-70 

8266 PT-1 


1 

Head Set 

78-70 

HS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-70 

FS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

78-70 

MS 96011 


1 

Exh. Manifold Gasket Set 

78-70 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

78-70 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

78-71 

60103-1 

Packing; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

72-71 

60133 

Exc. American Motors Hornet Base, Sportabout, SST; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-70 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-70 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-70 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-73 

SS 70529 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-70 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78-70 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-70 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

78-70 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

78-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-70 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-74 

60320 

Carb. to insulator 

1 

Carb. Mounting Gasket 

78-74 

60102 

Insulator to manifold 

1 

Carb. Mounting Gasket 

72-70 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

72-70 

60072-1 

Insulator to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-73 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-70 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-73 

70978 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


360 5.9L (5899cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN P" 1976-1970 69 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-70 

8266 PT-1 


1 

Head Set 

76-70 

HS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-70 

FS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

76-70 

MS 96011 


1 

Exh. Manifold Gasket Set 

76-70 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

76-70 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

76-71 

60103-1 

Packing; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

72-71 

60133 

Exc. American Motors Hornet Base, Sportabout, SST; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-70 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-70 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-70 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 70529 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-70 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76-70 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-70 

TCS 45003 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

76-70 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60474 

Carb. to insulator 

1 

Carb. Mounting Gasket 

76-75 

60242 

Insulator to manifold 

1 

Carb. Mounting Gasket 

74 

60091 

Insulator to manifold 

1 

Carb. Mounting Gasket 

72-70 

60059 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-73 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-70 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-73 

70978 



390 6.4L (6391 cc) OHV V8 (16 Valve), 4.165 

i" Bore (AMC Eng.), 2 Bbl. "VIN W" 1969-1968 70 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8266 PT-1 


1 

Head Set 

69-68 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96011 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


70 390 6.4L (6391 cc) OHV V8 (16 Valve), 4.165" Bore (AMC Eng.), 2 Bbl. "VIN W" 1969-1968 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

69-68 

60072-1 

Insulator to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70051 

1 11/32" OD 

71 390 6.4L (6391 cc) OHV V8 (16 Valve), 4.165" Bore (AMC Eng.), 4 Bbl. "VIN X" 1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8266 PT-1 


1 

Head Set 

70-68 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70-68 

MS 96011 


1 

Exh. Manifold Gasket Set 

70 

MS 90166 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90164 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-68 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60059 


1 

Carb. Mounting Gasket 

69-68 

60012 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-68 

70051 

1 11/32" OD 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 




390 6.4L (6391 cc) OHV V8 (16 Valve), 4.165" Bore (AMC Eng.), 4 Bbl. "VIN Y" 1970 72 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8266 PT-1 


1 

Head Set 

70 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96011 


1 

Exh. Manifold Gasket Set 

70 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45003 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70051 

1 11/32" OD 


401 6.6L (6571 cc) OHV V8 (16 Valve), 4.165" Bore (AMC Eng.), 4 Bbl. "VIN Z" 1976-1971 73 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-71 

8266 PT-1 


1 

Head Set 

76-71 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-71 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

76-71 

MS 96011 


1 

Exh. Manifold Gasket Set 

76-71 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

76-71 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

76-71 

60103-1 

Packing; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

72-71 

60133 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-71 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-71 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-71 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 70529 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-71 

SS 12443 

Premium valve stem seals incl. 


(continued on next page) 
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American Motors Car (Incl. AMC, Hudson, Nash, Rambler) 


73 401 6.6L (6571 cc) OHV V8 (16 Valve), 4.165" 

(cont.) 

Bore (AMC Eng.), 4 Bbl. "VIN Z" 1976-1971 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-71 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76-71 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-71 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-71 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-71 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-71 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60474 

Carb. to insulator 

1 

Carb. Mounting Gasket 

76-75 

60242 

Insulator to manifold 

1 

Carb. Mounting Gasket 

74 

60091 

Insulator to manifold 

1 

Carb. Mounting Gasket 

72-71 

60059 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-73 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-71 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-73 

70978 



Buick Car - See GM Car 
Cadillac Car ■ See GM Car 
Checker 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

226 

3.7L 

3704cc 

L-HEAD L6 

3.3125' 

12 

Continental Eng. 

F226 

Continental 1 Bbl./Gasoline 

1964-1947 

1 

226 

3.7L 

3704cc 

OHV L6 

3.3125' 

12 

Continental Eng. 

F226 

Continental 1 Bbl./Gasoline 

1964-1959 

2 

226 

3.7L 

3704cc 

OHV L6 

3.3125' 

12 

Continental Eng. 

F226 

Continental 2 Bbl./Gasoline 

1964-1963 

3 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 

HF 

Chevrolet 

1 Bbl./Gasoline 

1965-1964 

4 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 

OK 

Chevrolet 

1 Bbl./Gasoline 

1968-1966 

5 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

D 

Chevrolet 

1 Bbl./Gasoline 

1979-1972 

6 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


Chevrolet 

1 Bbl./Gasoline 

1971-1969 

7 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 

C 

Chevrolet 

2 Bbl./Gasoline 

1964 

8 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 

GA 

Chevrolet 

2 Bbl./Gasoline 

1967-1965 

9 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

CNC 

Chevrolet 

2 Bbl./Gasoline 

1970 

10 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

CND 

Chevrolet 

2 Bbl./Gasoline 

1970 

11 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

CNE 

Chevrolet 

2 Bbl./Gasoline 

1970 

12 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

CNF 

Chevrolet 

2 Bbl./Gasoline 

1970 

13 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

DA 

Chevrolet 

2 Bbl./Gasoline 

1969-1968 

14 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

DB 

Chevrolet 

2 Bbl./Gasoline 

1968 

15 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

DC 

Chevrolet 

2 Bbl./Gasoline 

1969 

16 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

DD 

Chevrolet 

2 Bbl./Gasoline 

1969 

17 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

DE 

Chevrolet 

2 Bbl./Gasoline 

1969-1968 

18 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

DN 

Chevrolet 

2 Bbl./Gasoline 

1968 

19 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

E 


2 Bbl./Gasoline 

1966 

20 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

A318 


2 Bbl./Gasoline 

1965 

21 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

MD2 


2 Bbl./Gasoline 

1959 

22 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

P31 


2 Bbl./Gasoline 

1960 

23 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

R31 


2 Bbl./Gasoline 

1961 

24 

318 

5.2L 

5212CC 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

S31 


2 Bbl./Gasoline 

1962 

25 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

T31 


2 Bbl./Gasoline 

1963 

26 

318 

5.2L 

5212CC 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

V31 


2 Bbl./Gasoline 

1964 

27 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

EA 

Chevrolet 

4 Bbl./Gasoline 

1966-1965 

28 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

FJ 

Chevrolet 

4 Bbl./Gasoline 

1969 

29 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

JQ 

Chevrolet 

4 Bbl./Gasoline 

1964 

30 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

MA 

Chevrolet 

4 Bbl./Gasoline 

1968-1967 

31 
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Checker 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. Vin 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

A318 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1965 

21 

C 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1964 

8 

CNC 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1970 

10 

CND 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1970 

11 

CNE 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1970 

12 

CNF 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1970 

13 

DA 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1969-1968 

14 

DB 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1968 

15 

DC 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1969 

16 

DD 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1969 

17 

DE 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1969-1968 

18 

DN 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1968 

19 

EA 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

Chevrolet 

4 Bbl./Gasoline 

1966-1965 

28 

F226 

226 

3.7L 

3704cc 

L-HEAD L6 

3.3125' 

12 

Continental Eng. 

Continental 

1 Bbl./Gasoline 

1964-1947 

1 

F226 

226 

3.7L 

3704cc 

OHV L6 

3.3125' 

12 

Continental Eng. 

Continental 

1 Bbl./Gasoline 

1964-1959 

2 

F226 

226 

3.7L 

3704cc 

OHV L6 

3.3125' 

12 

Continental Eng. 

Continental 

2 Bbl./Gasoline 

1964-1963 

3 

FJ 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

Chevrolet 

4 Bbl./Gasoline 

1969 

29 

GA 

283 

4.6L 

4638cc 

OHV V8 

3.875” 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1967-1965 

9 

HF 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1965-1964 

4 

JQ 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

Chevrolet 

4 Bbl./Gasoline 

1964 

30 

MA 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

Chevrolet 

4 Bbl./Gasoline 

1968-1967 

31 

MD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1959 

22 

OK 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1968-1966 

5 

P31 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1960 

23 

R31 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1961 

24 

S31 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1962 

25 

T31 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1963 

26 

V31 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1964 

27 



226 3.7L (3704cc) L-HEAD L6 (12 Valve) (Continental), 3.3125" Bore (Continental Eng.), 1 Bbl." 

F226" 

Eng. Code 
1964-1947 

1 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

64-47 

64-47 

PART NO. 

7191 S 

HS 7191 S-2 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-47 

PART NO. 

FS 7191 S-1 

DESCRIPTION 



QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

64-47 

PART NO. 

MS 8886 B 

DESCRIPTION 



QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-47 

PART NO. 

OS 1279 AC 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-47 

PART NO. 

BS 1280 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64-47 

PART NO. 

VS 5748 R 

DESCRIPTION 

w/Grommets 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-47 

PART NO. 

1273 

DESCRIPTION 

Water Outlet 




226 3.7L (3704cc) OHV L6 (12 Valve) (Continental), 3.3125" Bore (Continental Eng.), 1 Bbl." 

F226" 

Eng. Code 
1964-1959 

2 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-59 

PART NO. 

OS 1279 AC 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-59 

PART NO. 

BS 1280 

DESCRIPTION 

Rope 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-59 

PART NO. 

1273 

DESCRIPTION 

Water Outlet 




226 3.7L (3704cc) OHV L6 (12 Valve) (Continental), 3.3125" Bore (Continental Eng.), 2 Bbl." 

F226" 

Eng. Code 
1964-1963 

3 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-63 

PART NO. 

OS 1279 AC 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-63 

PART NO. 

BS 1280 

DESCRIPTION 

Rope 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-63 

PART NO. 

1273 

DESCRIPTION 

Water Outlet 
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Checker 


4 

. 230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code HF" 

1965-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

65-64 

8006 PT 



1 

Head Set 

65-64 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65-64 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65-64 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

65-64 

MS 9786 



1 

Intake to Exhaust Gasket 

65-64 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

65-64 

60985 

Opt. sintered metal; 2 1/32“ ID 


1 

Exhaust Pipe Gasket 

65-64 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65-64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65-64 

OS 30126 C-1 



1 

Drain Plug Gasket 

65-64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65-64 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65-64 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

65-64 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65-64 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

65-64 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65-64 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

65-64 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65-64 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

65-64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65-64 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65-64 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65-64 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65-64 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65-64 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65-64 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65-64 

60258 

E.E.C.; Carb. to insulator 


1 

Carb. Mounting Gasket 

65-64 

9249 

E.E.C.; Insulator to manifold 


1 

Carb. Mounting Gasket 

65-64 

9249 

Exc. E.E.C. 


5 

, 230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code OK" 

1968-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

68-66 

8006 PT 



1 

Head Set 

68-66 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68-66 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68-66 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

68-66 

MS 9786 



1 

Intake to Exhaust Gasket 

68-66 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-66 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

68-66 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



(continued on next page) 
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Checker 



230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code OK" 1968-1966 5 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-66 

OS 30126 C-1 


1 

Drain Plug Gasket 

68-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 

1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 
double lip; Improved design 

1 

Rear Main Seal Set 

67-66 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-66 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

68-66 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68-66 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

68-66 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-66 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

68-66 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-66 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68-66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-66 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

68-66 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

68-66 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

68-66 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68-66 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

68-66 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

68-66 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68-67 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN D" 1979-1972 6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-75 

8501 PT-1 

w/lntegral head 

1 

Head Gasket 

79-75 

8006 PT 

w/Separate head & int. manifold 

1 

Head Gasket 

74-72 

8006 PT 


1 

Head Set 

79-75 

HS 8501 PT-3 

w/lntegral head 

1 

Head Set 

79-75 

HS 8006 PT-1 

w/Separate head & int. manifold 

1 

Head Set 

74-72 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-75 

FS 8501 PT-3 

w/lntegral head 

1 

Full Gasket Set 

79-75 

FS 8006 PT-4 

w/Separate head & int. manifold 

1 

Full Gasket Set 

74-72 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-72 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

79-75 

MS 9786 

w/Separate head & int. manifold 

1 

Int. & Exh. Gasket Set 

74-72 

MS 9786 


1 

Exh. Manifold Gasket Set 

79-75 

MS 90324 

w/lntegral head 

1 

Intake to Exhaust Gasket 

79-75 

9763 

w/Separate head & int. manifold 

1 

Intake to Exhaust Gasket 

74-72 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-75 

60985 

w/Separate head & int. manifold; Opt. sintered metal; 2 1/32" 

ID 

w/Separate head & int. manifold; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

79-75 

8194 

1 

Exhaust Pipe Gasket 

74-72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-72 

8194 

Packing; 2 1/32" ID 


(continued on next page) 
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Checker 


6 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "VIN D" 1979-1972 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-72 

OS 30126 C-1 


1 

Drain Plug Gasket 

79-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-75 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork 

1 

Valve Cover Gasket Set 

79-75 

VS 13173-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Cork 

1 

Valve Cover Gasket Set 

79-75 

VS 13173 R-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Rubber 

1 

Valve Cover Gasket Set 

74-72 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

74-72 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

79-72 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

79-72 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-72 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

79-72 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-75 

35062 

Water Outlet; w/lntegral head; 1 13/16" ID 

1 

Water Outlet Gasket 

79-75 

35562 T 

Water Outlet; w/lntegral head; 1 13/16" ID; PermaDryPlus® 

1 

Water Outlet Gasket 

79 

35218 

Water Outlet; w/Separate head & int. manifold 

1 

Water Outlet Gasket 

78-75 

35062 

Water Outlet; w/Separate head & int. manifold; 1 13/16" ID 

1 

Water Outlet Gasket 

78-75 

35562 T 

Water Outlet; w/Separate head & int. manifold; 1 13/16" ID; 





PermaDryPlus® 

1 

Water Outlet Gasket 

74-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

74-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-72 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-72 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-72 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

79-72 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-73 

60250 


1 

Carb. Mounting Gasket 

72 

60250 

Carb. to insulator 

1 

Carb. Mounting Gasket 

72 

9249 

Insulator to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-72 

12665 

1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-75 

71098 

w/lntegral head 

1 

EGR Gasket 

79-75 

70836 

w/Separate head & int. manifold 

1 

EGR Gasket 

74-73 

70836 


7 

' 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-69 

8006 PT 


1 

Head Set 

71-69 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-69 

MS 9786 


1 

Intake to Exhaust Gasket 

71-69 

9763 
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250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1971-1969 7 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-69 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-69 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-69 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-69 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-69 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-69 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-69 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70-69 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

12665 

1 9/16" OD 


283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code C" 1964 8 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

64 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

64 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

64 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

64 

7733 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

64 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

64 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

64 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9617 
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8 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code C" 1964 


MANIFOLD - INT. & EXH. 




QTY 

1 

(cont.) 

Exh. Manifold Gasket Set 

YEARS 

64 

PART NO. 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

64 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

64 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

64 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

64 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

64 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

64 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

64 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

64 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

64 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

64 

VS 12869 AC 

Cork; 7/32” thick 

1 

Valve Cover Gasket Set 

64 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

64 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

64 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

5152 

To block 

1 

Water Pump Gasket 

64 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8” ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

9288 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

64 

72665 

Distributor to oil pump shaft retainer 

9 

283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code GA" 1967-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

67-65 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

67-65 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

67-65 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

67-65 

7733 SP 

HeadSaver® 

1 

Head Set 

67-65 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

67-65 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 
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283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "Eng. Code GA" 1967-1965 9 

(cont.) 

QTY 

CYLINDER HEAD (cont) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Bolt Set 

67-65 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

67-65 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-65 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 9617 


1 

Exh. Manifold Gasket Set 

67-65 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-65 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

67-65 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

67-65 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

67-65 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-65 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

67-65 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-65 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-65 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

67-65 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

67-65 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

67-65 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

67-65 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

67-65 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

67-65 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

67-65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-65 

5152 

To block 

1 

Water Pump Gasket 

67-65 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-65 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

67-65 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNC" 1970 10 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 
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1 o 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNC" 1970 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

70 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

70 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

70 

7733 SP 

HeadSaver® 

1 

Head Set 

70 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

70 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

70 

70 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

70 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

8194 

2 

Exhaust Pipe Gasket 

70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

70 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 


(continued on next page) 
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307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNC" 1970 10 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9288 

Exc. Emissions pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CND" 1970 11 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

70 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

70 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

70 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

70 

7733 SP 

HeadSaver® 

1 

Head Set 

70 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

70 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

70 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

70 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

8194 

2 

Exhaust Pipe Gasket 

70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

70 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


(continued on next page) 
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1 1 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CND" 1970 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9288 

Exc. Emissions pump 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

70 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oil pump shaft retainer 

12 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNE" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

70 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

70 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

70 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

70 

7733 SP 

HeadSaver® 

1 

Head Set 

70 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

70 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

70 

70 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

70 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

8194 

2 

Exhaust Pipe Gasket 

70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 
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307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNE" 1970 12 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

70 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9288 

Exc. Emissions pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNF" 1970 13 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

70 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

70 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

70 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

70 

7733 SP 

HeadSaver® 

1 

Head Set 

70 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

70 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

70 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

70 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

8194 

2 

Exhaust Pipe Gasket 

70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 


(continued on next page) 
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13 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CNF" 1970 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

70 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9288 

Exc. Emissions pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oil pump shaft retainer 

14 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DA" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69-68 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69-68 

7733 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69-68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69-68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9275 B 



(continued on next page) 
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307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "Eng. Code DA" 1969-1968 14 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-68 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-68 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

8194 

2 

Exhaust Pipe Gasket 

69-68 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-68 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

69-68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Vaive Cover Gasket Set 

69-68 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69-68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

5152 

To block 

1 

Water Pump Gasket 

69-68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60099 


1 

Carb. Mounting Gasket 

68 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DB" 1968 15 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

68 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

68 

7733 SP 

HeadSaver® 

1 

Head Set 

68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 


(continued on next page) 
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15 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DB" 1968 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Bolt Set 

68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

68 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

68 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

68 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

8194 

2 

Exhaust Pipe Gasket 

68 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

68 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68 

5152 

To block 

1 

Water Pump Gasket 

68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

5198 

2 5/8” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

68 

72665 

Distributor to oil pump shaft retainer 
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307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DC" 1969 16 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69 

7733 SP 

HeadSaver® 

1 

Head Set 

69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

69 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69 

69 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

8194 

2 

Exhaust Pipe Gasket 

69 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

5152 

To block 

1 

Water Pump Gasket 

69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 
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16 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DC" 1969 


AIR CLEANER MOUNTING 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60099 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69 

72665 

Distributor to oil pump shaft retainer 

17 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DD" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69 

7733 SP 

HeadSaver® 

1 

Head Set 

69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

8194 

2 

Exhaust Pipe Gasket 

69 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 


(continued on next page) 
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307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DD" 1969 17 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

5152 

To block 

1 

Water Pump Gasket 

69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60099 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "Eng. Code DE" 1969-1968 18 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-68 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69-68 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69-68 

7733 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

1 

Head Set 

69-68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69-68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-68 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-68 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

8194 

2 

Exhaust Pipe Gasket 

69-68 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-68 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40013 

Rubber; Two-piece; Double lip 


(continued on next page) 
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18 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DE" 1969-1968 


CRANKSHAFT REAR SEAL 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69-68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

5152 

To block 

1 

Water Pump Gasket 

69-68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60099 


1 

Carb. Mounting Gasket 

68 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 

19 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DN" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

68 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

68 

7733 SP 

HeadSaver® 

1 

Head Set 

68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

68 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

68 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

68 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

8194 


(continued on next page) 
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307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code DN" 1968 19 

(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

68 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68 

5152 

To block 

1 

Water Pump Gasket 

68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

68 

72665 

Distributor to oil pump shaft retainer 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1966 20 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7734 PT 


1 

Head Set 

66 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

66 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

66 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40245 

Rubber; Two-piece 


(continued on next page) 
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20 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1966 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

66 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

66 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

66 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

60045 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

13338 

Oil Pump Cover 

21 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A318" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

7734 PT 


1 

Head Set 

65 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

65 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

65 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 


(continued on next page) 
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318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A318" 

1965 

21 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

65 

60045 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

65 

6464 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Gasket 

65 

70078 

Oil filter cover 



1 

Oil Pressure Relief Valve 

65 

3122 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

65 

13338 

Oil Pump Cover 




318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD2" 

1959 

22 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

59 

7734 PT 




1 

Head Set 

59 

HS 7734 PT 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

59 

FS 7734 PT-2 

Premium valve stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

59 

MS 9344 SH 




1 

Exh. Manifold Gasket Set 

59 

MS 9342 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



3 

Exhaust Pipe Gasket 

59 

9045 

Flange; 1 to 3 Req’d. 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

59 

OS 6566 C-1 

Cork 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

59 

BS 40245 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

59 

VS 11828 R 

w/Grommets 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



2 

Valve Stem Seal Set 

59 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. | 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

59 

6584 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

59 

TCS 6563-1 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

59 

TCS 45284 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

59 

9401 

Carter 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

59 

6464 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pressure Relief Valve 

59 

3122 





318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063 

" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P31" 

1960 

23 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

60 

7734 PT 




1 

Head Set 

60 

HS 7734 PT 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

60 

FS 7734 PT-2 

Premium valve stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

60 

MS 9344 SH 




1 

Exh. Manifold Gasket Set 

60 

MS 9342 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



3 

Exhaust Pipe Gasket 

60 

9045 

Flange; 1 to 3 Req’d. 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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23 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P31" 1960 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

60 

PART NO. 
6584 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

60 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

60 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9401 

Carter 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

60 

PART NO. 
6464 

DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

60 

PART NO. 
3122 

DESCRIPTION 

24 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R31" 1961 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

61 

PART NO. 
7734 PT 

DESCRIPTION 

1 

Head Set 

61 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 
MS 9344 SH 
MS 9342 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

61 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

61 

PART NO. 
6584 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

61 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9401 

Carter 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61 

PART NO. 
6464 

DESCRIPTION 
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318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R31" 1961 24 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S31" 1962 25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7734 PT 


1 

Head Set 

62 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

62 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

62 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

62 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T31" 1963 26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7734 PT 


1 

Head Set 

63 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

63 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

63 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

63 

70822 
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26 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T31" 1963 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

27 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V31" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

7734 PT 


1 

Head Set 

64 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

64 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

64 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 
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318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063 

" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V31" 1964 27 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 


327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code EA" 1966-1965 28 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

66-65 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

66-65 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

66-65 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

66-65 

7733 SP 

HeadSaver® 

1 

Head Set 

66-65 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

66-65 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

66-65 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

66-65 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9617 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

66-65 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

66-65 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

66-65 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

66-65 

8194 

2 

Exhaust Pipe Gasket 

66-65 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

66-65 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

66-65 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

66-65 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 
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28 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code EA" 1966-1965 


VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

66-65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66-65 

5152 

To block 

1 

Water Pump Gasket 

66-65 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

66-65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 

1 

Air Cleaner Gasket 

66-65 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60002 

Carter 

1 

Carb. Mounting Gasket 

66 

60002 

Holley 

1 

Carb. Mounting Gasket 

66 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

66 

60043 

Rochester 

1 

Carb. Mounting Gasket 

65 

9474 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

66-65 

72665 

Distributor to oil pump shaft retainer 

29 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code FJ" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69 

7733 SP 

HeadSaver® 

1 

Head Set 

69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

8194 

2 

Exhaust Pipe Gasket 

69 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 
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327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code FJ" 1969 29 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

5152 

To block 

1 

Water Pump Gasket 

69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60043 


1 

Carb. Mounting Gasket 

69 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69 

72665 

Distributor to oil pump shaft retainer 


327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JQ" 1964 30 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

64 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

64 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

64 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

64 

7733 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

64 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

64 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

64 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9617 


1 

Exh. Manifold Gasket Set 

64 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60083 

Heat riser; 2 11/16" bolt hole centers 


(continued on next page) 
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30 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JQ" 1964 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

64 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

64 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

64 

8194 

2 

Exhaust Pipe Gasket 

64 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

64 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

64 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

64 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

64 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

64 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

64 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

64 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

64 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

64 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

5152 

To block 

1 

Water Pump Gasket 

64 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

1 

Air Cleaner Gasket 

64 

60038 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

9474 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

64 

72665 

Distributor to oil pump shaft retainer 

31 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MA" 1968-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-67 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

68-67 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

68-67 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

68-67 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

68-67 

7733 SP 

HeadSaver® 

1 

Head Set 

68-67 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

68-67 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

68-67 

ES 72856 

Replacement recommended 


(continued on next page) 
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327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MA" 1968-1967 31 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-67 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

68-67 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

68-67 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

68-67 

68-67 

PART NO. 

MS 9617 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68-67 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

68-67 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

68-67 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Fteq’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-67 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Fteq’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-67 

8194 

2 

Exhaust Pipe Gasket 

68-67 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68-67 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-67 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68-67 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68-67 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

68-67 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-67 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68-67 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-67 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

68-67 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

68-67 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

68-67 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

68-67 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

68-67 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-67 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

68-67 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-67 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68-67 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68-67 

5152 

To block 

1 

Water Pump Gasket 

68-67 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-67 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

68-67 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68-67 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-67 

60038 

51/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68 

PART NO. 

60043 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68-67 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

67 

60002 

Carter 

1 

Carb. Mounting Gasket 

67 

60002 

Holley 

1 

Carb. Mounting Gasket 

67 

60043 

Rochester 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

68-67 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

68-67 

72665 

Distributor to oil pump shaft retainer 


Chevrolet Car - See GM Car 
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Chevrolet SUV’s - See GMC Truck 
Chevrolet Truck - See GMC Truck 


Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

A 



1 Bbl./Gasoline 

1971-1966 

1 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


A170 


1 Bbl./Gasoline 

1965 

2 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


PI 7 


1 Bbl./Gasoline 

1960 

3 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


PI 7 


4 Bbl./Gasoline 

1960 

4 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


R17 


1 Bbl./Gasoline 

1961 

5 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


R17 


4 Bbl./Gasoline 

1961 

6 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


SI 7 


1 Bbl./Gasoline 

1962 

7 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


T17 


1 Bbl./Gasoline 

1963 

8 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


V17 


1 Bbl./Gasoline 

1964 

9 

198 

3.2L 

3245cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

B 



1 Bbl./Gasoline 

1974-1970 

10 

217.8 

3.6L 

3570cc 

L-HEAD L6 

3.25" 

12 

Chrysler Eng. 



Dodge/Plymouth 1 Bbl./Gasoline 

1954-1934 

11 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

B 



1 Bbl./Gasoline 

1969-1966 

12 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

C 



1 Bbl./Gasoline 

1980-1966 

13 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

D 



2 Bbl./Gasoline 

1980-1977 

14 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

E 



1 Bbl./Gasoline 

1972 

15 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


A225 


1 Bbl./Gasoline 

1965 

16 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


P22 


1 Bbl./Gasoline 

1960 

17 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


R22 


1 Bbl./Gasoline 

1961 

18 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


R22 


4 Bbl./Gasoline 

1961 

19 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


S22 


1 Bbl./Gasoline 

1962 

20 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


S22 


4 Bbl./Gasoline 

1962 

21 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


T22 


1 Bbl./Gasoline 

1963 

22 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


V22 


1 Bbl./Gasoline 

1964 

23 

230 

3.8L 

3770cc 

L-HEAD L6 

3.25" 

12 

Chrysler Eng. 



Dodge 

1 Bbl./Gasoline 

1959-1942 

24 

230 

3.8L 

3770cc 

L-HEAD L6 

3.25" 

12 

Chrysler Eng. 



Dodge 

2 Bbl./Gasoline 

1958-1955 

25 

236.6 

3.9L 

3878cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 



DeSoto 

1 Bbl./Gasoline 

1950-1942 

26 

241.4 

4.0L 

3957cc 

OHV V8 

3.4375' 

16 

Chrysler Eng. 



Dodge 

2 Bbl./Gasoline 

1954-1953 

27 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 



Chrysler 

1 Bbl./Gasoline 

1954-1942 

28 

260 

4.3L 

4261cc 

OHV V8 

3.5625' 

16 

Chrysler Eng. 



Plymouth 

2 Bbl./Gasoline 

1955 

29 

260 

4.3L 

4261cc 

OHV V8 

3.5625' 

16 

Chrysler Eng. 



Plymouth 

4 Bbl./Gasoline 

1955 

30 

265 

4.3L 

4343cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 



Chrysler 

1 Bbl./Gasoline 

1954-1952 

31 

270 

4.4L 

4425cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 



Dodge/Plymouth 2 Bbl./Gasoline 

1956-1955 

32 

270 

4.4L 

4425cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 



Dodge/Plymouth 4 Bbl./Gasoline 

1955 

33 

273 

4.5L 

4474cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 

D 



2 Bbl./Gasoline 

1969-1966 

34 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 

D 



4 Bbl./Gasoline 

1969-1966 

35 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 


A273 


2 Bbl./Gasoline 

1965 

36 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 


A273 


4 Bbl./Gasoline 

1965 

37 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 


V27 


2 Bbl./Gasoline 

1964 

38 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 


V27 


4 Bbl./Gasoline 

1964 

39 

276 

4.5L 

4524CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 



DeSoto 

2 Bbl./Gasoline 

1954-1952 

40 

277 

4.5L 

4540cc 

OHV V8 

3.75" 

16 

Chrysler Eng. 



Plymouth 

2 Bbl./Gasoline 

1957-1956 

41 

277 

4.5L 

4540cc 

OHV V8 

3.75" 

16 

Chrysler Eng. 



Plymouth 

4 Bbl./Gasoline 

1957-1956 

42 

301 

4.9L 

4933cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 



Chrysler 

2 Bbl./Gasoline 

1955 

43 

303 

5.0L 

4966cc 

OHV V8 

3.8125' 

16 

Chrysler Eng. 



Plymouth 

2-4 Bbl./Gasoline 

1956 

44 

303 

5.0L 

4966cc 

OHV V8 

3.8125' 

16 

Chrysler Eng. 



Plymouth 

4 Bbl./Gasoline 

1956 

45 

313 

5.1 L 

5130cc 

OHV V8 

3.875" 

16 

Chrysler Eng. 



Plymouth 

2 Bbl./Gasoline 

1958-1957 

46 

313 

5.1 L 

5130cc 

OHV V8 

3.875" 

16 

Chrysler Eng. 



Plymouth 

4 Bbl./Gasoline 

1958-1957 

47 

315 

5.2L 

5163cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 



Dodge 

2 Bbl./Gasoline 

1956 

48 

315 

5.2L 

5163cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 



Dodge 

2-4 Bbl./Gasoline 

1956 

49 

315 

5.2L 

5163cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 



Dodge 

4 Bbl./Gasoline 

1956 

50 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

E 



2 Bbl./Gasoline 

1967-1966 

51 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

F 



2 Bbl./Gasoline 

1969-1967 

52 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

G 



2 Bbl./Gasoline 

1980-1970 

53 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

H 



4 Bbl./Gasoline 

1980-1978 

54 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


A318 


2 Bbl./Gasoline 

1965 

55 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


LD2 


2 Bbl./Gasoline 

1958 

56 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


LD2 


2-4 Bbl./Gasoline 

1958 

57 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


LD2 


4 Bbl./Gasoline 

1958 

58 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


MD2 


2 Bbl./Gasoline 

1959 

59 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


MD2 


4 Bbl./Gasoline 

1959 

60 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


P31 


2 Bbl./Gasoline 

1960 

61 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


P31 


4 Bbl./Gasoline 

1960 

62 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


R31 


2 Bbl./Gasoline 

1961 

63 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


R31 


4 Bbl./Gasoline 

1961 

64 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


S31 


2 Bbl./Gasoline 

1962 

65 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


S31 


4 Bbl./Gasoline 

1962 

66 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


T31 


2 Bbl./Gasoline 

1963 

67 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 


V31 


2 Bbl./Gasoline 

1964 

68 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 




2 Bbl./Gasoline 

1957 

69 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 




2-4 Bbl./Gasoline 

1957 

70 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 




4 Bbl./Gasoline 

1957 

71 

325 

5.3L 

5327cc 

OHV V8 

3.6875" 

16 

Chrysler Eng. 



Dodge 

2 Bbl./Gasoline 

1958-1957 

72 

325 

5.3L 

5327cc 

OHV V8 

3.6875" 

16 

Chrysler Eng. 



Dodge 

2-4 Bbl./Gasoline 

1957 

73 

325 

5.3L 

5327cc 

OHV V8 

3.6875" 

16 

Chrysler Eng. 



Dodge 

4 Bbl./Gasoline 

1958-1957 

74 

326 

5.3L 

5343cc 

OHV V8 

3.9531" 

16 

Chrysler Eng. 



Dodge 

2 Bbl./Gasoline 

1959 

75 

331 

5.4L 

5425cc 

OHV V8 

3.8125" 

16 

Chrysler Eng. 



Chrysler 

2 Bbl./Gasoline 

1956-1951 

76 

331 

5.4L 

5425cc 

OHV V8 

3.8125" 

16 

Chrysler Eng. 



Chrysler 

2-4 Bbl./Gasoline 

1955 

77 

331 

5.4L 

5425cc 

OHV V8 

3.8125" 

16 

Chrysler Eng. 



Chrysler 

4 Bbl./Gasoline 

1956-1954 

78 

340 

5.6L 

5573cc 

OHV V8 

4.04" 

16 

Chrysler Eng. 

H 



4 Bbl./Gasoline 

1973-1970 

79 

340 

5.6L 

5573cc 

OHV V8 

4.04" 

16 

Chrysler Eng. 

J 



3-2 Bbl./Gasoline 

1971-1970 

80 

340 

5.6L 

5573cc 

OHV V8 

4.04" 

16 

Chrysler Eng. 

P 



4 Bbl./Gasoline 

1969-1968 

81 

341 

5.6L 

5589cc 

OHV V8 

3.7813" 

16 

Chrysler Eng. 



DeSoto 

2 Bbl./Gasoline 

1957 

82 

341 

5.6L 

5589cc 

OHV V8 

3.7813" 

16 

Chrysler Eng. 



DeSoto 

4 Bbl./Gasoline 

1957 

83 

350 

5.7L 

5737cc 

OHV V8 

4.0625" 

16 

Chrysler Eng. 




2 Bbl./Gasoline 

1958 

84 

350 

5.7L 

5737cc 

OHV V8 

4.0625" 

16 

Chrysler Eng. 




2-4 Bbl./Gasoline 

1958 

85 

350 

5.7L 

5737cc 

OHV V8 

4.0625" 

16 

Chrysler Eng. 




4 Bbl./Gasoline 

1958 

86 

350 

5.7L 

5737cc 

OHV V8 

4.0625" 

16 

Chrysler Eng. 




MFI/Gasoline 

1958 

87 

354 

5.8L 

5802cc 

OHV V8 

3.9375" 

16 

Chrysler Eng. 



Chrysler 

2 Bbl./Gasoline 

1958-1956 

88 

354 

5.8L 

5802CC 

OHV V8 

3.9375" 

16 

Chrysler Eng. 



Chrysler 

2-4 Bbl./Gasoline 

1957-1956 

89 

354 

5.8L 

5802cc 

OHV V8 

3.9375" 

16 

Chrysler Eng. 



Chrysler 

4 Bbl./Gasoline 

1958-1956 

90 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

J 



4 Bbl./Gasoline 

1980-1974 

91 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

K 



2 Bbl./Gasoline 

1980-1971 

92 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

L 



4 Bbl./Gasoline 

1980-1974 

93 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

F 



2 Bbl./Gasoline 

1966 

94 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


A361 


2 Bbl./Gasoline 

1965 

95 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


D500 


2-4 Bbl./Gasoline 

1958 

96 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


D500 


4 Bbl./Gasoline 

1958 

97 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


D500 


MFI/Gasoline 

1958 

98 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LD2S 


4 Bbl./Gasoline 

1958 

99 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LD3S 


4 Bbl./Gasoline 

1958 

100 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LS2M 


2 Bbl./Gasoline 

1958 

101 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LS3H 


4 Bbl./Gasoline 

1958 

102 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LS3S 


2-4 Bbl./Gasoline 

1958 

103 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LS3S 


4 Bbl./Gasoline 

1958 

104 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


LS3S 


MFI/Gasoline 

1958 

105 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


MD3H 


4 Bbl./Gasoline 

1959 

106 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


MD3L 


2 Bbl./Gasoline 

1959 

107 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


MD3M 


2 Bbl./Gasoline 

1959 

108 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


MSI 


2 Bbl./Gasoline 

1959 

109 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


P36 


2 Bbl./Gasoline 

1960-1959 

110 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


P36 


2-4 Bbl./Gasoline 

1960-1959 

111 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


P36 


4 Bbl./Gasoline 

1960-1959 

112 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


R36 


2 Bbl./Gasoline 

1961 

113 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


R36 


2-4 Bbl./Gasoline 

1961 

114 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


R36 


4 Bbl./Gasoline 

1961 

115 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


S36 


2 Bbl./Gasoline 

1962 

116 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


S36 


2-4 Bbl./Gasoline 

1962 

117 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


S36 


4 Bbl./Gasoline 

1962 

118 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


T36 


2 Bbl./Gasoline 

1963 

119 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 


V36 


2 Bbl./Gasoline 

1964 

120 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

G 



2 Bbl./Gasoline 

1969-1966 

121 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

G 



4 Bbl./Gasoline 

1966 

122 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

H 



4 Bbl./Gasoline 

1969-1967 

123 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

L 



2 Bbl./Gasoline 

1971-1970 

124 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

N 



4 Bbl./Gasoline 

1971-1970 

125 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


A383 


2 Bbl./Gasoline 

1965 

126 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


A383 


4 Bbl./Gasoline 

1965 

127 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


D500 


2-4 Bbl./Gasoline 

1959 

128 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


D500 


4 Bbl./Gasoline 

1959 

129 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


MCI L 


2 Bbl./Gasoline 

1959 

130 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


MC2M 


4 Bbl./Gasoline 

1959 

131 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 


MS2 


2 Bbl./Gasoline 

1959 

132 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


MS3 


2-4 Bbl./Gasoline 

1959 

133 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


MS3 


4 Bbl./Gasoline 

1959 

134 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 


P38 


2 Bbl./Gasoline 

1960 

135 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


P38 


2-4 Bbl./Gasoline 

1960 

136 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


P38 


4 Bbl./Gasoline 

1960 

137 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 


PR38 


2 Bbl./Gasoline 

1960 

138 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


PR38 


4 Bbl./Gasoline 

1960 

139 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


R38 


2 Bbl./Gasoline 

1961 

140 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 


R38 


2-4 Bbl./Gasoline 

1961 

141 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 


R38 


4 Bbl./Gasoline 

1961 

142 


(continued on next page) 


77 





Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

S38 


2 Bbl./Gasoline 

1962 

143 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

S38 


2-4 Bbl./Gasoline 

1962 

144 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

S38 


4 Bbl./Gasoline 

1962 

145 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

T38 


2 Bbl./Gasoline 

1963 

146 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

T38 


2-4 Bbl./Gasoline 

1963 

147 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

T38 


4 Bbl./Gasoline 

1963 

148 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

V38 


2 Bbl./Gasoline 

1964 

149 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

V38 


4 Bbl./Gasoline 

1964 

150 

392 

6.4L 

6425CC 

OHV V8 

4" 

16 

Chrysler Eng. 


Chrysler 

2-4 Bbl./Gasoline 

1958-1957 

151 

392 

6.4L 

6425cc 

OHV V8 

4" 

16 

Chrysler Eng. 


Chrysler 

4 Bbl./Gasoline 

1958-1957 

152 

392 

6.4L 

6425cc 

OHV V8 

4" 

16 

Chrysler Eng. 


Chrysler 

MFI/Gasoline 

1958 

153 

400 

6.6L 

6556cc 

OHV V8 

4.342" 

16 

Chrysler Eng. 

M 


2 Bbl./Gasoline 

1976-1972 

154 

400 

6.6L 

6556cc 

OHV V8 

4.342" 

16 

Chrysler Eng. 

N 


4 Bbl./Gasoline 

1978-1974 

155 

400 

6.6L 

6556cc 

OHV V8 

4.342" 

16 

Chrysler Eng. 

P 


4 Bbl./Gasoline 

1978-1972 

156 

413 

6.8L 

6769cc 

OHV V8 

4.1875” 

16 

Chrysler Eng. 

A413 


4 Bbl./Gasoline 

1965 

157 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

MC3H 


4 Bbl./Gasoline 

1959 

158 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

MC3S 


2-4 Bbl./Gasoline 

1959 

159 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

MY1H 


4 Bbl./Gasoline 

1959 

160 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

MY1L 


4 Bbl./Gasoline 

1959 

161 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

MY1M 


4 Bbl./Gasoline 

1959 

162 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

P41 


2-4 Bbl./Gasoline 

1960 

163 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

P41 


4 Bbl./Gasoline 

1960 

164 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

R41 


2-4 Bbl./Gasoline 

1961 

165 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

R41 


4 Bbl./Gasoline 

1961 

166 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

S41 


2-4 Bbl./Gasoline 

1962 

167 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

S41 


4 Bbl./Gasoline 

1962 

168 

413 

6.8L 

6769cc 

OHV V8 

4.1875” 

16 

Chrysler Eng. 

T41 


2-4 Bbl./Gasoline 

1963 

169 

413 

6.8L 

6769cc 

OHV V8 

4.1875” 

16 

Chrysler Eng. 

T41 


4 Bbl./Gasoline 

1963 

170 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

V41 


2-4 Bbl./Gasoline 

1964 

171 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

V41 


4 Bbl./Gasoline 

1964 

172 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

H 


2-4 Bbl./Gasoline 

1966 

173 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

H 


4 Bbl./Gasoline 

1966 

174 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

J 


2-4 Bbl./Gasoline 

1970-1967 

175 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

R 


2-4 Bbl./Gasoline 

1971-1967 

176 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

A426 


2-4 Bbl./Gasoline 

1965 

177 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

A426 


4 Bbl./Gasoline 

1965 

178 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

T42 


2-4 Bbl./Gasoline 

1963 

179 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

T42 


4 Bbl./Gasoline 

1963 

180 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

V42 


2-4 Bbl./Gasoline 

1964 

181 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

V42 


4 Bbl./Gasoline 

1964 

182 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

V426 


2-4 Bbl./Gasoline 

1964 

183 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

K 


4 Bbl./Gasoline 

1969-1966 

184 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

L 


4 Bbl./Gasoline 

1969-1966 

185 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

M 


3-2 Bbl./Gasoline 

1969 

186 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

T 


4 Bbl./Gasoline 

1978-1970 

187 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

V 


3-2 Bbl./Gasoline 

1972-1970 

188 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

B440 


4 Bbl./Gasoline 

1966 

189 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

C440 


4 Bbl./Gasoline 

1967 

190 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

PT440 


4 Bbl./Gasoline 

1968 

191 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

U 


4 Bbl./Gasoline 

1978-1970 

192 

Engine Code Index 

Eng. 




Block 




Fuel Del. 




Code 

CID 

Litres 

CC 

Type 

Bore Valves Mfg. 

Vin 

Type 


Years 

Line 

A170 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 

1 Bbl./Gasoline 

1965 

2 

A225 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 12 Chrysler Eng. 

1 Bbl./Gasoline 

1965 

16 

A273 

273 

4.5L 

4474cc 

OHV V8 

3.625" 16 Chrysler Eng. 

2 Bbl./Gasoline 

1965 

36 

A273 

273 

4.5L 

4474cc 

OHV V8 

3.625" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1965 

37 

A318 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 16 Chrysler Eng. 

2 Bbl./Gasoline 

1965 

55 

A361 

361 

5.9L 

5917cc 

OHV V8 

4.125" 16 Chrysler Eng. 

2 Bbl./Gasoline 

1965 

95 

A383 

383 

6.3L 

6277cc 

OHV V8 

4.25" 16 Chrysler Eng. 

2 Bbl./Gasoline 

1965 

126 

A383 

383 

6.3L 

6277CC 

OHV V8 

4.25" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1965 

127 

A413 

413 

6.8L 

6769CC 

OHV V8 

4.1875" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1965 

157 

A426 

426 

7.0L 

6982CC 

OHV V8 

4.25" 16 Chrysler Eng. 

2-4 Bbl./Gasoline 

1965 

177 

A426 

426 

7.0L 

6982CC 

OHV V8 

4.25" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1965 

178 

B440 

440 

7.2L 

7212cc 

OHV V8 

4.32" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1966 

189 

C440 

440 

7.2L 

7212cc 

OHV V8 

4.32" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1967 

190 

D500 

361 

5.9L 

5917cc 

OHV V8 

4.125" 16 Chrysler Eng. 

2-4 Bbl./Gasoline 

1958 

96 

D500 

361 

5.9L 

5917cc 

OHV V8 

4.125" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1958 

97 

D500 

361 

5.9L 

5917cc 

OHV V8 

4.125" 16 Chrysler Eng. 

MFI/Gasoline 

1958 

98 

D500 

383 

6.3L 

6277cc 

OHV V8 

4.25" 16 Chrysler Eng. 

2-4 Bbl./Gasoline 

1959 

128 

D500 

383 

6.3L 

6277CC 

OHV V8 

4.25" 16 Chrysler Eng. 

4 Bbl./Gasoline 

1959 

129 


78 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Fuel Del. 

Vin Type 

Years 

Line 

LD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1958 

56 

LD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1958 

57 

LD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1958 

58 

LD2S 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1958 

99 

LD3S 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1958 

100 

LS2M 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1958 

101 

LS3H 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1958 

102 

LS3S 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1958 

103 

LS3S 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1958 

104 

LS3S 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

MFI/Gasoline 

1958 

105 

MC1L 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1959 

130 

MC2M 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

131 

MC3H 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

158 

MC3S 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1959 

159 

MD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1959 

59 

MD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

60 

MD3H 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

106 

MD3L 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1959 

107 

MD3M 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1959 

108 

MSI 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1959 

109 

MS2 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1959 

132 

MS3 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1959 

133 

MS3 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

134 

MY1H 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

160 

MY1L 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

161 

MY1M 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1959 

162 

PI 7 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1960 

3 

PI 7 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

4 Bbl./Gasoline 

1960 

4 

P22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1960 

17 

P31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1960 

61 

P31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1960 

62 

P36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1960-1959 

110 

P36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1960-1959 

111 

P36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1960-1959 

112 

P38 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1960 

135 

P38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1960 

136 

P38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1960 

137 

P41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1960 

163 

P41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1960 

164 

PR38 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1960 

138 

PR38 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1960 

139 

PT440 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1968 

191 

R17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1961 

5 

R17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

4 Bbl./Gasoline 

1961 

6 

R22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1961 

18 

R22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

4 Bbl./Gasoline 

1961 

19 

R31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1961 

63 

R31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1961 

64 

R36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1961 

113 

R36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1961 

114 

R36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1961 

115 

R38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1961 

140 

R38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1961 

141 

R38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1961 

142 

R41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1961 

165 

R41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1961 

166 

SI 7 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1962 

7 

S22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1962 

20 

S22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

4 Bbl./Gasoline 

1962 

21 

S31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1962 

65 

S31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1962 

66 

S36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1962 

116 

S36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1962 

117 

S36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1962 

118 

S38 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1962 

143 

S38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1962 

144 

S38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1962 

145 

S41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1962 

167 

S41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1962 

168 

T17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1963 

8 

T22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1963 

22 

T31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1963 

67 

T36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1963 

119 


(continued on next page) 


79 





Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Fuel Del. 

Vin Type 

Years 

Line 

T38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1963 

146 

T38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1963 

147 

T38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1963 

148 

T41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1963 

169 

T41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1963 

170 

T42 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1963 

179 

T42 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1963 

180 

V17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1964 

9 

V22 

225 

3.7L 

3688CC 

OHV L6 

3.4063” 

12 

Chrysler Eng. 

1 Bbl./Gasoline 

1964 

23 

V27 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1964 

38 

V27 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1964 

39 

V31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1964 

68 

V36 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1964 

120 

V38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2 Bbl./Gasoline 

1964 

149 

V38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1964 

150 

V41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1964 

171 

V41 

413 

6.8L 

6769cc 

OHV V8 

4.1875" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1964 

172 

V42 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1964 

181 

V42 

426 

7.0L 

6982cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

4 Bbl./Gasoline 

1964 

182 

V426 

426 

7.0L 

6982CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

2-4 Bbl./Gasoline 

1964 

183 


1 

170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN A" 1971-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-66 

7918 PT-1 


1 

Head Set 

71-66 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-66 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-66 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

71-66 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60146 

Flange 

1 

Exhaust Pipe Gasket 

69-66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-66 

OS 12705 C-1 


1 

Drain Plug Gasket 

71-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-66 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

71-66 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

71-66 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-66 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-66 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-66 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-66 

12593 

Body cover 

1 

Water Pump Gasket 

71-66 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-66 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60125 


1 

Carb. Mounting Gasket 

69-66 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-66 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

71-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-66 

12768 

Oil pump body 

1 

O-Ring 

71-66 

13338 

Oil Pump Cover 


80 








Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A170" 1965 

2 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

65 

7918 PT-1 



1 

Head Set 

65 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

65 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

65 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

65 

9547 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 






desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 12705 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

65 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

65 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

12593 

Body cover 


1 

Water Pump Gasket 

65 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

65 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

65 

12768 

Oil pump body 


1 

O-Ring 

65 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063 

" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P17" 1960 

3 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

60 

7918 PT-1 

Exc. Aluminum eng. 


1 

Head Set 

60 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

60 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

60 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

60 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

60 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 






desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

60 

OS 12705 C-1 



1 

Drain Plug Gasket 

60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

60 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

60 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

60 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

60 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

60 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 



(continued on next page) 
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(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R17" 1961 5 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

61 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 12705 C-1 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

61 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

61 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12593 

Body cover 


1 

Water Pump Gasket 

61 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

61 

PART NO. 

3122 

DESCRIPTION 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

12768 

Oil pump body 


1 

O-Ring 

61 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R17" 1961 

6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

61 

7918 PT-1 

Exc. Aluminum eng. 


1 

Head Set 

61 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

61 

61 

PART NO. 

MS 9610B-1 

90104-2 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

61 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 12705 C-1 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

61 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

61 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12593 

Body cover 


1 

Water Pump Gasket 

61 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


re 

| 170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R17" 1961 

(cont.) 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

12768 

Oil pump body 

1 

O-Ring 

61 

13338 

Oil Pump Cover 

7 

' 170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code S17" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62 

7918 PT-1 

Exc. Aluminum eng. 

1 

Head Set 

62 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

62 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 12705 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

62 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

62 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12593 

Body cover 

1 

Water Pump Gasket 

62 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

12768 

Oil pump body 

1 

O-Ring 

62 

13338 

Oil Pump Cover 

8 170 2.8L (2786CC) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T17" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63 

7918 PT-1 

Exc. Aluminum eng. 

1 

Head Set 

63 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

63 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 12705 C-1 


1 

Drain Plug Gasket 

63 

70822 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T17" 1963 

8 






(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

63 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

63 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

63 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

63 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

63 

12593 

Body cover 


1 

Water Pump Gasket 

63 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

63 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

63 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

63 

12768 

Oil pump body 


1 

O-Ring 

63 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V17" 1964 

9 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

64 

7918 PT-1 



1 

Head Set 

64 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

64 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

64 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 12705 C-1 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

64 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

64 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

12593 

Body cover 


1 

Water Pump Gasket 

64 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

64 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

12768 

Oil pump body 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


9 170 2.8L (2786CC) OHV L 6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V17" 1964 

(cont.) 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

10 198 3.2L (3245CC) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN B" 1974-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

74-70 

7918 PT-1 


1 

Head Set 

74-70 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-70 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

74-70 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

74-70 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-73 

9547 

Flange 

1 

Exhaust Pipe Gasket 

72-70 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-70 

OS 12705 C-1 


1 

Drain Plug Gasket 

74-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-70 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

74-70 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

74-70 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-70 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

74-70 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-70 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-70 

12593 

Body cover 

1 

Water Pump Gasket 

74-70 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-70 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60274 


1 

Carb. Mounting Gasket 

73 

60272 


1 

Carb. Mounting Gasket 

72-70 

60125 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

70561 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

74-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

74-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-70 

12768 

Oil pump body 

1 

O-Ring 

74-70 

13338 

Oil Pump Cover 

11 217.8 3.6L (3570cc) L-HEAD L6 (12 Valve) (Dodge/Plymouth), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1954-1934 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

54-46 

7564 C 


1 

Head Gasket 

42-38 

7564 C 


1 

Head Gasket 

37 

7256 C 

Exc. Dodge DeLuxe Base 

1 

Head Gasket 

37 

7564 C 

Dodge DeLuxe Base 

1 

Head Gasket 

36-34 

7564 C 


1 

Head Set 

54-46 

HS 7564 C 


1 

Head Set 

42-38 

HS 7564 C 


1 

Head Set 

37 

HS 7256 C 

Exc. Dodge DeLuxe Base 

1 

Head Set 

37 

HS 7564 C 

Dodge DeLuxe Base 

1 

Head Set 

36-34 

HS 7564 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

54-48 

FS 7564 C-2 

Rear main brg. seal not incl. 

1 

Full Gasket Set 

47 

FS 7564 C-2 

From Eng. No. 38058; Rear main brg. seal not incl. 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



217.8 3.6L (3570cc) L-HEAD L6 (12 Valve) (Dodge/Plymouth), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1954-1934 11 

(cont.) 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

47 

FS 7564 C-2 

To Eng. No. 38058; Rear main brg. seal & timing cover seal 
not incl. 

1 

Full Gasket Set 

46 

FS 7564 C-2 

Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

42-38 

FS 7564 C-2 

Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

37 

FS 7256 C 

Exc. Dodge DeLuxe Base; Rear main brg. seal & timing cover 
seal not incl. 

1 

Full Gasket Set 

37 

FS 7564 C-2 

Dodge DeLuxe Base; Rear main brg. seal & timing cover seal 
not incl. 

1 

Full Gasket Set 

36-34 

FS 7564 C-2 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

54-46 

MS 8009 B 


1 

Int. & Exh. Gasket Set 

42-38 

MS 8009 B 


1 

Int. & Exh. Gasket Set 

37 

MS 8009 B 

Dodge DeLuxe Base 

1 

Int. & Exh. Gasket Set 

37 

MS 8583 B 

Exc. Dodge DeLuxe Base 

1 

Int. & Exh. Gasket Set 

36-34 

MS 8009 B 


1 

Intake to Exhaust Gasket 

54-46 

8011 


1 

Intake to Exhaust Gasket 

42-38 

8011 


1 

Intake to Exhaust Gasket 

37 

8011 

Dodge DeLuxe Base 

1 

Intake to Exhaust Gasket 

36-34 

8011 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-46 

60146 

Flange 

1 

Exhaust Pipe Gasket 

42-34 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

50-46 

773 

Pump types 2237, 2995, 3647, 3648, 3912, 3913, 3914, 3915, 
9418; 1 5/8" IDx2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

49-46 

5019 

Glass bowl; 1 55/64" ID x 2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

42-34 

5019 

Glass bowl; 1 55/64" ID x 2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

42-34 

773 

Pump types 2237, 2995, 3647, 3648, 3912, 3913, 3914, 3915, 
9418; 1 5/8" IDx2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-46 

OS 4250 C 


1 

Oil Pan Gasket Set 

42-38 

OS 4250 C 


1 

Oil Pan Gasket Set 

37 

OS 4250 C 

Dodge DeLuxe Base 

1 

Oil Pan Gasket Set 

37 

OS 915 C 

Exc. Dodge DeLuxe Base 

1 

Oil Pan Gasket Set 

36-34 

OS 4250 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54-46 

BS 3141 

Rope 

1 

Rear Main Seal Set 

42 

BS 3141 

Plymouth DeLuxe Base; Rope 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54-46 

VS 4253 R 

w/Grommets 

1 

Push Rod Cover Gasket Set 

42-38 

VS 4253 R 

w/Grommets 

1 

Push Rod Cover Gasket Set 

37 

VS 4253 R 

Dodge DeLuxe Base; w/Grommets 

1 

Push Rod Cover Gasket Set 

37 

VS 917 R 

Exc. Dodge DeLuxe Base; w/Grommets 

1 

Push Rod Cover Gasket Set 

36-34 

VS 4253 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

54-46 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

42-34 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

54-46 

4267 


1 

Water Pump Gasket 

42-34 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

54-48 

TCS 4155-2 


1 

Timing Cover Set 

47 

TCS 4155-2 

From Eng. No. 38058 

1 

Timing Cover Set 

47 

TCS 4258-2 

To Eng. No. 38058 

1 

Timing Cover Set 

46 

TCS 4258-2 


1 

Timing Cover Set 

37 

TCS 4258-2 

Exc. Dodge DeLuxe Base 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-46 

8531 

w/o Governor 

1 

Carb. Mounting Gasket 

42-34 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

54-46 

3122 


1 

Oil Pressure Relief Valve 

42-34 

3122 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN B" 1969-1966 12 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-66 

7918 PT-1 


1 

Head Set 

69-66 

HS 7918 PT-4 

Premium valve stem seals incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


12 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN B" 1969-1966 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-66 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

69-66 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 12705 C-1 


1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

69-66 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

12593 

Body cover 

1 

Water Pump Gasket 

69-66 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-66 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-66 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

69-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-66 

12768 

Oil pump body 

1 

O-Ring 

69-66 

13338 

Oil Pump Cover 

13 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN C" 1980-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-66 

7918 PT-1 


1 

Head Set 

80-66 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-66 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

80-66 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

80-66 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-73 

9547 

Flange 

1 

Exhaust Pipe Gasket 

72-70 

60146 

Flange 

1 

Exhaust Pipe Gasket 

69-66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-66 

OS 12705 C-1 


1 

Drain Plug Gasket 

80-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-66 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

80-66 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

80-66 

ES 12794 

Valve Cover 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN C" 1980-1966 

13 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-66 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

80-66 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-66 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-66 

12593 

Body cover 


1 

Water Pump Gasket 

80-66 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-66 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-74 

60274 



1 

Carb. Mounting Gasket 

73 

60272 



1 

Carb. Mounting Gasket 

72-70 

60125 



1 

Carb. Mounting Gasket 

69-66 

60085 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-73 

70561 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

80-66 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

80-66 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

80-66 

12768 

Oil pump body 


1 

O-Ring 

80-66 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN D" 1980-1977 

14 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

80-77 

7918 PT-1 



1 

Head Set 

80-77 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

80-77 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

80-77 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

80-77 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

80-77 

9547 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

80-77 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

80-77 

OS 12705 C-1 



1 

Drain Plug Gasket 

80-77 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-77 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-77 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

80-77 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

80-77 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-77 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

80-77 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-77 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-77 

12593 

Body cover 


1 

Water Pump Gasket 

80-77 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-77 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-77 

60448 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-77 

60188 

9/32" thick 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


14 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 2 Bbl. "VIN D" 1980-1977 

(cont.) 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

70561 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

80-77 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

80-77 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-77 

12768 

Oil pump body 

1 

O-Ring 

80-77 

13338 

Oil Pump Cover 

15 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN E" 1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

72 

7918 PT-1 


1 

Head Set 

72 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

72 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

72 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 12705 C-1 


1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

72 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

72 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72 

12593 

Body cover 

1 

Water Pump Gasket 

72 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60125 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

72 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

72 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72 

12768 

Oil pump body 

1 

O-Ring 

72 

13338 

Oil Pump Cover 

16 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A225" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

7918 PT-1 


1 

Head Set 

65 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

65 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

9547 

Flange 
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(continued on next page) 









Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A225" 1965 16 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65 

65 

PART NO. 

OS 12705 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

65 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

65 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

12593 

Body cover 

1 

Water Pump Gasket 

65 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

65 

PART NO. 

60085 

DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

65 

PART NO. 

3122 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

12768 

Oil pump body 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063 

" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P22" 1960 17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

60 

7918 PT-1 

Exc. Aluminum eng. 

1 

Head Set 

60 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

60 

60 

PART NO. 

MS 9610B-1 

90104-2 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

60 

60 

PART NO. 

OS 12705 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

60 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

60 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

12593 

Body cover 

1 

Water Pump Gasket 

60 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


17 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P22" 1960 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

12768 

Oil pump body 

1 

O-Ring 

60 

13338 

Oil Pump Cover 

18 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R22" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

61 

7918 PT-1 

Exc. Aluminum eng. 

1 

Head Set 

61 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

61 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

61 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12705 C-1 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

61 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

61 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12593 

Body cover 

1 

Water Pump Gasket 

61 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

12768 

Oil pump body 

1 

O-Ring 

61 

13338 

Oil Pump Cover 

1 g 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R22" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

61 

7918 PT-1 

Exc. Aluminum eng. 

1 

Head Set 

61 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

61 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

61 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12705 C-1 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

Rubber; Two-piece 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R22" 1961 

19 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

61 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

61 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12593 

Body cover 


1 

Water Pump Gasket 

61 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

61 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

12768 

Oil pump body 


1 

O-Ring 

61 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code S22" 1962 

20 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

62 

7918 PT-1 

Exc. Aluminum eng. 


1 

Head Set 

62 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

62 

MS 961 OB-1 



1 

Intake to Exhaust Gasket 

62 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

62 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 12705 C-1 



1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

62 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

62 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

12593 

Body cover 


1 

Water Pump Gasket 

62 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

62 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

62 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

62 

12768 

Oil pump body 


1 

O-Ring 

62 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S22" 1962 

21 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

62 

7918 PT-1 

Exc. Aluminum eng. 



(continued on next page) 


93 











Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


21 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S22" 1962 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

62 

HS 7918PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7918PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

62 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 12705 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

62 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

62 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12593 

Body cover 

1 

Water Pump Gasket 

62 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

12768 

Oil pump body 

1 

O-Ring 

62 

13338 

Oil Pump Cover 

22 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T22" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63 

7918 PT-1 

Exc. Aluminum eng. 

1 

Head Set 

63 

HS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7918 PT-4 

Exc. Aluminum eng.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

63 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 12705 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

63 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

63 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T22" 1963 

22 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

63 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

63 

12593 

Body cover 


1 

Water Pump Gasket 

63 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

63 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

63 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

63 

12768 

Oil pump body 


1 

O-Ring 

63 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V22" 1964 

23 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

64 

7918 PT-1 



1 

Head Set 

64 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

64 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

64 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 12705 C-1 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

64 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

64 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

12593 

Body cover 


1 

Water Pump Gasket 

64 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

64 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

12768 

Oil pump body 


1 

O-Ring 

64 

13338 

Oil Pump Cover 



230 3.8L (3770cc) L-HEAD L6 (12 Valve) (Dodge), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1959-1942 

24 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

59-51 

7688 C 

Canadian Built 


1 

Head Gasket 

59-51 

7564 C 

Exc. Canadian Built 


1 

Head Gasket 

50-46 

7564 C 



1 

Head Gasket 

42 

7564 C 



1 

Head Set 

59-51 

HS 7564 C 

Exc. Canadian Built 


1 

Head Set 

50-46 

HS 7564 C 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


24 230 3.8L (3770CC) L-HEAD L6 (12 Valve) (Dodge), 3.25" 

(cont.) 

Bore (Chrysler Eng.), 1 Bbl. 1959-1942 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

42 

HS 7564 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-51 

FS 7688 C-2 

Canadian Built; Rear main brg. seal & timing cover seal not 
incl. 

1 

Full Gasket Set 

59-52 

FS 7564 C-2 

Exc. Canadian Built 

1 

Full Gasket Set 

51 

FS 7564 C-2 

From Eng. No. 272299; Exc. Canadian Built 

1 

Full Gasket Set 

51 

FS 7564 C-2 

To Eng. No. 272299; Exc. Canadian Built; Rear main brg. seal 
not incl. 

1 

Full Gasket Set 

50-48 

FS 7564 C-2 

Rear main brg. seal not incl. 

1 

Full Gasket Set 

47 

FS 7564 C-2 

From Eng. No. 79099; Rear main brg. seal not incl. 

1 

Full Gasket Set 

47 

FS 7564 C-2 

To Eng. No. 79099; Rear main brg. seal & timing cover seal 
not incl. 

1 

Full Gasket Set 

46 

FS 7564 C-2 

Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

42 

FS 7564 C-2 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

59-51 

MS 8583 B 

Canadian Built 

1 

Int. & Exh. Gasket Set 

59-51 

MS 8009 B 

Exc. Canadian Built 

1 

Int. & Exh. Gasket Set 

50-46 

MS 8009 B 


1 

Int. & Exh. Gasket Set 

42 

MS 8009 B 


1 

Intake to Exhaust Gasket 

59-51 

8011 

Exc. Canadian Built 

1 

Intake to Exhaust Gasket 

50-46 

8011 


1 

Intake to Exhaust Gasket 

42 

8011 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

59-46 

60146 

Flange 

1 

Exhaust Pipe Gasket 

42 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

50-46 

773 

Pump types 2237, 2995, 3647, 3648, 3912, 3913, 3914, 3915, 
9418; 1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

49-46 

5019 

Glass bowl; 1 55/64" ID x 2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

42 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

42 

5019 

Glass bowl; 1 55/64" ID x 2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59-51 

OS 915 C 

Canadian Built 

1 

Oil Pan Gasket Set 

59-51 

OS 4250 C 

Exc. Canadian Built 

1 

Oil Pan Gasket Set 

50-46 

OS 4250 C 


1 

Oil Pan Gasket Set 

42 

OS 4250 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-54 

BS 6300 

Canadian Built; Rubber; Two-piece 

1 

Rear Main Seal Set 

53-51 

BS 6300 

Exc. Plymouth Suburban Base; Canadian Built; Rubber; 
Two-piece 

1 

Rear Main Seal Set 

51 

BS 6300 

Exc. Plymouth Suburban Base; To Eng. No. 272299; Exc. 
Canadian Built; Rubber; Two-piece 

1 

Rear Main Seal Set 

50-49 

BS 6300 

Exc. Plymouth Suburban Base; Rubber; Two-piece 

1 

Rear Main Seal Set 

48-46 

BS 6300 

Rubber; Two-piece 

1 

Rear Main Seal Set 

42 

BS 6300 

From Eng. No. 57933; Rubber; Two-piece 

1 

Rear Main Seal Set 

42 

BS 3141 

To Eng. No. 57933; Rope 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59-51 

VS 917 R 

Canadian Built; w/Grommets 

1 

Push Rod Cover Gasket Set 

59-51 

VS 4253 R 

Exc. Canadian Built; w/Grommets 

1 

Push Rod Cover Gasket Set 

50-46 

VS 4253 R 

w/Grommets 

1 

Push Rod Cover Gasket Set 

42 

VS 4253 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-46 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

42 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56-46 

4267 


1 

Water Pump Gasket 

42 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-48 

TCS 4155-2 


1 

Timing Cover Set 

47 

TCS 4155-2 

From Eng. No. 79099 

1 

Timing Cover Set 

47 

TCS 4258-2 

To Eng. No. 79099 

1 

Timing Cover Set 

46 

TCS 4258-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-46 

8531 

w/o Governor 

1 

Carb. Mounting Gasket 

42 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59-46 

3122 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



230 3.8L (3770cc) L-HEAD L6 (12 Valve) (Dodge), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1959-1942 

24 

(cont.) 

QTY 

OIL FILTER MOUNTING (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

42 

3122 




230 3.8L (3770cc) L-HEAD L6 (12 Valve) (Dodge), 3.25" Bore (Chrysler Eng.), 2 Bbl. 1958-1955 

25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

58-55 

7688 C 

Canadian Built 


1 

Head Gasket 

58-55 

7564 C 

Exc. Canadian Built 


1 

Head Set 

58-55 

HS 7564 C 

Exc. Canadian Built 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58-55 

FS 7688 C-2 

Canadian Built; Rear main brg. seal & timing cover seal not 





incl. 


1 

Full Gasket Set 

58-55 

FS 7564 C-2 

Exc. Canadian Built 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

58-55 

MS 8583 B 

Canadian Built 


1 

Int. & Exh. Gasket Set 

58-55 

MS 8009 B 

Exc. Canadian Built 


1 

Intake to Exhaust Gasket 

58-55 

8011 

Exc. Canadian Built 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

58-55 

60146 

Flange 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

58-55 

OS 915 C 

Canadian Built 


1 

Oil Pan Gasket Set 

58-55 

OS 4250 C 

Exc. Canadian Built 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

58-55 

BS 6300 

Canadian Built; Rubber; Two-piece 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

58-55 

VS 917 R 

Canadian Built; w/Grommets 


1 

Push Rod Cover Gasket Set 

58-55 

VS 4253 R 

Exc. Canadian Built; w/Grommets 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58-55 

35063 

Water Outlet; 2 1/2” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

56-55 

4267 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58-55 

TCS 4155-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

58-55 

9401 

Exc. Taxi 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58-55 

3122 




236.6 3.9L (3878cc) L-HEAD L6 (12 Valve) (DeSoto), 3.4375" Bore (Chrysler Eng.), 1 Bbl. 1950-1942 

26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

50-46 

7256 C 



1 

Head Gasket 

42 

7256 C 



1 

Head Set 

50-46 

HS 7256 C 



1 

Head Set 

42 

HS 7256 C 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

50-46 

FS 7256 C 

Rear main brg. seal & timing cover seal not incl. 


1 

Full Gasket Set 

42 

FS 7256 C 

Rear main brg. seal & timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

50-46 

MS 8583 B 



1 

Int. & Exh. Gasket Set 

42 

MS 8583 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

50-46 

60146 

Flange 


1 

Exhaust Pipe Gasket 

42 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Bowl Gasket 

50-46 

773 

1 5/8" ID x 2 1/8” OD 


1 

Fuel Pump Bowl Gasket 

42 

773 

1 5/8" ID x 2 1/8” OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

50-46 

OS 915 C 



1 

Oil Pan Gasket Set 

42 

OS 915 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

50-46 

VS 917 R 

w/Grommets 


1 

Push Rod Cover Gasket Set 

42 

VS 917 R 

w/Grommets 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

50-46 

35063 

Water Outlet; 2 1/2” ID 


1 

Water Outlet Gasket 

42 

35063 

Water Outlet; 2 1/2” ID 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


26 236.6 3.9L (3878cc) L-HEAD L6 (12 Valve) (DeSoto), 3.4375" 

(cont.) 

Bore (Chrysler Eng.), 1 Bbl. 1950-1942 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

50-46 

4267 



1 

Water Pump Gasket 

42 

4267 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

50-48 

TCS 4155-2 



1 

Timing Cover Set 

47 

TCS 4155-2 


From Eng. No. 38059 

1 

Timing Cover Set 

47 

TCS 4258-2 


To Eng. No. 38059 

1 

Timing Cover Set 

46 

TCS 4258-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

50-46 

8531 


w/o Governor 

1 

Carb. Mounting Gasket 

42 

8531 


w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pressure Relief Valve 

50-46 

3122 



1 

Oil Pressure Relief Valve 

42 

3122 



27 241.4 4.0L (3957CC) OHV V8 (16 Valve) (Dodge), 3.4375" 

Bore (Chrysler Eng.), 2 Bbl. 1954-1953 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

3 

Exhaust Pipe Gasket 

54-53 

9045 


Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

54-53 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

2 

O-Ring 

54-53 

12473 


Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

54-53 

BS 40245 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Spark Plug Tube Seal Set 

54-53 

ES 12714 


Valve Cover 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

54-53 

35063 


Water Outlet; 2 1/2" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

54-53 

9093 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

54-53 

6464 



28 251 4.1L(4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. 1954-1942 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

54-51 

7688 C 


Canadian Built 

1 

Head Gasket 

54-51 

7256 C 


Exc. Canadian Built 

1 

Head Gasket 

50-46 

7256 C 



1 

Head Gasket 

42 

7256 C 



1 

Head Set 

54-51 

HS 7256 C 


Exc. Canadian Built 

1 

Head Set 

50-46 

HS 7256 C 



1 

Head Set 

42 

HS 7256 C 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

54-51 

FS 7688 C-2 


Canadian Built; Rear main brg. seal & timing cover seal not 






incl. 

1 

Full Gasket Set 

54-51 

FS 7256 C 


Exc. Canadian Built; Rear main brg. seal & timing cover seal 






not incl. 

1 

Full Gasket Set 

50-46 

FS 7256 C 


Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

42 

FS 7256 C 


Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. & Exh. Gasket Set 

54-46 

MS 8583 B 



1 

Int. & Exh. Gasket Set 

42 

MS 8583 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-46 

60146 


Flange 

1 

Exhaust Pipe Gasket 

42 

60146 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

O-Ring 

54 

12473 


Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

50-46 

773 


1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

42 

773 


1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

54-46 

OS 915 C 



1 

Oil Pan Gasket Set 

42 

OS 915 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54-46 

VS 917 R 


w/Grommets 

1 

Push Rod Cover Gasket Set 

42 

VS 917 R 


w/Grommets 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



251 4.1L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" Bore (Chrysler Eng.), 1 Bbl. 1954-1942 

28 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

54-46 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

42 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

54-46 

4267 



1 

Water Pump Gasket 

42 

4267 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

54-48 

TCS 4155-2 



1 

Timing Cover Set 

47 

TCS 4155-2 

From Eng. No. 36703 


1 

Timing Cover Set 

47 

TCS 4258-2 

To Eng. No. 36703 


1 

Timing Cover Set 

46 

TCS 4258-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

54-46 

8531 

w/o Governor 


1 

Carb. Mounting Gasket 

42 

8531 

w/o Governor 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

54-46 

3122 



1 

Oil Pressure Relief Valve 

42 

3122 




260 4.3L (4261 cc) OHV V8 (16 Valve) (Plymouth), 3.5625" Bore (Chrysler Eng.), 2 Bbl. 1955 

29 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

55 

9045 

Flange; 2 or 3 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

55 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

55 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Spark Plug Tube Seal Set 

55 

ES 12714 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

55 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

55 

35063 

Water Outlet; 2 1/2" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

55 

9401 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

55 

6464 




260 4.3L (4261 cc) OHV V8 (16 Valve) (Plymouth), 3.5625" Bore (Chrysler Eng.), 4 Bbl. 1955 

30 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

55 

9045 

Flange; 2 or 3 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

55 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

55 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Spark Plug Tube Seal Set 

55 

ES 12714 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

55 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

55 

35063 

Water Outlet; 2 1/2” ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

55 

6464 




265 4.3L (4343cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" Bore (Chrysler Eng.), 1 Bbl. 1954-1952 

31 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

54-52 

7688 C 

Canadian Built 


1 

Head Gasket 

54-52 

7256 C 

Exc. Canadian Built 


1 

Head Set 

54-52 

HS 7256 C 

Exc. Canadian Built 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

54-52 

FS 7688 C-2 

Canadian Built; Rear main brg. seal & timing cover seal not 





incl. 
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31 265 4.3L (4343cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. 1954-1952 

(cont.) 




QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

54-52 

FS 7256 C 

Exc. Canadian Built; Rear main brg. seal & timing cover seal 





not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

54-52 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-52 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

54 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-52 

OS 915 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54-52 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

54-52 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

54-52 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

54-52 

TCS 4155-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-52 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

54-52 

3122 


32 270 4.4L (4425CC) OHV V8 (16 Valve) (Dodge/Plymouth), 3.625" Bore (Chrysler Eng.), 2 Bbl. 1956-1955 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7790 PT-2 

Premium valve stem seals incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56-55 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

56-55 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-55 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

56-55 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

55 

SS 13955 

Dodge Custom Base; Loc. Int.; From Eng. No. 90516; 





Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-55 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56-55 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

56-55 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56-55 

6464 


33 270 4.4L (4425CC) OHV V8 (16 Valve) (Dodge/Plymouth), 3.625" Bore (Chrysler Eng.), 4 Bbl. 1955 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

55 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

55 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

55 

ES 12714 

Valve Cover 
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270 4.4L (4425cc) OHV V8 (16 Valve) (Dodge/Plymouth), 3.625" Bore (Chrysler Eng.), 4 Bbl. 1955 

33 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

55 

SS 13955 

Dodge Custom Base; Loc. Int.; From Eng. No. 90516; 






Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

55 

35063 

Water Outlet; 2 1/2" ID 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

55 

11528 

4" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

55 

6464 




273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 2 Bbl. "VIN D" 1969-1966 

34 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69-66 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

69-66 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

69-66 

8553 SP 

HeadSaver® 


1 

Head Set 

69-66 

HS 8553 PT-9 

Exh. valve stem seals & exh. pipe flange not incl.; Premium 





valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69-66 

FS 8553 PT-9 

Exh. valve stem seals & exh. pipe flange not incl.; Premium 





valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

69-66 

CS 8553 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

69-66 

MS 90009 



1 

Exh. Manifold Gasket Set 

69-66 

MS 9939 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

66 

9547 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69-66 

OS 6566 C-1 

Cork 


1 

Drain Plug Gasket 

69-66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69-66 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69-66 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

69-66 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

69-66 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-66 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

69-66 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-66 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69-66 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69-67 

60448 



1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

69-66 

60045 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-66 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

69-66 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

69-66 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

69-66 

13338 

Oil Pump Cover 



273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 4 Bbl. "VIN D" 1969-1966 

35 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69-66 

521 SD 

PermaTorque Severe Duty® 
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35 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" Bore (Chrysler Eng.), 4 Bbl. "VIN D" 1969-1966 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8553 SP 

HeadSaver® 

1 

Head Set 

69-66 

HS 8553 PT-9 

Exh. valve stem seals & exh. pipe flange not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 8553 PT-9 

Exh. valve stem seals & exh. pipe flange not incl.; Premium 
valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-66 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 90009 


1 

Exh. Manifold Gasket Set 

69-66 

MS 9939 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

69-66 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-66 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60159 


1 

Carb. Mounting Gasket 

66 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-66 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

69-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-66 

13338 

Oil Pump Cover 

36 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A273" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

65 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65 

8553 SP 

HeadSaver® 

1 

Head Set 

65 

HS 8553 PT-2 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9935 


1 

Exh. Manifold Gasket Set 

65 

MS 9939 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 
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273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A273" 1965 

36 

(cont.) 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65 

65 

PART NO. 

OS 6566 C-1 

70822 

DESCRIPTION 

Cork 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45284 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

60045 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

65 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

65 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

65 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

13338 

Oil Pump Cover 



273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code A273" 1965 

37 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

65 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

65 

8553 SP 

HeadSaver® 


1 

Head Set 

65 

HS 8553 PT-2 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8553 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9935 



1 

Exh. Manifold Gasket Set 

65 

MS 9939 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 6566 C-1 

Cork 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 
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37 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

(cont.) 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code A273" 1965 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 

38 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V27" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

64 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8553 SP 

HeadSaver® 

1 

Head Set 

64 

HS 8553 PT-2 Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9935 


1 

Exh. Manifold Gasket Set 

64 

MS 9939 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 6566 C-1 Cork 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13395 R 

1 Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

39 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code V27" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

64 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8553 SP 

HeadSaver® 

1 

Head Set 

64 

HS 8553 PT-2 Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8553 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code V27" 1964 

39 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9935 



1 

Exh. Manifold Gasket Set 

64 

MS 9939 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 6566 C-1 

Cork 


1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

64 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

64 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60015 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

64 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

64 

13338 

Oil Pump Cover 



276 4.5L (4524cc) OHV V8 (16 Valve) (DeSoto), 3.625" Bore (Chrysler Eng.), 2 Bbl. 1954-1952 

40 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

54-52 

9045 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

O-Ring 

54-52 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

54-52 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Spark Plug Tube Seal Set 

54-52 

ES 12714 

Valve Cover 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

54-52 

35063 

Water Outlet; 2 1/2" ID 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

54-52 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

54-52 

9401 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

54-52 

6464 




277 4.5L (4540cc) OHV V8 (16 Valve) (Plymouth), 3.75" Bore (Chrysler Eng.), 2 Bbl. 1957-1956 

41 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

57-56 

7734 PT 



1 

Head Set 

57-56 

HS 7734 PT 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57-56 

FS 7734 PT-2 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

57-56 

MS 9344 SH 



1 

Exh. Manifold Gasket Set 

57-56 

MS 9342 B 




(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


41 277 4.5L (4540cc) OHV V8 (16 Valve) (Plymouth), 3.75" 

Bore (Chrysler Eng.), 2 Bbl. 1957-1956 

(cont.) 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57-56 

9045 

Flange; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57-56 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57-56 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

57-56 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57-56 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-56 

TCS 6563-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57-56 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57-56 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57-56 

3122 


42 277 4.5L (4540cc) OHV V8 (16 Valve) (Plymouth), 3.75" 

Bore (Chrysler Eng.), 4 Bbl. 1957-1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57-56 

7734 PT 


1 

Head Set 

57-56 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57-56 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57-56 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

57-56 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57-56 

9045 

Flange; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57-56 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57-56 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

57-56 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57-56 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-56 

TCS 6563-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57-56 

11528 

4” ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57-56 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57-56 

3122 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



301 4.9L (4933cc) OHV V8 (16 Valve) (Chrysler), 3.625" Bore (Chrysler Eng.), 2 Bbl. 1955 43 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55 

FS 7746 PT 

Valve cover & exh. manifold gskts. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55 

MS 9246 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

55 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55 

OS 6488 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 40245 

Rubber; Two-piece 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55 

PS 6361 D-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

55 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

55 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

55 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

55 

3122 



303 5.0L (4966cc) OHV V8 (16 Valve) (Plymouth), 3.8125" Bore (Chrysler Eng.), 2-4 Bbl. 1956 44 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56 

7734 PT 


1 

Head Set 

56 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

56 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56 

9045 

Flange; 1 or 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 6563-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

56 

3122 



107 









Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


45 303 5.0L (4966CC) OHV V8 (16 Valve) (Plymouth), 3.8125 

" Bore (Chrysler Eng.), 4 Bbl. 1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56 

7734 PT 


1 

Head Set 

56 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

56 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56 

9045 

Flange; 1 or 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 6563-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

56 

3122 


46 313 5.1 L (5130CC) OHV V8 (16 Valve) (Plymouth), 3.875" 

Bore (Chrysler Eng.), 2 Bbl. 1958-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-57 

7734 PT 


1 

Head Set 

58-57 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-57 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58-57 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

58-57 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58-57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-57 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-57 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58-57 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58-57 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 6563-1 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



313 5.1L (5130cc) OHV V8 (16 Valve) (Plymouth), 3.875" Bore (Chrysler Eng.), 2 Bbl. 1958-1957 

46 






(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

58-57 

5198 

2 5/8" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

58-57 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58-57 

3122 




313 5.1L (5130cc) OHV V8 (16 Valve) (Plymouth), 3.875" Bore (Chrysler Eng.), 4 Bbl. 1958-1957 

47 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

58-57 

7734 PT 



1 

Head Set 

58-57 

HS 7734 PT 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58-57 

FS 7734 PT-2 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

58-57 

MS 9344 SH 



1 

Exh. Manifold Gasket Set 

58-57 

MS 9342 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

58-57 

9045 

Flange; 1 to 3 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

58-57 

OS 6566 C-1 

Cork 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

58-57 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

58-57 

VS 11828 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

58-57 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58-57 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

58-57 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58-57 

TCS 6563-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

58-57 

11528 

4" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

58-57 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58-57 

3122 




315 5.2L (5163cc) OHV V8 (16 Valve) (Dodge), 3.625" Bore (Chrysler Eng.), 2 Bbl. 1956 

48 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

56 

FS 7790 PT-2 

Premium valve stem seals incl. 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

56 

9045 

Flange; 1 to 3 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

56 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

56 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Spark Plug Tube Seal Set 

56 

ES 12714 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

56 

35063 

Water Outlet; 2 1/2" ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

56 

TCS 6443-2 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


48 315 5.2L (5163CC) OHV V8 (16 Valve) (Dodge), 3.625" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. 1956 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

56 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

6464 


49 315 5.2L (5163CC) OHV V8 (16 Valve) (Dodge), 3.625" 

Bore (Chrysler Eng.), 2-4 Bbl. 1956 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7790 PT-2 

1st Design; Premium valve stem seals incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

56 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

56 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 6443-2 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

6464 


50 315 5.2L (5163cc) OHV V8 (16 Valve) (Dodge), 3.625" 

Bore (Chrysler Eng.), 4 Bbl. 1956 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7790 PT-2 

Dodge D500 Base; 1st Design; Premium valve stem seals incl. 

1 

Full Gasket Set 

56 

FS 7790 PT-2 

Dodge Coronet Base, Custom Base; Premium valve stem 
seals incl. 

1 

Full Gasket Set 

56 

FS 7790 PT-2 

Exc. Dodge Coronet Base, Custom Base, D500 Base; 

Premium valve stem seals incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

56 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

56 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56 

11528 

4” ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

6464 


51 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1967-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

7734 PT 

w/2-bolt valve covers; Canadian Built 

2 

Head Gasket 

67 

521 SD 

w/5-bolt valve covers; Exc. Canadian Built; PermaTorque 
Severe Duty® 

2 

Head Gasket 

67 

8553 PT 

w/5-bolt valve covers; Exc. Canadian Built; PermaTorque® 

2 

Head Gasket 

66 

7734 PT 



110 


(continued on next page) 










Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1967-1966 51 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket Spacer Shim 

67 

8553 SP 

w/5-bolt valve covers; Exc. Canadian Built; HeadSaver® 

1 

Head Set 

67 

HS 7734 PT 

w/2-bolt valve covers; Canadian Built; Premium valve stem 
seals incl. 

1 

Head Set 

67 

HS 8553 PT-9 

w/5-bolt valve covers; Exc. Canadian Built; Exh. valve stem 
seals & exh. pipe flange not incl.; Premium valve stem seals 
incl. 

1 

Head Set 

66 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 7734 PT-2 

w/2-bolt valve covers; Canadian Built; Premium valve stem 
seals incl. 

1 

Full Gasket Set 

67 

FS 8553 PT-9 

w/5-bolt valve covers; Exc. Canadian Built; Exh. valve stem 
seals & exh. pipe flange not incl.; Premium valve stem seals 
incl. 

1 

Full Gasket Set 

66 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8553 

w/5-bolt valve covers; Exc. Canadian Built 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9344 SH 

w/2-bolt vaive covers; Canadian Built 

1 

Int. Manifold Gasket Set 

67 

MS 90009 

w/5-bolt vaive covers; Exc. Canadian Built 

1 

Int. Manifold Gasket Set 

66 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

67 

MS 9342 B 

w/2-bolt valve covers; Canadian Built 

1 

Exh. Manifold Gasket Set 

67 

MS 9939 

w/5-bolt vaive covers; Exc. Canadian Built 

1 

Exh. Manifold Gasket Set 

66 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

67 

9045 

Flange; w/2-bolt valve covers; Canadian Built; 1 to 3 Req’d. 

2 

Exhaust Pipe Gasket 

67 

9547 

Flange; w/5-bolt valve covers; Exc. Canadian Built 

3 

Exhaust Pipe Gasket 

66 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 11828 R 

w/2-bolt vaive covers; Canadian Built; w/Grommets 

1 

Valve Cover Gasket Set 

67 

VS 13395 

w/5-bolt valve covers; Exc. Canadian Built; Cork 

1 

Valve Cover Gasket Set 

67 

VS 13395 R 

w/5-bolt valve covers; Exc. Canadian Built; Rubber 

1 

Valve Cover Gasket Set 

66 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

67-66 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

67 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

67-66 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

66 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60448 


1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67-66 

60045 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

67-66 

3122 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


51 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1967-1966 

(cont.) 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

13338 

Oil Pump Cover 

52 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "VIN F" 1969-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

8553 PT 

PermaTorque® 

2 

Head Gasket 

67 

7734 PT 

w/2-bolt valve covers; Canadian Built 

2 

Head Gasket 

67 

521 SD 

w/5-bolt valve covers; Exc. Canadian Built; PermaTorque 





Severe Duty® 

2 

Head Gasket 

67 

8553 PT 

w/5-bolt valve covers; Exc. Canadian Built; PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8553 SP 

HeadSaver® 

2 

Head Gasket Spacer Shim 

67 

8553 SP 

w/5-bolt valve covers; Exc. Canadian Built; HeadSaver® 

1 

Head Set 

69-68 

HS 8553 PT-9 

Exh. valve stem seals not inch; Premium valve stem seals incl. 

1 

Head Set 

67 

HS 7734 PT 

w/2-bolt valve covers; Canadian Built; Premium valve stem 





seals incl. 

1 

Head Set 

67 

HS 8553 PT-9 

w/5-bolt valve covers; Exc. Canadian Built; Exh. valve stem 





seals & exh. pipe flange not incl.; Premium valve stem seals 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8553 PT-9 

Exh. valve stem seals not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

67 

FS 7734 PT-2 

w/2-bolt valve covers; Canadian Built; Premium valve stem 





seals incl. 

1 

Full Gasket Set 

67 

FS 8553 PT-9 

w/5-bolt valve covers; Exc. Canadian Built; Exh. valve stem 





seals & exh. pipe flange not incl.; Premium valve stem seals 
incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8553 


1 

Gasket Conversion Set 

67 

CS 8553 

w/5-bolt valve covers; Exc. Canadian Built 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90009 


1 

Int. Manifold Gasket Set 

67 

MS 9344 SH 

w/2-bolt valve covers; Canadian Built 

1 

Int. Manifold Gasket Set 

67 

MS 90009 

w/5-bolt valve covers; Exc. Canadian Built 

1 

Exh. Manifold Gasket Set 

69-68 

MS 9939 


1 

Exh. Manifold Gasket Set 

67 

MS 9342 B 

w/2-bolt valve covers; Canadian Built 

1 

Exh. Manifold Gasket Set 

67 

MS 9939 

w/5-bolt valve covers; Exc. Canadian Built 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

67 

9045 

Flange; w/2-bolt valve covers; Canadian Built; 1 to 3 Req’d. 

2 

Exhaust Pipe Gasket 

67 

9547 

Flange; w/5-bolt valve covers; Exc. Canadian Built 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13395 R 

Rubber 

1 

Valve Cover Gasket Set 

67 

VS 11828 R 

w/2-bolt valve covers; Canadian Built; w/Grommets 

1 

Valve Cover Gasket Set 

67 

VS 13395 

w/5-bolt valve covers; Exc. Canadian Built; Cork 

1 

Valve Cover Gasket Set 

67 

VS 13395 R 

w/5-bolt valve covers; Exc. Canadian Built; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-67 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

69-67 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-67 

SS 70537 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-67 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16201 

Timing Cover; Use w/installation tool 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN F" 1969-1967 52 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

60448 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69-67 

60045 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-67 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

69-67 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-67 

13338 

Oil Pump Cover 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN G" 1980-1970 53 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-70 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-70 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-70 

8553 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 8553 PT-14 

Premium valve stem seals incl. 

1 

Head Set 

78-76 

HS 8553 PT-9 

Exc. Hi-Perf. & H/D; Exh. manifold gskts. & exh. valve stem 
seals not incl.; Premium valve stem seals incl. 

1 

Head Set 

78-76 

HS 8553 PT-14 

Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Head Set 

75 

HS 8553 PT-9 

Exh. manifold gskts. & exh. valve stem seals not incl.; 

Premium valve stem seals incl. 

1 

Head Set 

74-70 

HS 8553 PT-9 

Exh. valve stem seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 8553 PT-8 

Premium valve stem seals incl. 

1 

Full Gasket Set 

78-76 

FS 8553 PT-9 

Exc. Hi-Perf. & H/D; Exh. manifold gskts. & exh. valve stem 
seals not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78-76 

FS 8553 PT-8 

Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75 

FS 8553 PT-9 

Exh. manifold gskts. & exh. valve stem seals not incl.; 

Premium valve stem seals incl. 

1 

Full Gasket Set 

74-70 

FS 8553 PT-9 

Exh. valve stem seals not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-70 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-70 

MS 90009 


1 

Exh. Manifold Gasket Set 

80-75 

MS 90460 


1 

Exh. Manifold Gasket Set 

74-70 

MS 9939 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-70 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-70 

OS 6566 C-2 

Cork 

1 

Drain Plug Gasket 

80-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-70 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 50184 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

78-76 

VS 13395 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-76 

VS 13395 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-76 

VS 50184 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

75-70 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

75-70 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 70014 

Loc. Int. & Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-70 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-70 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-70 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

71-70 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-70 

35063 

Water Outlet; 2 1/2" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


53 318 5.2L (5212CC) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "VIN G" 1980-1970 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-70 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-70 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-70 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-70 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-70 

60448 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-70 

60188 

Exc. Export; 9/32" thick 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-70 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-74 

70557 


1 

EGR Gasket 

73-72 

70557 

From 08/15/72 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

76-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

78-70 

3122 


1 

Oil Filter Adapter Gasket 

80-73 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-70 

13338 

Oil Pump Cover 

54 318 5.2L (5212CC) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 4 Bbl. "VIN H" 1980-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-78 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-78 

8553 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 8553 PT-14 

Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8553 PT-13 

Exc. Hi-Pert. & H/D; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8553 PT-14 

Hi-Pert. & H/D; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 8553 PT-8 

Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8553 PT-10 

Exc. Hi-Pert. & H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8553 PT-8 

Hi-Pert. & H/D; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

80-78 

MS 90460 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 6566 C-2 

Cork 

1 

Drain Plug Gasket 

80-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 50184 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

78 

VS 13395 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78 

VS 13395 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78 

VS 50184 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 70014 

Loc. Int. & Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78 

35145 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-78 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-78 

TCS 6563-1 

w/o Sleeve ’N' Seal® 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "VIN H" 1980-1978 54 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

80-78 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-78 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60273 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-78 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

78 

3122 


1 

Oil Filter Adapter Gasket 

80-78 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-78 

13338 

Oil Pump Cover 

318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A318" 1965 55 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

7734 PT 


1 

Head Set 

65 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

65 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

65 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65 

60045 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 
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Chrysler Car (Inch Chrysler, DeSoto, Dodge, Plymouth) 

56 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code LD2" 1958 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7734 PT 


1 

Head Set 

58 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

58 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

58 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

58 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


57 318 5.2L (5212CC) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code LD2" 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7734 PT 


1 

Head Set 

58 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

58 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 6563-1 

w/o Sleeve ’N' Seal® 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code LD2" 

1958 

57 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Set w/Sleeve & Seal 

58 

TCS 45284 

w/Sleeve 'N’ Seal® 



1 

Repair Sleeve 

58 

16201 

Timing Cover; Use w/installation tool 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

58 

11528 

4" ID 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

58 

6464 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pressure Relief Valve 

58 

3122 





318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LD2" 

1958 

58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

58 

7734 PT 




1 

Head Set 

58 

HS 7734 PT 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

58 

FS 7734 PT-2 

Premium valve stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

58 

MS 9344 SH 




1 

Exh. Manifold Gasket Set 

58 

MS 9342 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



3 

Exhaust Pipe Gasket 

58 

9045 

Flange; 1 to 3 Req’d. 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

58 

OS 6566 C 

Cork 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

58 

BS 40245 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

58 

VS 11828 R 

w/Grommets 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



2 

Valve Stem Seal Set 

58 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. | 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

58 

6584 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

58 

TCS 6563-1 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

58 

TCS 45284 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

58 

16201 

Timing Cover; Use w/installation tool 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

58 

11528 

4" ID 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

58 

6464 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pressure Relief Valve 

58 

3122 





318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD2" 

1959 

59 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

59 

7734 PT 




1 

Head Set 

59 

HS 7734 PT 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

59 

FS 7734 PT-2 

Premium valve stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

59 

MS 9344 SH 




1 

Exh. Manifold Gasket Set 

59 

MS 9342 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



3 

Exhaust Pipe Gasket 

59 

9045 

Flange; 1 to 3 Req’d. 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

59 

OS 6566 C-1 

Cork 




(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


59 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD2" 

1959 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

59 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

59 

VS 11828 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

59 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. | 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

59 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

59 

TCS 6563-1 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

59 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

59 

9401 

Carter 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

59 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

59 

3122 



60 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MD2" 

1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

59 

7734 PT 



1 

Head Set 

59 

HS 7734 PT 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

59 

FS 7734 PT-2 Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

59 

MS 9344 SH 



1 

Exh. Manifold Gasket Set 

59 

MS 9342 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

59 

9045 

Flange; 1 to 3 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

59 

OS 6566 C-1 

Cork 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

59 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

59 

VS 11828 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

59 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. | 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

59 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

59 

TCS 6563-1 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

59 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

59 

11528 

4" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

59 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

59 

3122 



61 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P31" 

1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

60 

7734 PT 
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318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P31" 1960 61 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

60 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

60 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

60 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

60 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P31" 1960 62 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

7734 PT 


1 

Head Set 

60 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

60 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


62 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P31" 1960 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

60 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

60 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9525 

w/M/T 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


63 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R31" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7734 PT 


1 

Head Set 

61 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

61 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

61 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

61 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


64 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R31" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7734 PT 


1 

Head Set 

61 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

61 

MS 9342 B 
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318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R31" 1961 64 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

61 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

61 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9525 

w/M/T 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S31" 1962 65 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7734 PT 


1 

Head Set 

62 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

62 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

62 

TCS 45284 

w/Sleeve ’N’ Seal® 
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65 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S31" 1962 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

62 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


66 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S31" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7734 PT 


1 

Head Set 

62 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

62 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

62 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

62 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9525 

w/M/T 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


67 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T31" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7734 PT 


1 

Head Set 

63 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

63 

MS 9342 B 
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318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T31" 1963 67 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

63 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V31" 1964 68 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

7734 PT 


1 

Head Set 

64 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

64 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

64 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Opt. early style; Premium valve stem seals incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


68 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V31" 1964 

(cont.) 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9401 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

69 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. 1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57 

7734 PT 


1 

Head Set 

57 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

57 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

57 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

57 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

57 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57 

3122 


70 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2-4 Bbl. 1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57 

7734 PT 


1 

Head Set 

57 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7734 PT-2 Premium valve stem seals incl. | 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2-4 Bbl. 1957 70 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

57 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

57 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

57 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

57 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

57 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57 

3122 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 4 Bbl. 1957 71 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57 

7734 PT 


1 

Head Set 

57 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

57 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 6566 C 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

57 

SS 13955 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

57 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

57 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57 

11528 

4" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


71 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 4 Bbl. 1957 

(cont.) 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57 

3122 


72 325 5.3L (5327cc) OHV V8 (16 Valve) (Dodge), 3.6875" 

Bore (Chrysler Eng.), 2 Bbl. 1958-1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-57 

FS 7790 PT-2 

Premium valve stem seals incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58-57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58-57 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

58-57 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-57 

SS 13955 

Loc. Inf.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58-57 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58-57 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58-57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58-57 

3122 


73 325 5.3L (5327cc) OHV V8 (16 Valve) (Dodge), 3.6875" 

Bore (Chrysler Eng.), 2-4 Bbl. 1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7790 PT-2 

Exc. Dodge D500 Base; Premium valve stem seals incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

57 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

57 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 13955 

Loc. Inf.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 6443-2 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57 

3122 


74 325 5.3L (5327cc) OHV V8 (16 Valve) (Dodge), 3.6875" 

Bore (Chrysler Eng.), 4 Bbl. 1958-1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7790 PT-2 

Premium valve stem seals incl. 

1 

Full Gasket Set 

57 

FS 7790 PT-2 

Exc. Dodge D500 Base; Premium valve stem seals incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



325 5.3L (5327cc) OHV V8 (16 Valve) (Dodge), 3.6875" Bore (Chrysler Eng.), 4 Bbl. 1958-1957 74 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58-57 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58-57 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

58-57 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-57 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58-57 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58-57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58-57 

3122 



326 5.3L (5343cc) OHV V8 (16 Valve) (Dodge), 3.9531" Bore (Chrysler Eng.), 2 Bbl. 1959 75 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7734 PT 


1 

Head Set 

59 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

59 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

59 

9045 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

59 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

59 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


76 331 5.4L (5425CC) OHV V8 (16 Valve) (Chrysler), 3.8125" 

Bore (Chrysler Eng.), 2 Bbl. 1956-1951 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56 

7908 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7908 PT-5 

Premium valve stem seals incl. 

1 

Full Gasket Set 

55 

FS 7746 PT 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56-54 

MS 9246 B 


1 

Exh. Manifold Gasket Set 

55-54 

MS 9245 B-1 


1 

Exh. Manifold Gasket Set 

53 

MS 9245 B-1 

Heads stamped 1486833 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56-54 

60146 

Flange 

3 

Exhaust Pipe Gasket 

53-51 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-55 

OS 6488 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-51 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55-51 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

55-51 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56-55 

PS 6361 D-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-51 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56-54 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

56-55 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56-51 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

56-51 

3122 


77 331 5.4L (5425CC) OHV V8 (16 Valve) (Chrysler), 3.8125" 

Bore (Chrysler Eng.), 2-4 Bbl. 1955 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55 

FS 7746 PT 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55 

MS 9246 B 


1 

Exh. Manifold Gasket Set 

55 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

55 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55 

OS 6488 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

55 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55 

PS 6361 D-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

55 

11528 

4" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



331 5.4L (5425cc) OHV V8 (16 Valve) (Chrysler), 3.8125" Bore (Chrysler Eng.), 2-4 Bbl. 1955 

77 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

55 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

55 

3122 




331 5.4L (5425cc) OHV V8 (16 Valve) (Chrysler), 3.8125" Bore (Chrysler Eng.), 4 Bbl. 1956-1954 

78 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

56 

7908 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

56 

FS 7908 PT-5 

Premium valve stem seals incl. 


1 

Full Gasket Set 

55 

FS 7746 PT 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

56-54 

MS 9246 B 



1 

Exh. Manifold Gasket Set 

55-54 

MS 9245 B-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

56-54 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

56-55 

OS 6488 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

56-54 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

55-54 

VS 6360 

w/o Spark plug tube seals 


1 

Spark Plug Tube Seal Set 

55-54 

ES 12714 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

56-55 

PS 6361 D-1 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

56-54 

35063 

Water Outlet; 2 1/2" ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

56 

TCS 6443-2 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

56-54 

11528 

4" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

56-54 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

56-54 

3122 




340 5.6L (5573cc) OHV V8 (16 Valve), 4.04" 

Bore (Chrysler Eng.), 4 Bbl. "VIN H" 1973-1970 

79 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

73-70 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

73-70 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

73-70 

8553 SP 

HeadSaver® 


1 

Head Set 

73-70 

HS 8553 PT-13 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

73-70 

FS 8553 PT-10 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

73-70 

CS 8553 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

73-70 

MS 90109 

Large 1" x 2 3/16" ports 


1 

Exh. Manifold Gasket Set 

73-70 

MS 90460 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

73-70 

60025 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

73-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

73-70 

OS 6566 C-2 

Cork 


1 

Drain Plug Gasket 

73-70 

70822 




(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


79 340 5.6L (5573CC) OHV V8 (16 Valve), 4.04" Bore (Chrysler Eng.), 4 Bbl. "VIN H" 1973-1970 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-70 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-70 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

73-70 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-70 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

73-72 

SS 13955 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

73-70 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

73-70 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

71-70 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-70 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

73-70 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-70 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

73-70 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

73-70 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-70 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73 

60273 


1 

Carb. Mounting Gasket 

72-71 

60145 


1 

Carb. Mounting Gasket 

70 

60159 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

73-70 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

73-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

73-70 

3122 


1 

Oil Filter Adapter Gasket 

73 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

73-70 

13338 

Oil Pump Cover 

80 340 5.6L (5573cc) OHV V8 (16 Valve), 4.04" Bore (Chrysler Eng.), 3-2 Bbl. "VIN J" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8553 SP 

HeadSaver® 

1 

Head Set 

71-70 

HS 8553 PT-13 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8553 PT-10 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90460 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 6566 C-2 

Cork 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-70 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 


(continued on next page) 


130 








Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



340 5.6L (5573cc) OHV V8 (16 Valve), 4.04" 

Bore (Chrysler Eng.), 3-2 Bbl. "VIN J" 1971-1970 80 

(cont.) 


VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71-70 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

71-70 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45284 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-70 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

71-70 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-70 

60124 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

71-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

13338 

Oil Pump Cover 


340 5.6L (5573cc) OHV V8 (16 Valve), 4.04 

" Bore (Chrysler Eng.), 4 Bbl. "VIN P" 1969-1968 81 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8553 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 8553 PT-13 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8553 PT-10 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90460 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-68 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-68 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

69-68 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

69-68 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45284 

w/Sleeve ’N’ Seal® 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


8 1 340 5.6L (5573cc) OHV V8 (16 Valve), 4.04" Bore (Chrysler Eng.), 4 Bbl. "VIN P" 1969-1968 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 


DESCRIPTION 

1 

Repair Sleeve 

69-68 

16201 


Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 


5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60159 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

70078 


Oil filter cover 

1 

Oil Pressure Relief Valve 

69-68 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

O-Ring 

69-68 

13338 


Oil Pump Cover 

82 341 5.6L (5589CC) OHV V8 (16 Valve) (DeSoto), 3.7813" 

Bore (Chrysler Eng.), 2 Bbl. 1957 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

3 

Exhaust Pipe Gasket 

57 

60146 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

2 

O-Ring 

57 

12473 


Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 40245 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Spark Plug Tube Seal Set 

57 

ES 12714 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 13955 


Loc. Inf.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

57 

35063 


Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

57 

5198 


2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

57 

9401 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

6464 



83 341 5.6L (5589CC) OHV V8 (16 Valve) (DeSoto), 3.7813" 

Bore (Chrysler Eng.), 4 Bbl. 1957 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

3 

Exhaust Pipe Gasket 

57 

60146 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

2 

O-Ring 

57 

12473 


Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 40245 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Spark Plug Tube Seal Set 

57 

ES 12714 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 13955 


Loc. Inf.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

57 

35063 


Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

57 

11528 


4” ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

6464 



84 350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" 

Bore (Chrysler Eng.), 2 Bbl. 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 


PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 


HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" Bore (Chrysler Eng.), 2 Bbl. 1958 84 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

5198 

2 5/8” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" Bore (Chrysler Eng.), 2-4 Bbl. 1958 85 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


85 350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" 

(cont.) 

Bore (Chrysler Eng.), 2-4 Bbl. 1958 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


86 350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" 

Bore (Chrysler Eng.), 4 Bbl. 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 | 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

11528 

4” ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


87 350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" 

Bore (Chrysler Eng.), IVIF1 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or2 Req'd.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 | 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 




350 5.7L (5737cc) OHV V8 (16 Valve), 4.0625" Bore (Chrysler Eng.), MF11958 

87 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

58 

BS 11748 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

58 

11731 

To block 


1 

Water Pump Gasket 

58 

11730 

To body 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58 

TCS 12460-2 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

58 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58 

3122 




354 5.8L (5802cc) OHV V8 (16 Valve) (Chrysler), 3.9375" Bore (Chrysler Eng.), 2 Bbl. 1958-1956 

88 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

58-56 

7908 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58-57 

FS 7908 PT-5 

Premium valve stem seals incl. 


1 

Full Gasket Set 

56 

FS 7908 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

58-57 

MS 9395 B 



1 

Int. Manifold Gasket Set 

56 

MS 9246 B 



1 

Exh. Manifold Gasket Set 

56 

MS 9245 B-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

58-56 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

58-56 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

58-56 

OS 6488 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

58-56 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

56 

VS 6360 

w/o Spark plug tube seals 


1 

Spark Plug Tube Seal Set 

56 

ES 12714 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

58-56 

PS 6361 D-1 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

58-56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58-56 

35063 

Water Outlet; 2 1/2" ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58-56 

TCS 6443-2 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

58-57 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

58-57 

9401 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

58-56 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58-56 

3122 




354 5.8L (5802cc) OHV V8 (16 Valve) (Chrysler), 3.9375" Bore (Chrysler Eng.), 2-4 Bbl. 1957-1956 

89 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

57-56 

7908 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57 

FS 7908 PT-4 

Dodge D500 Base, D501 Base; Premium valve stem seals 





incl. 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


89 354 5.8L (5802cc) OHV V8 (16 Valve) (Chrysler), 3.9375" 

(cont.) 

Bore (Chrysler Eng.), 2-4 Bbl. 1957-1956 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7908 PT-5 

Exc. Dodge D500 Base, D501 Base; Premium valve stem 
seals incl. 

1 

Full Gasket Set 

56 

FS 7908 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9246 B 

Dodge D500 Base, D501 Base 

1 

Int. Manifold Gasket Set 

57 

MS 9395 B 

Exc. Dodge D500 Base, D501 Base 

1 

Int. Manifold Gasket Set 

56 

MS 9246 B 


1 

Exh. Manifold Gasket Set 

57 

MS 9245 B-1 

Dodge D500 Base, D501 Base 

1 

Exh. Manifold Gasket Set 

56 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

57-56 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57-56 

OS 6488 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 6360 

Dodge D500 Base, D501 Base; w/o Spark plug tube seals 

1 

Valve Cover Gasket Set 

56 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

57 

ES 12714 

Dodge D500 Base, D501 Base; Valve Cover 

1 

Spark Plug Tube Seal Set 

56 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57-56 

PS 6361 D-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-56 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-56 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

57-56 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57-56 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

57-56 

3122 


90 354 5.8L (5802cc) OHV V8 (16 Valve) (Chrysler), 3.9375" 

Bore (Chrysler Eng.), 4 Bbl. 1958-1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-56 

7908 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7908 PT-5 

Premium valve stem seals incl. 

1 

Full Gasket Set 

57 

FS 7908 PT-4 

Dodge D500 Base; Premium valve stem seals incl. 

1 

Full Gasket Set 

57 

FS 7908 PT-5 

Exc. Dodge D500 Base; Premium valve stem seals incl. 

1 

Full Gasket Set 

56 

FS 7908 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9395 B 


1 

Int. Manifold Gasket Set 

57 

MS 9246 B 

Dodge D500 Base 

1 

Int. Manifold Gasket Set 

57 

MS 9395 B 

Exc. Dodge D500 Base 

1 

Int. Manifold Gasket Set 

56 

MS 9246 B 


1 

Exh. Manifold Gasket Set 

57 

MS 9245 B-1 

Dodge D500 Base 

1 

Exh. Manifold Gasket Set 

56 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58-56 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-56 

OS 6488 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-56 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 6360 

Dodge D500 Base; w/o Spark plug tube seals 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



354 5.8L (5802cc) OHV V8 (16 Valve) (Chrysler), 3.9375" Bore (Chrysler Eng.), 4 Bbl. 1958-1956 90 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

57 

ES 12714 

Dodge D500 Base; Valve Cover 

1 

Spark Plug Tube Seal Set 

56 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58-56 

PS 6361 D-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-56 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-56 

35063 

Water Outlet; 2 1/2” ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-56 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58-56 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58-56 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58-56 

3122 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 4 Bbl. "VIN J" 1980-1974 91 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-74 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-74 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-74 

8553 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 8553 PT-14 

Premium valve stem seals incl. 

1 

Head Set 

78-76 

HS 8553 PT-13 

Exc. Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Head Set 

78-76 

HS 8553 PT-14 

Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Head Set 

75-74 

HS 8553 PT-13 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 8553 PT-7 

Premium valve stem seals incl. 

1 

Full Gasket Set 

78-76 

FS 8553 PT-14 

Exc. Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

78-76 

FS 8553 PT-7 

Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75-74 

FS 8553 PT-14 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-74 

CS 8359 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-74 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

80-74 

MS 90460 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-74 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-74 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

80-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-74 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

80-74 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 50184 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

78-76 

VS 13395 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-76 

VS 13395 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-76 

VS 50184 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

75-74 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

75-74 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-74 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-74 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-74 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74 

35063 

Water Outlet; 2 1/2” ID 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


91 360 5.9L (5900cc) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 4 Bbl. "VIN J" 1980-1974 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-74 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-74 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-74 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-74 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-74 

60038 

5 1/32” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-74 

60273 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-74 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-74 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

78-74 

3122 


1 

Oil Filter Adapter Gasket 

80-74 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-74 

13338 

Oil Pump Cover 

92 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 2 Bbl. "VIN K" 1980-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-71 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-71 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-71 

8553 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 8553 PT-14 

Premium valve stem seals incl. 

1 

Head Set 

78-76 

HS 8553 PT-13 

Exc. Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Head Set 

78-76 

HS 8553 PT-14 

Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Head Set 

75-71 

HS 8553 PT-13 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 8553 PT-7 

Premium valve stem seals incl. 

1 

Full Gasket Set 

78-76 

FS 8553 PT-14 

Exc. Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

78-76 

FS 8553 PT-7 

Hi-Perf. & H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75-71 

FS 8553 PT-14 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-71 

CS 8359 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-71 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

80-71 

MS 90460 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-71 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-71 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

80-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-71 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

80-71 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 50184 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

78-76 

VS 13395 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-76 

VS 13395 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-76 

VS 50184 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

75-71 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

75-71 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-71 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-71 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-71 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

73-71 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 2 Bbl. "VIN K" 1980-1971 

92 

(cont.) 

QTY 

1 

1 

WATER OUTLET GASKET 

(cont.) 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

78-75 

74-71 

PART NO. 

35145 

35063 

DESCRIPTION 

Water Outlet 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-71 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-71 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

80-71 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-71 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80 

60448 



1 

Air Cleaner Gasket 

79-71 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80 

60188 

9/32" thick 


1 

Carb. Mounting Gasket 

79-71 

60171 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

76-71 

6464 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-74 

70557 



1 

EGR Gasket 

73-72 

70557 

From 08/15/72 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

73-71 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

78-71 

3122 



1 

Oil Filter Adapter Gasket 

80-73 

70522 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

80-71 

13338 

Oil Pump Cover 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 4 Bbl. "VIN L" 1980-1974 

93 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

80-74 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

80-74 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

80-74 

8553 SP 

HeadSaver® 


1 

Head Set 

80-79 

HS 8553 PT-14 

Premium valve stem seals incl. 


1 

Head Set 

78-76 

HS 8553 PT-13 

Exc. Hi-Perf. & H/D; Premium valve stem seals incl. 


1 

Head Set 

78-76 

HS 8553 PT-14 

Hi-Perf. & H/D; Premium valve stem seals incl. 


1 

Head Set 

75-74 

HS 8553 PT-13 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

80-79 

FS 8553 PT-7 

Premium valve stem seals incl. 


1 

Full Gasket Set 

78-76 

FS 8553 PT-14 

Exc. Hi-Perf. & H/D; Premium valve stem seals incl. 


1 

Full Gasket Set 

78-76 

FS 8553 PT-7 

Hi-Perf. & H/D; Premium valve stem seals incl. 


1 

Full Gasket Set 

75-74 

FS 8553 PT-14 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

80-74 

CS 8359 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

80-74 

MS 90109 

Large 1" x 2 3/16" ports 


1 

Exh. Manifold Gasket Set 

80-74 

MS 90460 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

74 

60025 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

80-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

80-74 

OS 6566 C-3 

Cork 


1 

Drain Plug Gasket 

80-74 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-74 

BS 40094 

Rubber; Two-piece 


1 

Rear Main Seal Set 

80-74 

BS 40651 

Viton®; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-79 

VS 50184 R 

Hi-Temp.; Rubber coated fiber 


1 

Valve Cover Gasket Set 

78-76 

VS 13395 

Exc. Hi-Perf. & H/D; Cork 


1 

Valve Cover Gasket Set 

78-76 

VS 13395 R 

Exc. Hi-Perf. & H/D; Rubber 


1 

Valve Cover Gasket Set 

78-76 

VS 50184 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 


1 

Valve Cover Gasket Set 

75-74 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

75-74 

VS 13395 R 

Rubber 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


93 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 4 Bbl. "VIN L" 1980-1974 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-74 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-74 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-74 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-74 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-74 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-74 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-74 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-74 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-74 

60273 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-74 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-74 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

78-74 

3122 


1 

Oil Filter Adapter Gasket 

80-74 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-74 

13338 

Oil Pump Cover 

94 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "VIN F" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

66 

8519 SP 

HeadSaver® 

1 

Head Set 

66 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 





seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 





seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

66 

MS 96007 


1 

Exh. Manifold Gasket Set 

66 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 11729 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

66 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

66 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

66 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66 

11731 

To block 

1 

Water Pump Gasket 

66 

11730 

To body 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "VIN F" 1966 

94 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66 

TCS 12460-2 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66 

8632 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

66 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

66 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

66 

13338 

Oil Pump Cover 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A361" 1965 

95 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8519 PT-1 

PermaTorque® 


2 

Head Gasket Spacer Shim 

65 

8519 SP 

HeadSaver® 


1 

Head Set 

65 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 





seals not incl.; Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 





seals not incl.; Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

65 

MS 96007 



1 

Exh. Manifold Gasket Set 

65 

MS 90029 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

65 

9547 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 11729 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13379 

w/6-bolt valve covers; Cork 


1 

Valve Cover Gasket Set 

65 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 


1 

Vaive Cover Gasket Set 

65 

VS 13379 R 

w/6-bolt valve covers; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

65 

11731 

To block 


1 

Water Pump Gasket 

65 

11730 

To body 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 12460-2 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

60045 

Carter 


1 

Carb. Mounting Gasket 

65 

8632 

Exc. Carter 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

65 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

65 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

13338 

Oil Pump Cover 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code D500" 1958 

96 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


96 361 5.9L (5917CC) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code D500" 1958 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


97 361 5.9L (5917CC) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code D500" 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code D500" 1958 

97 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

58 

11731 

To block 


1 

Water Pump Gasket 

58 

11730 

To body 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58 

TCS 12460-2 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

58 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

58 

60015 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

58 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58 

3122 




361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), MFI "Eng. Code D500" 1958 

98 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 


2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 



1 

Exh. Manifold Gasket Set 

58 

MS 90029 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

58 

9547 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

58 

BS 11748 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

58 

11731 

To block 


1 

Water Pump Gasket 

58 

11730 

To body 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58 

TCS 12460-2 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

58 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

58 

3122 




361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LD2S" 1958 

99 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 


2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 
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99 361 5.9L (5917CC) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LD2S" 1958 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


100 361 5.9L (5917CC) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LD3S" 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 


(continued on next page) 
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361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LD3S" 1958 1 00 

(cont.) 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code LS2M" 1958 1 01 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96000 

Canadian Built; Raised block 

1 

Valley Pan Gasket Set 

58 

MS 96007 

Exc. Canadian Built 

1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LS3H" 1958 1 02 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 
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102 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LS3H" 1958 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96000 

Canadian Built; Raised block 

1 

Valley Pan Gasket Set 

58 

MS 96007 

Exc. Canadian Built 

1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


103 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code LS3S" 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code LS3S" 1958 1 03 

(cont.) 

QTY 

WATER PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code LS3S" 1958 1 04 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), MFI "Eng. Code LS3S" 1958 1 05 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

58 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


105 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), MFI "Eng. Code LS3S" 1958 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

58 

MS 96007 


1 

Exh. Manifold Gasket Set 

58 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

58 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

58 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11731 

To block 

1 

Water Pump Gasket 

58 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12460-2 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 


106 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MD3H" 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 



(continued on next page) 


148 






Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MD3H" 1959 -| 06 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD3L" 1959 107 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt vaive covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1” ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD3M" 1959 -| 08 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


108 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD3M" 1959 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


109 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MSI " 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MSI" 1959 1 09 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P36" 1960-1959 HQ 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60-59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60-59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60-59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60-59 

MS 96007 


1 

Exh. Manifold Gasket Set 

60-59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60-59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60-59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60-59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-59 

11731 

To block 

1 

Water Pump Gasket 

60-59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60-59 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60-59 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60-59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60-59 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code P36" 1960-1959 1 1 1 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60-59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60-59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60-59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60-59 

MS 96007 


1 

Exh. Manifold Gasket Set 

60-59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60-59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


HI 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code P36" 1960-1959 

(cont.) 

QTY 

FUEL PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

O-Ring 

60-59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60-59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-59 

11731 

To block 

1 

Water Pump Gasket 

60-59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

60-59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60-59 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60-59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60-59 

3122 


112 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P36" 1960-1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60-59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60-59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60-59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60-59 

MS 96007 


1 

Exh. Manifold Gasket Set 

60-59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60-59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60-59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60-59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-59 

11731 

To block 

1 

Water Pump Gasket 

60-59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60-59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60-59 

60015 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P36" 1960-1959 1 12 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60-59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60-59 

3122 


361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R36" 1961 113 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96007 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R36-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R36-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code R36" 1961 114 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96007 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


114 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code R36" 1961 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R36-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R36-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


115 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R36" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96007 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R36-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R36-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60015 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R36" 1961 115 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S36" 1962 1 16 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96007 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code S36" 1962 1 17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96007 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


117 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code S36" 1962 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


118 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S36" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96007 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S36" 1962 1 18 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T36" 1963 1 19 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96007 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 


361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V36" 1964 1 20 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

64 

MS 96007 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


120 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V36" 1964 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

64 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11729 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

121 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "VIN G" 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8519 SP 

HeadSaver® 

1 

Head Set 

69-66 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

69-66 

MS 96007 


1 

Exh. Manifold Gasket Set 

69-66 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

69-66 

VS 13379 R 

w/6-bolt valve covers; Rubber 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "VIN G" 1969-1966 1 21 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

69-66 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-66 

11731 

To block 

1 

Water Pump Gasket 

69-66 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-66 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

69-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-66 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "VIN G" 1966 1 22 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

66 

8519 SP 

HeadSaver® 

1 

Head Set 

66 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

66 

MS 96007 


1 

Exh. Manifold Gasket Set 

66 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

66 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

66 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

66 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66 

11731 

To block 

1 

Water Pump Gasket 

66 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

6464 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


122 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "VIN G" 1966 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

13338 

Oil Pump Cover 

123 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "VIN H" 1969-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-67 

8519 SP 

HeadSaver® 

1 

Head Set 

69-67 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-67 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-67 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

69-67 

MS 96007 


1 

Exh. Manifold Gasket Set 

69-67 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-67 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

69-67 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

69-67 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

69-67 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-67 

11731 

To block 

1 

Water Pump Gasket 

69-67 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

68-67 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60159 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

69-67 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-67 

13338 

Oil Pump Cover 

124 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "VIN L" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8519 SP 

HeadSaver® 

1 

Head Set 

71-70 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

71-70 

MS 96007 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "VIN L" 1971-1970 1 24 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

71-70 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71-70 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

11731 

To block 

1 

Water Pump Gasket 

71-70 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

8632 

Carter 

1 

Carb. Mounting Gasket 

71-70 

60171 

Exc. Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

71-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "VIN N" 1971-1970 1 25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8519 SP 

HeadSaver® 

1 

Head Set 

71-70 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

71-70 

MS 96007 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


125 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "VIN N" 1971-1970 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71-70 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

11731 

To block 

1 

Water Pump Gasket 

71-70 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60123 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

71-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

13338 

Oil Pump Cover 

126 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A383" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65 

8519 SP 

HeadSaver® 

1 

Head Set 

65 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

65 

MS 96007 


1 

Exh. Manifold Gasket Set 

65 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

65 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

65 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65 

11731 

To block 

1 

Water Pump Gasket 

65 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60045 

Carter 

1 

Carb. Mounting Gasket 

65 

8632 

Exc. Carter 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A383" 1965 1 26 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code A383" 1965 1 27 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65 

8519 SP 

HeadSaver® 

1 

Head Set 

65 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

65 

MS 96007 


1 

Exh. Manifold Gasket Set 

65 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

65 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

65 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65 

11731 

To block 

1 

Water Pump Gasket 

65 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code D500" 1959 1 28 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 



(continued on next page) 


163 









Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


128 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code D500" 1959 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


129 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code D500" 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25 

" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code D500" 1959 1 29 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MC1L" 1959 1 30 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 

Raised block 

1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MC2M" 1959 1 31 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 

Raised block 

1 

Exh. Manifold Gasket Set 

59 

MS 90029 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


131 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MC2M" 1959 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


132 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MS2" 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 

Canadian Built; Raised block 

1 

Valley Pan Gasket Set 

59 

MS 96007 

Exc. Canadian Built 

1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MS2" 1959 1 32 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code MS3" 1959 1 33 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt vaive covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96007 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1“ ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MS3" 1959 -| 34 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 

Canadian Built; Raised block 

1 

Valley Pan Gasket Set 

59 

MS 96007 

Exc. Canadian Built 

1 

Exh. Manifold Gasket Set 

59 

MS 90029 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


1 34 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MS3" 1959 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


135 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P38" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96007 

DeSoto Adventurer Base 

1 

Valley Pan Gasket Set 

60 

MS 96000 

Exc. DeSoto Adventurer Base; Raised block 

1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P38" 1960 1 35 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code P38" 1960 1 36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt vaive covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96007 


1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P38" 1960 1 37 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96007 


1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


137 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P38" 1960 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


138 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code PR38" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96000 

Raised block 

1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

5198 

2 5/8" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code PR38" 1960 1 38 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code PR38" 1960 1 39 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96000 

Raised block 

1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25 

" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R38" 1961 1 40 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96007 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


140 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R38" 1961 

(cont.) 

QTY 

FUEL PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R38-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R38-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


141 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code R38" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96007 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R38-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R38-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

61 

11528 

4" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code R38" 1961 141 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R38" 1961 142 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96007 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R38-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R38-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S38" 1962 1 43 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96007 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


1 43 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S38" 1962 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


144 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code S38" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96007 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

62 

11528 

4" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code S38" 1962 1 44 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S38" 1962 1 45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96007 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T38" 1963 1 46 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96007 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 
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146 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T38" 1963 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

147 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code T38" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96007 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 
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383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code T38" 1963 1 47 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code T38" 1963 1 48 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96007 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 
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1 48 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code T38" 1963 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

149 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V38" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

64 

MS 96007 


1 

Exh. Manifold Gasket Set 

64 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

150 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code V38" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 
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Bore (Chrysler Eng.), 4 Bbl. "Eng. Code V38" 1964 1 50 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

64 

MS 96007 


1 

Exh. Manifold Gasket Set 

64 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 


392 6.4L (6425cc) OHV V8 (16 Valve) (Chrysler), 4" Bore (Chrysler Eng.), 2-4 Bbl. 1958-1957 151 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-57 

7908 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-57 

FS 7908 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9395 B 


1 

Int. Manifold Gasket Set 

57 

MS 9395 B 

w/o Power Package 

1 

Int. Manifold Gasket Set 

57 

MS 9246 B 

w/Power Package 

1 

Exh. Manifold Gasket Set 

58-57 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9269 

Flange 

3 

Exhaust Pipe Gasket 

57 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-57 

OS 6488 C 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-57 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

58-57 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58-57 

PS 6361 D-1 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


151 392 6.4L (6425cc) OHV V8 (16 Valve) (Chrysler), 4" 

Bore (Chrysler Eng.), 2-4 Bbl. 1958-1957 

(cont.) 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-57 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

58-57 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58-57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58-57 

3122 


152 392 6.4L (6425cc) OHV V8 (16 Valve) (Chrysler), 4" 

Bore (Chrysler Eng.), 4 Bbl. 1958-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-57 

7908 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-57 

FS 7908 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9395 B 


1 

Int. Manifold Gasket Set 

57 

MS 9395 B 

Exc. Chrysler New Yorker Base 

1 

Int. Manifold Gasket Set 

57 

MS 9395 B 

Chrysler New Yorker Base; w/o Power Package 

1 

Int. Manifold Gasket Set 

57 

MS 9246 B 

Chrysler New Yorker Base; w/Power Package 

1 

Exh. Manifold Gasket Set 

58-57 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58 

60146 

Chrysler Crown Imperial Base, Imperial Base, Crown, 





LeBaron; Flange 

2 

Exhaust Pipe Gasket 

58 

9269 

Chrysler New Yorker Base; Flange 

3 

Exhaust Pipe Gasket 

57 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-57 

OS 6488 C 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-57 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

58-57 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58-57 

PS 6361 D-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-57 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 6443-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58-57 

11528 

4” ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58-57 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58-57 

3122 


153 392 6.4L (6425cc) OHV V8 (16 Valve) (Chrysler), 4" 

Bore (Chrysler Eng.), MF11958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7908 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7908 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9395 B 


1 

Exh. Manifold Gasket Set 

58 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9269 

Flange 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 




392 6.4L (6425cc) OHV V8 (16 Valve) (Chrysler), 4" Bore (Chrysler Eng.), MF11958 1 53 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 6488 C 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

58 

ES 12714 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 6361 D-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 6443-2 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

58 

3122 



400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" 

Bore (Chrysler Eng.), 2 Bbl. "VIN M" 1976-1972 1 54 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-72 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

76-72 

8519 SP 

HeadSaver® 

1 

Head Set 

76 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Head Set 

76 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

75-72 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

76 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

75-72 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-72 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

76-72 

MS 96007 


1 

Exh. Manifold Gasket Set 

76-72 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74-72 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-72 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

76-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-72 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-72 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

76-72 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

76-72 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-72 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76-72 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76-72 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-72 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-72 

11731 

To block 

1 

Water Pump Gasket 

76-72 

11730 

To body 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


1 54 400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" Bore (Chrysler Eng.), 2 Bbl. "VIN M" 1976-1972 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-72 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-72 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-72 

60171 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-72 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-73 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

76-72 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

76-72 

13338 

Oil Pump Cover 

155 400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" Bore (Chrysler Eng.), 4 Bbl. "VIN N" 1978-1974 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-74 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

78-74 

8519 SP 

HeadSaver® 

1 

Head Set 

78 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 





incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

77-76 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

1 

Head Set 

77-76 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 





stem seals incl. 

1 

Head Set 

75-74 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 





incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not incl.; 





Premium valve stem seals incl. 

1 

Full Gasket Set 

77-76 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

1 

Full Gasket Set 

77-76 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 





stem seals incl. 

1 

Full Gasket Set 

75-74 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-74 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

78-74 

MS 96007 


1 

Exh. Manifold Gasket Set 

78 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

77-74 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-74 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

78-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-74 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-74 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-74 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-74 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-74 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-74 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-74 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-74 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74 

35063 

Water Outlet; 2 1/2" ID 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" 

Bore (Chrysler Eng.), 4 Bbl. "VIN N" 1978-1974 1 55 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78-74 

11731 

To block 

1 

Water Pump Gasket 

78-74 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-74 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-74 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

78-74 

60273 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-74 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-74 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

78-74 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78-74 

13338 

Oil Pump Cover 


400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" 

Bore (Chrysler Eng.), 4 Bbl. "VIN P" 1978-1972 1 56 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-72 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

78-72 

8519 SP 

HeadSaver® 

1 

Head Set 

78 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 





incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

77-76 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

1 

Head Set 

77-76 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 





stem seals incl. 

1 

Head Set 

75-72 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 





incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not incl.; 





Premium valve stem seals incl. 

1 

Full Gasket Set 

77-76 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

1 

Full Gasket Set 

77-76 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 





stem seals incl. 

1 

Full Gasket Set 

75-72 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-72 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

78-72 

MS 96007 


1 

Exh. Manifold Gasket Set 

78 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

77-72 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74-72 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-72 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

78-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-72 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-72 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-72 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-72 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-72 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-72 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-72 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


156 400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" Bore (Chrysler Eng.), 4 Bbl. "VIN P" 1978-1972 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-72 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78-72 

11731 

To block 

1 

Water Pump Gasket 

78-72 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-72 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-72 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

78-73 

60273 


1 

Carb. Mounting Gasket 

72 

60145 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-72 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-73 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

78-72 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78-72 

13338 

Oil Pump Cover 

1 57 413 6.8L (6769CC) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code A413" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65 

8519 SP 

HeadSaver® 

1 

Head Set 

65 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 





seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 





seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

65 

MS 96000 


1 

Exh. Manifold Gasket Set 

65 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 11729 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

65 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

65 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65 

11731 

To block 

1 

Water Pump Gasket 

65 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12460-2 


1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60015 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875 

" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code A413" 1965 1 57 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MC3H" 1959 1 58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code MC3S" 1959 1 59 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


159 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

(cont.) 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code MC3S" 1959 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


160 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MY1H" 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 | 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MY1H" 1959 1 60 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MY1L" 1959 1 61 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt vaive covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MY1M" 1959 1 62 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

59 

MS 96000 


1 

Exh. Manifold Gasket Set 

59 

MS 90029 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


162 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

(cont.) 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code MY1M" 1959 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11729 C-1 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

59 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11731 

To block 

1 

Water Pump Gasket 

59 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12460-2 


1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


163 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code P41" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96000 


1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or2 Req’d.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 



(continued on next page) 


188 







Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code P41" 1960 1 63 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

60 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P41" 1960 1 64 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

60 

MS 96000 


1 

Exh. Manifold Gasket Set 

60 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11729 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 11748 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

60 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11731 

To block 

1 

Water Pump Gasket 

60 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12460-2 


1 

Repair Sleeve 

60 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code R41" 1961 165 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96000 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


165 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

(cont.) 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code R41" 1961 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 | 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R41-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R41-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 

1 

Repair Sleeve 

61 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


166 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R41" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

61 

MS 96000 


1 

Exh. Manifold Gasket Set 

61 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11729 C-1 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

From Eng. R41-11-2; Rubber; Two-piece 

1 

Rear Main Seal Set 

61 

BS 11748 

To Eng. R41-11-2; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code R41" 1961 1 66 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

11731 

To block 

1 

Water Pump Gasket 

61 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12460-2 


1 

Repair Sleeve 

61 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code S41" 1962 1 67 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 





valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96000 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


1 

Repair Sleeve 

62 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S41" 1962 1 68 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62 

8519 SP 

HeadSaver® 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


168 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code S41" 1962 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

62 

MS 96000 


1 

Exh. Manifold Gasket Set 

62 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11729 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

62 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

11731 

To block 

1 

Water Pump Gasket 

62 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12460-2 


1 

Repair Sleeve 

62 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


169 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code T41" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96000 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code T41" 1963 1 69 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 


1 

Repair Sleeve 

63 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 


413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code T41" 1963 1 70 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96000 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


170 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code T41" 1963 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

63 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

171 413 6.8L (6769cc) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code V41" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

64 

MS 96000 


1 

Exh. Manifold Gasket Set 

64 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11729 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12460-2 


1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

64 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

172 413 6.8L (6769CC) OHV V8 (16 Valve), 4.1875" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code V41" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

PermaTorque® 


194 
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426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "VIN H" 1966 1 73 


QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

66 

PART NO. 

8088 WS 

DESCRIPTION 

Hemi 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8088 WS-1 

Hemi; Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 90007 

Hemi 

1 

Exh. Manifold Gasket Set 

66 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

60016 

Flange; Hemi 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 11729 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40240 

Rubber; Two-piece 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


173 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "VIN H" 

(cont.) 

1966 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

66 

PART NO. 

VS 50007 C 

DESCRIPTION 

Hemi 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

66 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 


QTY 

2 

1 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

66 

66 

PART NO. 

11731 

11730 

DESCRIPTION 

To block 

To body 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

66 

PART NO. 

TCS 12460-2 

DESCRIPTION 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

66 

PART NO. 

11528 

DESCRIPTION 

4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

9840 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

66 

PART NO. 

6464 

DESCRIPTION 


QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

66 

PART NO. 

3122 

DESCRIPTION 


QTY 

1 

OIL PUMP COVER 

O-Ring 

YEARS 

66 

PART NO. 

13338 

DESCRIPTION 

Oil Pump Cover 


174 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "VIN H" 1966 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

66 

PART NO. 

8088 WS 

DESCRIPTION 

Hemi 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

66 

PART NO. 

FS 8088 WS-1 

DESCRIPTION 

Hemi; Valve stem seals not incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

66 

66 

PART NO. 

MS 90007 

MS 90049 

DESCRIPTION 

Hemi 

Hemi 


QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

66 

PART NO. 

60016 

DESCRIPTION 

Flange; Hemi 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

66 

66 

PART NO. 

OS 11729 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

66 

PART NO. 

BS 40240 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

66 

PART NO. 

VS 50007 C 

DESCRIPTION 

Hemi 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

66 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 


QTY 

2 

1 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

66 

66 

PART NO. 

11731 

11730 

DESCRIPTION 

To block 

To body 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

66 

PART NO. 

TCS 12460-2 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

66 

PART NO. 

11528 

DESCRIPTION 

4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

60015 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

66 

PART NO. 

6464 

DESCRIPTION 


QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

66 

PART NO. 

3122 

DESCRIPTION 


QTY 

1 

OIL PUMP COVER 

O-Ring 

YEARS 

66 

PART NO. 

13338 

DESCRIPTION 

Oil Pump Cover 


175 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "VIN J" 

1970-1967 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

70-67 

PART NO. 

8088 WS 

DESCRIPTION 

Hemi 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2-4 Bbl. "VIN J" 1970-1967 1 75 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-67 

FS 8088 WS-1 

Hemi; Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-67 

MS 90007 

Hemi 

1 

Exh. Manifold Gasket Set 

70-67 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70-67 

60016 

Flange; Hemi 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-67 

OS 11729 C-1 


1 

Drain Plug Gasket 

70-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-67 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-67 

VS 50007 C 

Hemi 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-67 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-67 

11731 

To block 

1 

Water Pump Gasket 

70-67 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-67 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

70 

11528 

4" ID 

2 

Air Cleaner Gasket 

69-67 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

70-67 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-67 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

70-67 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-67 

13338 

Oil Pump Cover 


426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2-4 Bbl. "VIN R" 1971-1967 176 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-67 

8088 WS 

Hemi 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-67 

FS 8088 WS-1 

Hemi; Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-67 

MS 90007 

Hemi 

1 

Exh. Manifold Gasket Set 

71-67 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-67 

60016 

Flange; Hemi 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-67 

OS 11729 C-1 


1 

Drain Plug Gasket 

71-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-67 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-67 

VS 50007 C 

Hemi 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-67 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-67 

11731 

To block 

1 

Water Pump Gasket 

71-67 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-67 

TCS 12460-2 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


176 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "VIN R" 1971-1967 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-70 

11528 

4" ID 

2 

Air Cleaner Gasket 

69-67 

60038 

51/32" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71-67 

PART NO. 

60015 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

71-67 

PART NO. 

6464 

DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

71-67 

PART NO. 

3122 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-67 

13338 

Oil Pump Cover 

177 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code A426" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8519 PT-1 

Exc. Hemi; Std. & Max. Perf.; PermaTorque® 

2 

Head Gasket 

65 

8088 WS 

Hemi 

2 

Head Gasket Spacer Shim 

65 

8519 SP 

Exc. Hemi; Std. & Max. Perf.; HeadSaver® 

1 

Head Set 

65 

HS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

65 

FS 8088 WS-1 

Hemi; Valve cover gskts., valve stem seals, exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 90175 

Exc. Hemi; Std.; Supplementary fiber port gskts.; Must be 
used w/Valley Pan 

1 

Int. Manifold Gasket Set 

65 

MS 90007 

Hemi 

1 

Valley Pan Gasket Set 

65 

MS 96000 

Exc. Hemi; Std. 

1 

Exh. Manifold Gasket Set 

65 

MS 90029 

Exc. Hemi; Std. & Max. Perf. 

1 

Exh. Manifold Gasket Set 

65 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65 

60025 

Flange; Exc. Hemi; Std. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65 

65 

PART NO. 

OS 11729 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13379 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

65 

VS 50145 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

65 

VS 13379 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Exc. Hemi; Std. & Max. Perf.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65 

11731 

To block 

1 

Water Pump Gasket 

65 

11730 

To body 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

65 

PART NO. 

TCS 12460-2 

DESCRIPTION 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

65 

PART NO. 

9840 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

65 

PART NO. 

6464 

DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

65 

PART NO. 

3122 

DESCRIPTION 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code A426" 1965 1 77 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code A426" 1965 1 78 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8519 PT-1 

Exc. Hemi; Std. & Max. Pert.; PermaTorque® 

2 

Head Gasket 

65 

8088 WS 

Hemi 

2 

Head Gasket Spacer Shim 

65 

8519 SP 

Exc. Hemi; Std. & Max. Pert.; HeadSaver® 

1 

Head Set 

65 

HS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

65 

FS 8088 WS-1 

Hemi; Valve cover gskts., valve stem seals, exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 90175 

Exc. Hemi; Std.; Supplementary fiber port gskts.; Must be 
used w/Valley Pan 

1 

Int. Manifold Gasket Set 

65 

MS 90007 

Hemi 

1 

Valley Pan Gasket Set 

65 

MS 96000 

Exc. Hemi; Std. 

1 

Exh. Manifold Gasket Set 

65 

MS 90029 

Exc. Hemi; Std. & Max. Pert. 

1 

Exh. Manifold Gasket Set 

65 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65 

60025 

Flange; Exc. Hemi; Std. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 11729 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13379 

Exc. Hemi; Std. & Max. Pert.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

65 

VS 50145 R 

Exc. Hemi; Std. & Max. Pert.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

65 

VS 13379 R 

Exc. Hemi; Std. & Max. Pert.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Exc. Hemi; Std. & Max. Pert.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65 

11731 

To block 

1 

Water Pump Gasket 

65 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code T42" 1963 1 79 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

Exc. Hemi; Std. & Max. Pert.; PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

Exc. Hemi; Std. & Max. Pert.; HeadSaver® 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

63 

MS 90029 

Exc. Hemi; Std. & Max. Pert. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


179 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code T42" 1963 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 11729 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

Exc. Hemi; Std. & Max. Perf.; w/4-bolt valve covers; 
w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Inf. & Exh.; Exc. Hemi; Std. & Max. Perf.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 12460-2 

DESCRIPTION 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

63 

PART NO. 

6464 

DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

63 

PART NO. 

3122 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

180 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code T42" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

Exc. Hemi; Std. & Max. Perf.; PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

Exc. Hemi; Std. & Max. Perf.; HeadSaver® 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

63 

MS 90029 

Exc. Hemi; Std. & Max. Perf. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 11729 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

Exc. Hemi; Std. & Max. Perf.; w/4-bolt valve covers; 
w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Inf. & Exh.; Exc. Hemi; Std. & Max. Perf.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 12460-2 

DESCRIPTION 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code T42" 1963 1 80 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 


426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code V42" 1964 1 81 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

Exc. Hemi; Std. & Max. Perf.; PermaTorque® 

2 

Head Gasket 

64 

8088 WS 

Hemi 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

Exc. Hemi; Std. & Max. Perf.; HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

64 

FS 8088 WS-1 

Hemi; Valve cover gskts., valve stem seals, exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Exc. Hemi; Std.; Supplementary fiber port gskts.; Must be 
used w/Valley Pan 

1 

Int. Manifold Gasket Set 

64 

MS 90007 

Hemi 

1 

Valley Pan Gasket Set 

64 

MS 96000 

Exc. Hemi; Std. 

1 

Exh. Manifold Gasket Set 

64 

MS 90029 

Exc. Hemi; Std. & Max. Perf. 

1 

Exh. Manifold Gasket Set 

64 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

60025 

Flange; Exc. Hemi; Std. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11729 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Exc. Hemi; Std. & Max. Perf.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

64 

9840 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 
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Chrysler Car (Inch Chrysler, DeSoto, Dodge, Plymouth) 


182 426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code V42" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

Exc. Hemi; Std. & Max. Perf.; PermaTorque® 

2 

Head Gasket 

64 

8088 WS 

Hemi 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

Exc. Hemi; Std. & Max. Perf.; HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

64 

FS 8088 WS-1 

Hemi; Valve cover gskts., valve stem seals, exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Exc. Hemi; Std.; Supplementary fiber port gskts.; Must be 
used w/Valley Pan 

1 

Int. Manifold Gasket Set 

64 

MS 90007 

Hemi 

1 

Valley Pan Gasket Set 

64 

MS 96000 

Exc. Hemi; Std. 

1 

Exh. Manifold Gasket Set 

64 

MS 90029 

Exc. Hemi; Std. & Max. Perf. 

1 

Exh. Manifold Gasket Set 

64 

MS 90049 

Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

60025 

Flange; Exc. Hemi; Std. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 11729 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

Exc. Hemi; Std. & Max. Perf.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Exc. Hemi; Std. & Max. Perf.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64 

PART NO. 

TCS 12460-2 

DESCRIPTION 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

60015 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

6464 

DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

64 

PART NO. 

3122 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

183 42 6 7.0L (6982cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code V426" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

Exc. Hemi; Std. & Max. Perf.; PermaTorque® 

2 

Head Gasket 

64 

8088 WS 

Hemi 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

Exc. Hemi; Std. & Max. Perf.; HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

Exc. Hemi; Std.; Int. manifold gskt. & int. valve stem seals not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

64 

FS 8088 WS-1 

Hemi; Valve cover gskts., valve stem seals, exh. pipe flange 
not incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



426 7.0L (6982cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2-4 Bbl. "Eng. Code V426" 1964 1 83 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 


Exc. Hemi; Std.; Supplementary fiber port gskts.; Must be 
used w/Valley Pan 

1 

Int. Manifold Gasket Set 

64 

MS 90007 


Hemi 

1 

Valley Pan Gasket Set 

64 

MS 96000 


Exc. Hemi; Std. 

1 

Exh. Manifold Gasket Set 

64 

MS 90029 


Exc. Hemi; Std. & Max. Pert. 

1 

Exh. Manifold Gasket Set 

64 

MS 90049 


Hemi 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

60025 


Flange; Exc. Hemi; Std. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 


May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 11729 C-1 
70822 


DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 


Exc. Hemi; Std. & Max. Pert.; w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 


Exc. Hemi; Std. & Max. Pert.; w/6-bolt valve covers; Hi-Temp.; 
Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 


Exc. Hemi; Std. & Max. Pert.; w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 


Loc. Int. & Exh.; Exc. Hemi; Std. & Max. Pert.; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 


Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 


To block 

1 

Water Pump Gasket 

64 

11730 


To body 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64 

PART NO. 

TCS 12460-2 


DESCRIPTION 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

2 

Air Cleaner Gasket 

64 

11528 


4" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

9840 


DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

6464 


DESCRIPTION 

QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

64 

PART NO. 

3122 


DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

O-Ring 

64 

13338 


Oil Pump Cover 


440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "VIN K" 1969-1966 1 84 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

69-66 

8519 PT-1 


PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8519 SP 


HeadSaver® 

1 

Head Set 

69-66 

HS 7891 PT-11 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7891 PT-11 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

1 

Int. Manifold Gasket Set 
Valley Pan Gasket Set 

69-66 

69-66 

MS 90175 

MS 96000 


Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Exh. Manifold Gasket Set 

69-66 

MS 90029 


w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-67 

60025 


Flange 

2 

Exhaust Pipe Gasket 

66 

9547 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 


May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

69-66 

69-66 

OS 11729 C-1 
70822 


Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


184 440 7.2L (7212CC) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "VIN K" 1969-1966 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

69-66 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

69-66 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 70537 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-66 

11731 

To block 

1 

Water Pump Gasket 

69-66 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

60038 

51/32“ ID 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60159 


2 

Carb. Mounting Gasket 

66 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

69-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-66 

13338 

Oil Pump Cover 

185 440 7.2L (7212CC) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "VIN L" 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8519 SP 

HeadSaver® 

1 

Head Set 

69-66 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

69-66 

MS 96000 


1 

Exh. Manifold Gasket Set 

69-66 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-67 

60025 

Flange 

2 

Exhaust Pipe Gasket 

66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

69-66 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

69-66 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 70537 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "VIN L" 1969-1966 1 85 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-66 

11731 

To block 

1 

Water Pump Gasket 

69-66 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60159 


2 

Carb. Mounting Gasket 

66 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

69-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-66 

13338 

Oil Pump Cover 


440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 3-2 Bbl. "VIN M" 1969 1 86 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69 

8519 SP 

HeadSaver® 

1 

Head Set 

69 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

69 

MS 96000 


1 

Exh. Manifold Gasket Set 

69 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Vaive Cover Gasket Set 

69 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

69 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

69 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

69 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

11731 

To block 

1 

Water Pump Gasket 

69 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

69 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

69 

60124 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

6464 



(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


1 86 44 ° 7.2L (7212cc) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 3-2 Bbl. "VIN M" 1969 

(cont.) 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

69 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69 

13338 

Oil Pump Cover 

1 87 440 7.2L (7212CC) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "VIN T" 1978-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-70 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

78-70 

8519 SP 

HeadSaver® 

1 

Head Set 

78 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 





inch; Premium valve stem seals inch 

1 

Head Set 

78 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not inch; 





Premium valve stem seals inch 

1 

Head Set 

77-76 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not inch; Premium 





valve stem seals inch 

1 

Head Set 

77-76 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not inch; Premium valve 





stem seals inch 

1 

Head Set 

75-70 

HS 7891 PT-11 

Int. manifold gskt. not inch; Premium valve stem seals inch 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 





inch; Premium valve stem seals inch 

1 

Full Gasket Set 

78 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not inch; 





Premium valve stem seals inch 

1 

Full Gasket Set 

77-76 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not inch; Premium 





valve stem seals inch 

1 

Full Gasket Set 

77-76 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not inch; Premium valve 





stem seals inch 

1 

Full Gasket Set 

75-70 

FS 7891 PT-11 

Int. manifold gskt. not inch; Premium valve stem seals inch 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-70 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

78-70 

MS 96000 


1 

Exh. Manifold Gasket Set 

78 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

77-70 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74-70 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-70 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

78-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-70 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-70 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-70 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-70 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals inch 

1 

Valve Stem Seal Set 

78-70 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals inch 

1 

Valve Stem Seal Set 

78-70 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals inch 

1 

Valve Stem Seal Set 

75-72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals inch 

2 

Valve Stem Seal Set 

71-70 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
inch 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-70 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78-70 

11731 

To block 

1 

Water Pump Gasket 

78-70 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-70 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-70 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-73 

60273 


1 

Carb. Mounting Gasket 

72-71 

60123 

Exc. Holley R6254AAS, R6255AAS, R6256AAS 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "VIN T" 1978-1970 1 87 

(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-71 

60159 

Holley R6254AAS, R6255AAS, R6256AAS 

1 

Carb. Mounting Gasket 

70 

60015 

Carter 4738S 

1 

Carb. Mounting Gasket 

70 

60123 

Exc. Carter 4738S 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-70 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-73 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

78-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78-70 

13338 

Oil Pump Cover 


440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" 

Bore (Chrysler Eng.), 3-2 Bbl. "VIN V" 1972-1970 1 88 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-70 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72-70 

8519 SP 

HeadSaver® 

1 

Head Set 

72-70 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-70 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72-70 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

72-70 

MS 96000 


1 

Exh. Manifold Gasket Set 

72-70 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

72-70 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-70 

OS 11729 C-1 

Hi-Pert. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

72-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-70 

VS 13379 

Exc. Hi-Pert. & H/D; Cork 

1 

Valve Cover Gasket Set 

72-70 

VS 13379 R 

Exc. Hi-Pert. & H/D; Rubber 

1 

Valve Cover Gasket Set 

72-70 

VS 50145 R 

Hi-Pert. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-70 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-70 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-70 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

71-70 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-70 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72-70 

11731 

To block 

1 

Water Pump Gasket 

72-70 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-70 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

72-70 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

72-70 

60124 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72-70 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

72-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

72-70 

13338 

Oil Pump Cover 
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Chrysler Car (Inch Chrysler, DeSoto, Dodge, Plymouth) 


189 44 ° 7.2L (7212cc) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code B440" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

66 

8519 SP 

HeadSaver® 

1 

Head Set 

66 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

66 

MS 96000 


1 

Exh. Manifold Gasket Set 

66 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

66 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

66 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

66 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

66 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

66 

SS 70537 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66 

11731 

To block 

1 

Water Pump Gasket 

66 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

60015 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

13338 

Oil Pump Cover 

190 44 0 7.2L (7212cc) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code C440" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67 

8519 SP 

HeadSaver® 

1 

Head Set 

67 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

67 

MS 96000 


1 

Exh. Manifold Gasket Set 

67 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

67 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



440 7.2L (7212cc) OHV V8 (16 Valve), 4.32 

" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code C440" 1967 1 90 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

67 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

67 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

67 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

67 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

67 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67 

11731 

To block 

1 

Water Pump Gasket 

67 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60159 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

67 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

13338 

Oil Pump Cover 


440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "Eng. Code PT440" 1968 1 91 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68 

8519 SP 

HeadSaver® 

1 

Head Set 

68 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

68 

MS 96000 


1 

Exh. Manifold Gasket Set 

68 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

68 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

68 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

68 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

68 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

68 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 


(continued on next page) 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 


191 440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code PT440" 1968 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68 

11731 

To block 

1 

Water Pump Gasket 

68 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

5 1/32“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60159 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

68 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

13338 

Oil Pump Cover 

192 440 7.2L (7212CC) OHV V8 Hi-Perf. (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "VIN U" 1978-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-70 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

78-70 

8519 SP 

HeadSaver® 

1 

Head Set 

78 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 
incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not incl.; 
Premium valve stem seals incl. 

1 

Head Set 

77-76 

HS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Head Set 

77-76 

HS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

75-70 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold & exh. manifold gskts. not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

77-76 

FS 7891 PT-11 

Exc. Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

77-76 

FS 7891 PT-13 

Hi-Perf. & H/D; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

75-70 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-70 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

78-70 

MS 96000 


1 

Exh. Manifold Gasket Set 

78 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

77-70 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74-70 

60025 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-70 

OS 11729 C-1 

Hi-Perf. eng. w/Windage tray requires 2 oil pan sets 

1 

Drain Plug Gasket 

78-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-70 

VS 13379 

Exc. Hi-Perf. & H/D; Cork 

1 

Valve Cover Gasket Set 

78-70 

VS 13379 R 

Exc. Hi-Perf. & H/D; Rubber 

1 

Valve Cover Gasket Set 

78-70 

VS 50145 R 

Hi-Perf. & H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-70 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-70 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78-70 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

71-70 

SS 12419 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 
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Chrysler Car (Incl. Chrysler, DeSoto, Dodge, Plymouth) 



440 7.2L (7212cc) OHV V8 Hi-Perf. (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "VIN U" 1978-1970 1 92 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 


1 

Water Outlet Gasket 

74-70 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

78-70 

11731 

To block 


1 

Water Pump Gasket 

78-70 

11730 

To body 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

78-70 

TCS 12460-2 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

78-70 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

78-73 

60273 



1 

Carb. Mounting Gasket 

72-71 

60123 

Exc. Holley R6254AAS, R6255AAS, R6256AAS 


1 

Carb. Mounting Gasket 

72-71 

60159 

Holley R6254AAS, R6255AAS, R6256AAS 


1 

Carb. Mounting Gasket 

70 

60015 

Carter 4738S 


1 

Carb. Mounting Gasket 

70 

60123 

Exc. Carter 4738S 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

78-70 

6464 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

78-73 

70555 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

78-70 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

78-70 

13338 

Oil Pump Cover 



Chrysler Motor Home - See Dodge Truck 
Chrysler SUV’s ■ See Dodge Truck 
Chrysler Truck - See Dodge Truck 
DeSoto - See Chrysler Car 
Dodge Car - See Chrysler Car 


Dodge SUV’s ■ See Dodge Truck 
Dodge Truck (Incl. SUV’s) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

6 



1 Bbl./Gasoline 

1969-1968 

1 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

A 



1 Bbl./Gasoline 

1969-1966 

2 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


A170 


1 Bbl./Gasoline 

1965 

3 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


P17 


1 Bbl./Gasoline 

1960 

4 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


P17 


4 Bbl./Gasoline 

1960 

5 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


R17 


1 Bbl./Gasoline 

1961 

6 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


S17 


1 Bbl./Gasoline 

1962 

7 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


T17 


1 Bbl./Gasoline 

1963 

8 

170 

2.8L 

2786cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


VI7 


1 Bbl./Gasoline 

1964 

9 

198 

3.2L 

3245cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

A 



1 Bbl./Gasoline 

1973-1970 

10 

217.8 

3.6L 

3570cc 

L-HEAD L6 

3.25" 

12 

Chrysler Eng. 



Dodge/Plymouth 1 Bbl./Gasoline 

1954-1934 

11 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

6 



1 Bbl./Gasoline 

1970-1968 

12 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

B 



1 Bbl./Gasoline 

1969-1966 

13 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

B 



2 Bbl./Gasoline 

1980-1970 

14 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

C 



1 Bbl./Gasoline 

1977-1970 

15 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

E 



1 Bbl./Gasoline 

1978 

16 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

N 



1 Bbl./Gasoline 

1980-1979 

17 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 

X 



2 Bbl./Gasoline 

1979-1970 

18 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


A225 


1 Bbl./Gasoline 

1965 

19 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


P22 


1 Bbl./Gasoline 

1960 

20 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


R22 


1 Bbl./Gasoline 

1961 

21 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


S22 


1 Bbl./Gasoline 

1962 

22 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


T22 


1 Bbl./Gasoline 

1963 

23 

225 

3.7L 

3688cc 

OHV L6 

3.4063' 

12 

Chrysler Eng. 


V22 


1 Bbl./Gasoline 

1964 

24 

228.1 

3.7L 

3739cc 

L-HEAD L6 

3.375" 

12 

Chrysler Eng. 



DeSoto 

1 Bbl./Gasoline 

1954-1937 

25 
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Dodge Truck (Incl. SUV’s) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 
Type 


Years 

Line 

230 

3.8L 

3770cc 

L-HEAD L6 

3.25" 

12 

Chrysler Eng. 

P23 

Dodge 

1 Bbl./Gasol 

ne 

1960 

26 

230 

3.8L 

3770cc 

L-HEAD L6 

3.25" 

12 

Chrysler Eng. 


Dodge 

1 Bbl./Gasol 

ne 

1960-1942 

27 

236.6 

3.9L 

3878cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 


DeSoto 

1 Bbl./Gasol 

ne 

1953-1942 

28 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

6 

Chrysler 

1 Bbl./Gasol 

ne 

1968 

29 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

A251 

Chrysler 

1 Bbl./Gasol 

ne 

1965 

30 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

P25 

Chrysler 

1 Bbl./Gasol 

ne 

1960 

31 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

R25 

Chrysler 

1 Bbl./Gasol 

ne 

1961 

32 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

S25 

Chrysler 

1 Bbl./Gasol 

ne 

1962 

33 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

T25 

Chrysler 

1 Bbl./Gasol 

ne 

1963 

34 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 

V25 

Chrysler 

1 Bbl./Gasol 

ne 

1964 

35 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375' 

12 

Chrysler Eng. 


Chrysler 

1 Bbl./Gasol 

ne 

1968-1948 

36 

273 

4.5L 

4474cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 

D 


2 Bbl./Gasol 

ne 

1968-1966 

37 

273 

4.5L 

4474cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 

A273 


2 Bbl./Gasol 

ne 

1965 

38 

273 

4.5L 

4474CC 

OHV V8 

3.625" 

16 

Chrysler Eng. 

V27 


2 Bbl./Gasol 

ne 

1964 

39 

315 

5.2L 

5163cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 


Dodge 

2 Bbl./Gasol 

ne 

1959-1957 

40 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

8 


2 Bbl./Gasol 

ne 

1969-1968 

41 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

E 


2 Bbl./Gasol 

ne 

1980-1966 

42 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

G 


2 Bbl./Gasol 

ne 

1975-1971 

43 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

P 


4 Bbl./Gasol 

ne 

1980-1978 

44 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

A318 


2 Bbl./Gasol 

ne 

1965 

45 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

MD2 


2 Bbl./Gasol 

ne 

1959 

46 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

P31 


2 Bbl./Gasol 

ne 

1960 

47 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

R31 


2 Bbl./Gasol 

ne 

1961 

48 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

S31 


2 Bbl./Gasol 

ne 

1962 

49 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

T31 


2 Bbl./Gasol 

ne 

1963 

50 

318 

5.2L 

5212cc 

OHV V8 

3.9063' 

16 

Chrysler Eng. 

V31 


2 Bbl./Gasol 

ne 

1964 

51 

331 

5.4L 

5425cc 

OHV V8 

3.8125' 

16 

Chrysler Eng. 


Chrysler 

2 Bbl./Gasol 

ne 

1956-1954 

52 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

F 


2 Bbl./Gasol 

ne 

1980-1971 

53 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

K 


2 Bbl./Gasol 

ne 

1980-1975 

54 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

L 


4 Bbl./Gasol 

ne 

1975-1974 

55 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

S 


2 Bbl./Gasol 

ne 

1980-1979 

56 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

T 


4 Bbl./Gasol 

ne 

1980-1974 

57 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

V 


4 Bbl./Gasol 

ne 

1980-1976 

58 

360 

5.9L 

5900cc 

OHV V8 

4" 

16 

Chrysler Eng. 

Y 


4 Bbl./Gasol 

ne 

1975-1971 

59 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 

8 


2 Bbl./Gasol 

ne 

1970-1968 

60 

361 

5.9L 

5917cc 

OHV V8 

4.125" 

16 

Chrysler Eng. 



2 Bbl./Gasol 

ne 

1970-1968 

61 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

8 


2 Bbl./Gasol 

ne 

1970-1968 

62 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

J 


2 Bbl./Gasol 

ne 

1971-1966 

63 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

A383 


2 Bbl./Gasol 

ne 

1965 

64 

383 

6.3L 

6277cc 

OHV V8 

4.25" 

16 

Chrysler Eng. 

T38 


2 Bbl./Gasol 

ne 

1963 

65 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 

V38 


2 Bbl./Gasol 

ne 

1964 

66 

400 

6.6L 

6556cc 

OHV V8 

4.342" 

16 

Chrysler Eng. 

J 


2 Bbl./Gasol 

ne 

1980-1971 

67 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

A 


4 Bbl./Gasol 

ne 

1980-1972 

68 

440 

7.2L 

7212cc 

OHV V8 

4.32" 

16 

Chrysler Eng. 

D 


4 Bbl./Gasol 

ne 

1980-1972 

69 

Engine Code Index 





Block 




Mfg. 

Fuel Del. 





CID 

Litres 

CC 

Type 

Bore Valves Mfg. 

Vin 

Div. 

Type 


Years 

Line 

A170 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1965 

3 

A225 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1965 

19 

A251 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375" 12 Chrysler Eng. 

Chrysler 

1 Bbl./Gasol 

ne 

1965 

30 

A273 

273 

4.5L 

4474cc 

OHV V8 

3.625" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1965 

38 

A318 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1965 

45 

A383 

383 

6.3L 

6277cc 

OHV V8 

4.25" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1965 

64 

MD2 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1959 

46 

P17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1960 

4 

P17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


4 Bbl./Gasol 

ne 

1960 

5 

P22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1960 

20 

P23 

230 

3.8L 

3770cc 

L-HEAD L6 

3.25" 12 Chrysler Eng. 

Dodge 

1 Bbl./Gasol 

ne 

1960 

26 

P25 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375" 12 Chrysler Eng. 

Chrysler 

1 Bbl./Gasol 

ne 

1960 

31 

P31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1960 

47 

R17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1961 

6 

R22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1961 

21 

R25 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375" 12 Chrysler Eng. 

Chrysler 

1 Bbl./Gasol 

ne 

1961 

32 

R31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1961 

48 

S17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1962 

7 

S22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1962 

22 

S25 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375" 12 Chrysler Eng. 

Chrysler 

1 Bbl./Gasol 

ne 

1962 

33 

S31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 16 Chrysler Eng. 


2 Bbl./Gasol 

ne 

1962 

49 

T17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1963 

8 

T22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 12 Chrysler Eng. 


1 Bbl./Gasol 

ne 

1963 

23 

T25 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375" 12 Chrysler Eng. 

Chrysler 

1 Bbl./Gasol 

ne 

1963 

34 


212 


(continued on next page) 














Dodge Truck (Incl. SUV’s) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

T31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1963 

50 

T38 

383 

6.3L 

6277CC 

OHV V8 

4.25" 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1963 

65 

V17 

170 

2.8L 

2786cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 


1 Bbl./Gasoline 

1964 

9 

V22 

225 

3.7L 

3688cc 

OHV L6 

3.4063" 

12 

Chrysler Eng. 


1 Bbl./Gasoline 

1964 

24 

V25 

251 

4.1 L 

4114cc 

L-HEAD L6 

3.4375" 

12 

Chrysler Eng. 

Chrysler 

1 Bbl./Gasoline 

1964 

35 

V27 

273 

4.5L 

4474cc 

OHV V8 

3.625" 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1964 

39 

V31 

318 

5.2L 

5212cc 

OHV V8 

3.9063" 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1964 

51 

V38 

383 

6.3L 

6277cc 

OHV V8 

4.25” 

16 

Chrysler Eng. 


2 Bbl./Gasoline 

1964 

66 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN 6" 1969-1968 1 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-68 

7918 PT-1 


1 

Head Set 

69-68 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-68 

MS 961 OB-1 


1 

Intake to Exhaust Gasket 

69-68 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

68 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16“ OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 12705 C-1 


1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

69-68 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-68 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

12593 

Body cover 

1 

Water Pump Gasket 

69-68 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

69-68 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

12768 

Oil pump body 

1 

O-Ring 

69-68 

13338 

Oil Pump Cover 


170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN A" 1969-1966 2 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-66 

7918 PT-1 


1 

Head Set 

69-66 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-66 

MS 9610B-1 


1 

Intake to Exhaust Gasket 

69-66 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

9547 

Flange 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


2 170 2.8L (2786CC) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN A" 1969-1966 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-66 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

O-Ring 

68-66 

12473 

desired 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 12705 C-1 


1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

69-66 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

12593 

Body cover 

1 

Water Pump Gasket 

69-66 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-66 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-66 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

69-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-66 

12768 

Oil pump body 

1 

O-Ring 

69-66 

13338 

Oil Pump Cover 

3 

1 170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A170" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

7918 PT-1 


1 

Head Set 

65 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

65 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

O-Ring 

65 

12473 

desired 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 12705 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

65 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

65 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35064 

Water Outlet 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A170" 1965 

3 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

12593 

Body cover 


1 

Water Pump Gasket 

65 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

65 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

65 

12768 

Oil pump body 


1 

O-Ring 

65 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063 

" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P17" 1960 

4 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

60 

7918 PT-1 



1 

Head Set 

60 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

60 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

60 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

60 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

60 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

O-Ring 

60 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16“ OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

60 

OS 12705 C-1 



1 

Drain Plug Gasket 

60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

60 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

60 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

60 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

60 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

60 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

60 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

60 

12593 

Body cover 


1 

Water Pump Gasket 

60 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

60 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

60 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

60 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

60 

12768 

Oil pump body 


1 

O-Ring 

60 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063 

" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P17" 1960 

5 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

60 

7918 PT-1 



1 

Head Set 

60 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

60 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

60 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

60 

90104-2 




(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


5 170 2.8L (2786CC) OHV L 6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 4 Bbl. "Eng. Code P17" 1960 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

60 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 12705 C-1 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

60 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

60 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

12593 

Body cover 

1 

Water Pump Gasket 

60 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

12768 

Oil pump body 

1 

O-Ring 

60 

13338 

Oil Pump Cover 

6 

| 170 2.8L (2786cc) OHV L 6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R17" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

61 

7918 PT-1 


1 

Head Set 

61 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

61 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

61 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

61 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12705 C-1 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

61 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

61 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12593 

Body cover 

1 

Water Pump Gasket 

61 

12593 

To block 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R17" 1961 

6 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

61 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

12768 

Oil pump body 


1 

O-Ring 

61 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code S17" 1962 

7 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

62 

7918 PT-1 



1 

Head Set 

62 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

62 

MS 961 OB-1 



1 

Intake to Exhaust Gasket 

62 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

62 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

O-Ring 

62 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 12705 C-1 



1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

62 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

62 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

12593 

Body cover 


1 

Water Pump Gasket 

62 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

62 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

62 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

62 

12768 

Oil pump body 


1 

O-Ring 

62 

13338 

Oil Pump Cover 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T17" 1963 

8 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

63 

7918 PT-1 



1 

Head Set 

63 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

63 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

63 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

63 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

63 

60146 

Flange 



(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


8 170 2.8L (2786CC) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T17" 1963 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

63 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 12705 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

63 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

63 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12593 

Body cover 

1 

Water Pump Gasket 

63 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

12768 

Oil pump body 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

9 

1 170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V17" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

7918 PT-1 


1 

Head Set 

64 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

64 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

64 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 12705 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

64 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

64 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

12593 

Body cover 

1 

Water Pump Gasket 

64 

12593 

To block 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V17" 1964 

9 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 12769-1 


w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60085 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 


1 

Oil Pressure Relief Valve 

64 

3122 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 


1 

Oil Pump Gasket 

64 

12768 


Oil pump body 


1 

O-Ring 

64 

13338 


Oil Pump Cover 



198 3.2L (3245cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN A" 1973-1970 

10 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 


1 

Head Gasket 

73-70 

7918 PT-1 




1 

Head Set 

73-70 

HS 7918 PT-4 


Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 


1 

Full Gasket Set 

73-70 

FS 7918 PT-4 


Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 


1 

Int. & Exh. Gasket Set 

73-70 

MS 9610B-1 




1 

Intake to Exhaust Gasket 

73-70 

90104-2 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 


1 

Exhaust Pipe Gasket 

73-70 

60146 


Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

73-70 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 


QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 


1 

Oil Pan Gasket Set 

73-70 

OS 12705 C-1 




1 

Drain Plug Gasket 

73-70 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 


1 

Rear Main Seal Set 

73-70 

BS 40240 


Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 


1 

Vaive Cover Gasket Set 

73-70 

VS 12680 


w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

73-70 

VS 12680 R 


w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

73-70 

ES 12794 


Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 


1 

Valve Stem Seal Set 

73-70 

SS 12764 


Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

73-70 

SS 13955 


Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 


1 

Water Outlet Gasket 

73-70 

35064 


Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 


1 

Water Pump Gasket 

73-70 

12593 


Body cover 


1 

Water Pump Gasket 

73-70 

12593 


To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 


1 

Timing Cover Set 

73-70 

TCS 12769-1 


w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 


1 

Carb. Mounting Gasket 

73 

60272 




1 

Carb. Mounting Gasket 

72-70 

60125 


w/4-hole Flange 


1 

Carb. Mounting Gasket 

72-70 

60085 


w/o Governor 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 


1 

Oil Filter Gasket 

73-70 

70078 


Oil filter cover 


1 

Oil Pressure Relief Valve 

73-70 

3122 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 


1 

Oil Pump Gasket 

73-70 

12768 


Oil pump body 


1 

O-Ring 

73-70 

13338 


Oil Pump Cover 



217.8 3.6L (3570cc) L-HEAD L6 (12 Valve) (Dodge/Plymouth), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1954-1934 

11 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 


1 

Head Gasket 

54-34 

7564 C 




1 

Head Set 

54-34 

HS 7564 C 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 


1 

Full Gasket Set 

54-49 

FS 7564 C-2 




1 

Full Gasket Set 

48 

FS 7564 C-2 


From Eng. No. 122219 


1 

Full Gasket Set 

48 

FS 7564 C-2 


To Eng. No. 122219; Rear main brg. seal not incl. 


1 

Full Gasket Set 

47-34 

FS 7564 C-2 


Rear main brg. seal & timing cover seal not incl. 
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Dodge Truck (Incl. SUV’s) 


11 217.8 3.6L (3570cc) L-HEAD L6 (12 Valve) (Dodge/Plymouth), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1954-1934 

(cont.) 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

54-34 

MS 8009 B 


1 

Intake to Exhaust Gasket 

54-34 

8011 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-34 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

54-50 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

54-34 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-34 

OS 4250 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

48 

BS 3141 

To Eng. No. 122219; Rope 

1 

Rear Main Seal Set 

47-46 

BS 6300 

From Eng. No. 45165; Rubber; Two-piece 

1 

Rear Main Seal Set 

47-46 

BS 3141 

To Eng. No. 45165; Rope 

1 

Rear Main Seal Set 

45-42 

BS 3141 

Rope 

1 

Rear Main Seal Set 

41 

BS 3139 

To Eng. No. 42001; Rope 

1 

Rear Main Seal Set 

40-39 

BS 3139 

Rope 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54-34 

VS 4253 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

54-39 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

54-48 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

54-48 

TCS 4155-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-48 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

54-34 

3122 


12 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN 6" 1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-68 

7918 PT-1 


1 

Head Set 

70-68 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70-68 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

70-68 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-68 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

O-Ring 

68 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 12705 C-1 


1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

70-68 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

70-68 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

12593 

Body cover 

1 

Water Pump Gasket 

70-68 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN 6" 1970-1968 

12 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60125 

w/4-hole Flange 


1 

Carb. Mounting Gasket 

69-68 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

70-68 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

70-68 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70-68 

12768 

Oil pump body 


1 

O-Ring 

70-68 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN B" 1969-1966 

13 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

69-66 

7918 PT-1 



1 

Head Set 

69-66 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69-66 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

69-66 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

69-66 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

69-68 

9547 

Flange 


1 

Exhaust Pipe Gasket 

67-66 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

O-Ring 

68-66 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16“ OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69-66 

OS 12705 C-1 



1 

Drain Plug Gasket 

69-66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69-66 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69-66 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

69-66 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

69-66 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69-66 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

69-66 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-66 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

69-66 

12593 

Body cover 


1 

Water Pump Gasket 

69-66 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-66 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69-66 

60085 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

69-66 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

69-66 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

69-66 

12768 

Oil pump body 


1 

O-Ring 

69-66 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN B" 1980-1970 

14 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

80-70 

7918 PT-1 



1 

Head Set 

80-70 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

80-70 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

80-70 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

80-70 

90104-2 
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Dodge Truck (Incl. SUV’s) 


14 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN B" 1980-1970 

(cont.) 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-74 

9547 

Flange 

1 

Exhaust Pipe Gasket 

73 

60146 

Dodge B100 Van Base, Sportsman, B200 Van Base, Maxi, 





Maxi Wagon, Sportsman, B300 Van Base, Maxi, Maxi 

Wagon, Sportsman; Flange 

1 

Exhaust Pipe Gasket 

73 

9547 

Exc. Dodge B100 Van Base, Sportsman, B200 Van Base, 

Maxi, Maxi Wagon, Sportsman, B300 Van Base, Maxi, Maxi 
Wagon, Sportsman; Flange 

1 

Exhaust Pipe Gasket 

72 

60146 

Dodge B100 Van Base, Sportsman, B200 Van Base, Maxi, 

Maxi Wagon, Sportsman, B300 Van Base, Maxi, Maxi 

Wagon, Sportsman 1 Fargo B100 Van Base, B200 Van Base, 
B300 Van Base; Flange 

1 

Exhaust Pipe Gasket 

72 

9547 

Exc. Dodge B100 Van Base, Sportsman, B200 Van Base, 

Maxi, Maxi Wagon, Sportsman, B300 Van Base, Maxi, Maxi 
Wagon, Sportsman 1 Fargo B100 Van Base, B200 Van Base, 
B300 Van Base; Flange 

1 

Exhaust Pipe Gasket 

71 

60146 

Dodge B100 Van Base, Sportsman, B200 Van Base, 

Sportsman, B300 Van Base, Sportsman 1 Fargo B100 Van 
Base, B200 Van Base, B300 Van Base; Flange 

1 

Exhaust Pipe Gasket 

71 

9547 

Exc. Dodge B100 Van Base, Sportsman, B200 Van Base, 
Sportsman, B300 Van Base, Sportsman 1 Fargo B100 Van 
Base, B200 Van Base, B300 Van Base; Flange 

1 

Exhaust Pipe Gasket 

70 

60146 

Dodge A100 Van Base, Sportsman, A108 Van Base 1 Fargo 
A100 Van Base, A108 Van Base; Flange 

1 

Exhaust Pipe Gasket 

70 

9547 

Exc. Dodge A100 Van Base, Sportsman, A108 Van Base 1 





Fargo A100 Van Base, A108 Van Base; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-70 

OS 12705 C-1 

1 

Drain Plug Gasket 

80-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-70 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

80-70 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

80-70 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-70 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-70 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-70 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-70 

12593 

Body cover 

1 

Water Pump Gasket 

80-70 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-70 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60448 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60134 

Carb. No. BBD 81765; 1/8" thick 

1 

Carb. Mounting Gasket 

80-78 

60188 

Exc. Carb. No. BBD 81765; 9/32” thick 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-72 

70561 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

80-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

80-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-70 

12768 

Oil pump body 

1 

O-Ring 

80-70 

13338 

Oil Pump Cover 

15 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN C" 1977-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

77-74 

7918 PT-1 


1 

Head Gasket 

71-70 

7918 PT-1 


1 

Head Set 

77-74 

HS7918PT-4 Premium valve stem seals incl. | 
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Dodge Truck (Incl. SUV’s) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN C" 1977-1970 15 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

71-70 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-74 

FS 7918 PT-4 

Premium valve stem seals incl. 

1 

Full Gasket Set 

71-70 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

77-74 

MS 9610B-1 


1 

Int. & Exh. Gasket Set 

71-70 

MS 9610B-1 


1 

Intake to Exhaust Gasket 

77-74 

90104-2 


1 

Intake to Exhaust Gasket 

71-70 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

77-74 

9547 

Flange 

1 

Exhaust Pipe Gasket 

71 

60146 

Flange 

1 

Exhaust Pipe Gasket 

70 

60146 

Dodge A108 Van Base; Flange 

1 

Exhaust Pipe Gasket 

70 

9547 

Dodge W300 Pickup Base; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-74 

OS 12705 C-1 


1 

Oil Pan Gasket Set 

71-70 

OS 12705 C-1 


1 

Drain Plug Gasket 

77-74 

70822 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-74 

BS 40240 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71-70 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-74 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

77-74 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Valve Cover Gasket Set 

71-70 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

77-74 

ES 12794 

Valve Cover 

1 

Spark Plug Tube Seal Set 

71-70 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-74 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

77-74 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-70 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-70 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77-74 

35064 

Water Outlet 

1 

Water Outlet Gasket 

71-70 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

77-74 

12593 

Body cover 

1 

Water Pump Gasket 

77-74 

12593 

To block 

1 

Water Pump Gasket 

71-70 

12593 

Body cover 

1 

Water Pump Gasket 

71-70 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-74 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 

1 

Timing Cover Set 

71-70 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-75 

60274 


1 

Carb. Mounting Gasket 

74 

60085 

Dodge B300 Van Base, Sportsman 

1 

Carb. Mounting Gasket 

74 

60274 

Exc. Dodge B300 Van Base, Sportsman 

1 

Carb. Mounting Gasket 

71-70 

60125 

w/4-hole Flange 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-74 

70561 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

77-74 

70078 

Oil filter cover 

1 

Oil Filter Gasket 

71-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

77-74 

3122 


1 

Oil Pressure Relief Valve 

71-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-74 

12768 

Oil pump body 

1 

Oil Pump Gasket 

71-70 

12768 

Oil pump body 
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Dodge Truck (Incl. SUV’s) 


15 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN C" 1977-1970 

(cont.) 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77-74 

13338 

Oil Pump Cover 

1 

O-Ring 

71-70 

13338 

Oil Pump Cover 

16 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN E" 1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

78 

7918 PT-1 


1 

Head Set 

78 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

78 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

78 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78 

OS 12705 C-1 


1 

Drain Plug Gasket 

78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

78 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

78 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

78 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78 

12593 

Body cover 

1 

Water Pump Gasket 

78 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78 

60274 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78 

70561 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

78 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

78 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

78 

12768 

Oil pump body 

1 

O-Ring 

78 

13338 

Oil Pump Cover 

17 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "VIN N" 1980-1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-79 

7918 PT-1 


1 

Head Set 

80-79 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

80-79 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

80-79 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "VIN N" 1980-1979 

17 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

80-79 

OS 12705 C-1 



1 

Drain Plug Gasket 

80-79 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-79 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-79 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

80-79 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

80-79 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-79 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

80-79 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-79 

12593 

Body cover 


1 

Water Pump Gasket 

80-79 

12593 

To block 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-79 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-79 

60274 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-79 

70561 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

80-79 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

80-79 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

80-79 

12768 

Oil pump body 


1 

O-Ring 

80-79 

13338 

Oil Pump Cover 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN X" 1979-1970 

18 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

79-70 

7918 PT-1 



1 

Head Set 

79-70 

HS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

79-70 

FS 7918 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

79-70 

MS 9610B-1 



1 

Intake to Exhaust Gasket 

79-70 

90104-2 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

79-72 

9547 

Flange 


1 

Exhaust Pipe Gasket 

71 

60146 

Dodge B300 Van Base, Sportsman; Flange 


1 

Exhaust Pipe Gasket 

71 

9547 

Exc. Dodge B300 Van Base, Sportsman; Flange 


1 

Exhaust Pipe Gasket 

70 

9547 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-70 

OS 12705 C-1 



1 

Drain Plug Gasket 

79-70 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-70 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-70 

VS 12680 

w/o Spark plug tube seals; Cork 


1 

Valve Cover Gasket Set 

79-70 

VS 12680 R 

w/o Spark plug tube seals; Rubber 


1 

Spark Plug Tube Seal Set 

79-70 

ES 12794 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-70 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

79-70 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-70 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-70 

12593 

Body cover 



(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


18 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "VIN X" 1979-1970 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-70 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-70 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-78 

60448 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-78 

60134 

Carb. No. BBD 81765; 1/8" thick 

1 

Carb. Mounting Gasket 

79-78 

60188 

Exc. Carb. No. BBD 81765; 9/32" thick 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-72 

70561 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

79-70 

70078 

Oil filter cover 

1 

Oil Pressure Relief Valve 

79-70 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-70 

12768 

Oil pump body 

1 

O-Ring 

79-70 

13338 

Oil Pump Cover 

19 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A225" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

7918 PT-1 


1 

Head Set 

65 

HS7918PT-4 Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 1 

1 

Full Gasket Set 

65 

FS7918PT-4 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

65 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

O-Ring 

65 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 12705 C-1 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

65 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

65 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

12593 

Body cover 

1 

Water Pump Gasket 

65 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

12768 

Oil pump body 

1 

O-Ring 

65 

13338 

Oil Pump Cover 

20 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P22" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

60 

7918 PT-1 
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Dodge Truck (Incl. SUV’s) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P22" 1960 20 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

60 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

60 

MS 9610B-1 


1 

Intake to Exhaust Gasket 

60 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

60 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 12705 C-1 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

60 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

60 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

12593 

Body cover 

1 

Water Pump Gasket 

60 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

12768 

Oil pump body 

1 

O-Ring 

60 

13338 

Oil Pump Cover 


225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R22" 1961 21 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

61 

7918 PT-1 


1 

Head Set 

61 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

61 

MS 9610B-1 


1 

Intake to Exhaust Gasket 

61 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

61 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12705 C-1 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

61 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

61 

ES 12794 

Valve Cover 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


21 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R22" 1961 

(cont.) 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12593 

Body cover 

1 

Water Pump Gasket 

61 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

12768 

Oil pump body 

1 

O-Ring 

61 

13338 

Oil Pump Cover 

22 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code S22" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62 

7918 PT-1 


1 

Head Set 

62 

HS 7918PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62 

MS 9610 B-1 


1 

Intake to Exhaust Gasket 

62 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

O-Ring 

62 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 12705 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

62 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

62 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12593 

Body cover 

1 

Water Pump Gasket 

62 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

12768 

Oil pump body 

1 

O-Ring 

62 

13338 

Oil Pump Cover 

23 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T22" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63 

7918 PT-1 


1 

Head Set 

63 

HS 7918PT-4 

Premium valve stem seals incl. 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T22" 1963 23 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7918PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63 

MS 961 OB-1 


1 

Intake to Exhaust Gasket 

63 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

63 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 12705 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

63 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

63 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12593 

Body cover 

1 

Water Pump Gasket 

63 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12769-1 

w/o Sleeve ’N’ Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

12768 

Oil pump body 

1 

O-Ring 

63 

13338 

Oil Pump Cover 


225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V22" 1964 24 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

7918 PT-1 


1 

Head Set 

64 

HS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7918 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9610B-1 


1 

Intake to Exhaust Gasket 

64 

90104-2 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

64 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 12705 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 12680 

w/o Spark plug tube seals; Cork 

1 

Valve Cover Gasket Set 

64 

VS 12680 R 

w/o Spark plug tube seals; Rubber 

1 

Spark Plug Tube Seal Set 

64 

ES 12794 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


24 225 3.7L (3688cc) OHV L6 (12 Valve), 3.4063" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V22" 1964 

(cont.) 

QTY 

VALVE STEM SEAL SET 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

12593 

Body cover 

1 

Water Pump Gasket 

64 

12593 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12769-1 

w/o Sleeve ’N' Seal®; Must be used w/OS 12705C-1 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60085 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

12768 

Oil pump body 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

25 228.1 3.7L (3739cc) L-HEAD L6 (12 Valve) (DeSoto), 3.375" 

Bore (Chrysler Eng.), 1 Bbl. 1954-1937 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

54-46 

7256 C 


1 

Head Gasket 

42-37 

7256 C 


1 

Head Set 

54-46 

HS 7256 C 


1 

Head Set 

42-37 

HS 7256 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

54-46 

FS 7256 C 

Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

42-37 

FS 7256 C 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

54-46 

MS 8583 B 


1 

Int. & Exh. Gasket Set 

42-37 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-46 

9269 

Flange 

1 

Exhaust Pipe Gasket 

42-37 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

54-46 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

42-37 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-46 

OS 915 C 


1 

Oil Pan Gasket Set 

42-37 

OS 915 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54-46 

BS 6300 

Rubber; Two-piece 

1 

Rear Main Seal Set 

42-41 

BS 6300 

Rubber; Two-piece 

1 

Rear Main Seal Set 

40 

BS 6300 

2nd Design; Rubber; Two-piece 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54-46 

VS 917 R 

w/Grommets 

1 

Push Rod Cover Gasket Set 

42-37 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

54-46 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

42-39 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

54-48 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

54-48 

TCS 4155-2 


1 

Timing Cover Set 

47 

TCS 4258-2 

1st Design 

1 

Timing Cover Set 

47 

TCS 4155-2 

2nd Design 

1 

Timing Cover Set 

46 

TCS 4258-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-46 

8531 

w/o Governor 

1 

Carb. Mounting Gasket 

42-37 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

54-46 

3122 


1 

Oil Pressure Relief Valve 

42-37 

3122 



230 








Dodge Truck (Incl. SUV’s) 



230 3.8L (3770cc) L-HEAD L6 (12 Valve) (Dodge), 3.25" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P23" 1960 

26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

60 

7564 C 



1 

Head Set 

60 

HS 7564 C 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

60 

FS 7564 C-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

60 

MS 8009 B 



1 

Intake to Exhaust Gasket 

60 

8011 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

60 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

60 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 


1 

Fuel Pump Bowl Gasket 

60 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

60 

OS 4250 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

60 

VS 4253 R 

w/Grommets 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

60 

4267 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

60 

TCS 4155-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

60 

8531 

w/o Governor 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

60 

3122 




230 3.8L (3770cc) L-HEAD L6 (12 Valve) (Dodge), 3.25" Bore (Chrysler Eng.), 1 Bbl. 1960-1942 

27 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

60-46 

7564 C 



1 

Head Gasket 

42 

7564 C 



1 

Head Set 

60-46 

HS 7564 C 



1 

Head Set 

42 

HS 7564 C 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

60-54 

FS 7564 C-2 



1 

Full Gasket Set 

53 

FS 7564 C-2 

From Eng. No. 15053 


1 

Full Gasket Set 

53 

FS 7564 C-2 

To Eng. No. 15053; Rear main brg. seal not incl. 


1 

Full Gasket Set 

52-46 

FS 7564 C-2 

Rear main brg. seal not incl. 


1 

Full Gasket Set 

42 

FS 7564 C-2 

Rear main brg. seal & timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

60-46 

MS 8009 B 



1 

Int. & Exh. Gasket Set 

42 

MS 8009 B 



1 

Intake to Exhaust Gasket 

60-46 

8011 



1 

Intake to Exhaust Gasket 

42 

8011 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

60-46 

60146 

Flange 


1 

Exhaust Pipe Gasket 

42 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

60-50 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 


1 

Fuel Pump Bowl Gasket 

60-46 

773 

1 5/8" ID x 2 1/8" OD 


1 

Fuel Pump Bowl Gasket 

42 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

60-46 

OS 4250 C 



1 

Oil Pan Gasket Set 

42 

OS 4250 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

53 

BS 6300 

To Eng. No. 15053; Rubber; Two-piece 


1 

Rear Main Seal Set 

52-46 

BS 6300 

Rubber; Two-piece 


1 

Rear Main Seal Set 

42 

BS 6300 

Rubber; Two-piece 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

60-46 

VS 4253 R 

w/Grommets 


1 

Push Rod Cover Gasket Set 

42 

VS 4253 R 

w/Grommets 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

60-46 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

42 

35063 

Water Outlet; 2 1/2" ID 



(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


27 230 3.8L (3770CC) L-HEAD L6 (12 Valve) (Dodge), 3.25" 

(cont.) 

Bore (Chrysler Eng.), 1 Bbl. 1960-1942 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

60-46 

4267 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

60-46 

TCS 4155-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

60-54 

8531 


w/o Governor 

1 

Carb. Mounting Gasket 

53-46 

8531 


w/Governor & w/Fluid Drive 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pressure Relief Valve 

60-46 

3122 



1 

Oil Pressure Relief Valve 

42 

3122 



28 236.6 3.9L (3878cc) L-HEAD L6 (12 Valve) (DeSoto), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. 1953-1942 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

53-46 

7256 C 



1 

Head Gasket 

42 

7256 C 



1 

Head Set 

53-46 

HS 7256 C 



1 

Head Set 

42 

HS 7256 C 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

53-46 

FS 7256 C 


Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

42 

FS 7256 C 


Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. & Exh. Gasket Set 

53-46 

MS 8583 B 



1 

Int. & Exh. Gasket Set 

42 

MS 8583 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

53-46 

9269 


Flange 

1 

Exhaust Pipe Gasket 

42 

9269 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

O-Ring 

53-50 

12473 


Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

53-46 

773 


1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

42 

773 


1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

53-46 

OS 915 C 



1 

Oil Pan Gasket Set 

42 

OS 915 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

53-46 

VS 917 R 


w/Grommets 

1 

Push Rod Cover Gasket Set 

42 

VS 917 R 


w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

53-46 

35063 


Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

42 

35063 


Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

53-46 

4267 



1 

Water Pump Gasket 

42 

4267 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

53-48 

TCS 4155-2 



1 

Timing Cover Set 

47-46 

TCS 4258-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

53-46 

8531 


w/o Governor 

1 

Carb. Mounting Gasket 

42 

8531 


w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pressure Relief Valve 

53-46 

3122 



1 

Oil Pressure Relief Valve 

42 

3122 



29 251 4.1L(4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. "VIN 6" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

68 

7688 C 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

68 

FS 7688 C-2 


Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. & Exh. Gasket Set 

68 

MS 8583 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

68 

9269 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

O-Ring 

68 

12473 


Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

68 

773 


1 5/8" ID x2 1/8" OD 


(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



251 4.1L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" Bore (Chrysler Eng.), 1 Bbl. "VIN 6" 1968 

29 

(cont.) 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

68 

68 

PART NO. 

OS 915 C 

70822 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68 

PART NO. 

VS 917 R 

DESCRIPTION 

w/Grommets 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

68 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2” ID 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

68 

PART NO. 

TCS 4155-2 

DESCRIPTION 


QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

68 

PART NO. 

3122 

DESCRIPTION 



251 4.1 L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code A251" 

1965 

30 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

65 

PART NO. 

7688 C 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

65 

PART NO. 

FS 7688 C-2 

DESCRIPTION 

Rear main brg. seal & timing cover seal not incl. 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

65 

PART NO. 

MS 8583 B 

DESCRIPTION 


QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

65 

PART NO. 

9269 

DESCRIPTION 

Flange 


QTY 

1 

1 

FUEL PUMP 

O-Ring 

Fuel Pump Bowl Gasket 

YEARS 

65 

65 

PART NO. 

12473 

773 

DESCRIPTION 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16“ OD 

1 5/8" ID x 2 1/8” OD 


QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65 

65 

PART NO. 

OS 915 C 

70822 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

65 

PART NO. 

VS 917 R 

DESCRIPTION 

w/Grommets 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

65 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2” ID 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

65 

PART NO. 

TCS 4155-2 

DESCRIPTION 


QTY 

1 

OIL FILTER MOUNTING 

Oil Pressure Relief Valve 

YEARS 

65 

PART NO. 

3122 

DESCRIPTION 



251 4.1L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375 

" Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P25" 

1960 

31 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

60 

PART NO. 

7688 C 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60 

PART NO. 

FS 7688 C-2 

DESCRIPTION 

Rear main brg. seal & timing cover seal not incl. 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

60 

PART NO. 

MS 8583 B 

DESCRIPTION 


QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

60 

PART NO. 

9269 

DESCRIPTION 

Flange 


QTY 

1 

1 

FUEL PUMP 

O-Ring 

Fuel Pump Bowl Gasket 

YEARS 

60 

60 

PART NO. 

12473 

773 

DESCRIPTION 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16” OD 

1 5/8" ID x 2 1/8” OD 


QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

60 

60 

PART NO. 

OS 915 C 

70822 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

60 

PART NO. 

VS 917 R 

DESCRIPTION 

w/Grommets 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

60 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2” ID 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

60 

PART NO. 

4267 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

60 

PART NO. 

TCS 4155-2 

DESCRIPTION 



(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


31 251 4.1L(4114cc)L-HEADL6 (12 Valve) (Chrysler), 3.4375" 
(cont.) 1960 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code P25" 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 


32 251 4.1L(4114cc)L-HEADL6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code R25" 


1961 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

61 

7688 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7688 C-2 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

61 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

61 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 915 C 


1 

Drain Plug Gasket 

61 

70822 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 4155-2 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


33 251 4.1L(4114cc)L-HEADL6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code S25" 


1962 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62 

7688 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7688 C-2 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

62 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 915 C 


1 

Drain Plug Gasket 

62 

70822 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 4155-2 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 
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Dodge Truck (Incl. SUV’s) 



251 4.1 L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code T25" 34 

1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63 

7688 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7688 C-2 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

63 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 915 C 


1 

Drain Plug Gasket 

63 

70822 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 4155-2 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 



251 4.1L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" 

Bore (Chrysler Eng.), 1 Bbl. "Eng. Code V25" 35 

1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

7688 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7688 C-2 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

64 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 915 C 


1 

Drain Plug Gasket 

64 

70822 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 4155-2 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 



251 4.1 L (4114cc) L-HEAD L6 (12 Valve) (Chrysler), 3.4375" Bore (Chrysler Eng.), 1 Bbl. 1968-1948 36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

68-60 

7688 C 


1 

Head Gasket 

59-56 

7688 C 

Canadian Built 

1 

Head Gasket 

59-56 

7256 C 

Exc. Canadian Built 

1 

Head Gasket 

55-48 

7256 C 


1 

Head Set 

59-56 

HS 7256 C 

Exc. Canadian Built 

1 

Head Set 

55-48 

HS 7256 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-60 

FS 7688 C-2 

Rear main brg. seal & timing cover seal not incl. 

1 

Full Gasket Set 

59-56 

FS 7688 C-2 

Canadian Built; Rear main brg. seal & timing cover seal not 
incl. 

1 

Full Gasket Set 

59-56 

FS 7256 C 

Exc. Canadian Built; Rear main brg. seal & timing cover seal 
not incl. 
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Dodge Truck (Incl. SUV’s) 


36 251 4.1L(4114cc)L-HEADL6 (12 Valve) (Chrysler), 3.4375" 

(cont.) 

Bore (Chrysler Eng.), 1 Bbl. 1968-1948 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-48 

FS 7256 C 

Rear main brg. seal & timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

68-48 

MS 8583 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68-48 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-50 

12473 

Fuel Pump Bowl; Fuel filter bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

68-48 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-48 

OS 915 C 


1 

Drain Plug Gasket 

68-60 

70822 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68-48 

VS 917 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-48 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-48 

4267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-48 

TCS 4155-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60-48 

8531 

w/o Governor 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

68-48 

3122 


37 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" Bore (Chrysler Eng.), 2 Bbl. "VIN D" 1968-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-66 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

68-66 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-66 

8553 SP 

HeadSaver® 

1 

Head Set 

68-66 

HS 8553 PT-9 

Exh. valve stem seals & exh. pipe flange not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-66 

FS 8553 PT-9 

Exh. valve stem seals & exh. pipe flange not incl.; Premium 
valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-66 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-66 

MS 90009 


1 

Exh. Manifold Gasket Set 

68-66 

MS 9939 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

66 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

68-66 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-66 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

68-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-66 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-66 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

68-66 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

68-66 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-66 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68-66 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68-66 

16201 

Timing Cover; Use w/installation tool 
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Dodge Truck (Incl. SUV’s) 



273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" 

Bore (Chrysler Eng.), 2 Bbl. "VIN D" 1968-1966 

37 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68-66 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

68-66 

60045 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

68-66 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

68-66 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

68-66 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

68-66 

13338 

Oil Pump Cover 



273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A273" 1965 

38 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

65 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

65 

8553 SP 

HeadSaver® 


1 

Head Set 

65 

HS 8553 PT-2 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8553 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9935 



1 

Exh. Manifold Gasket Set 

65 

MS 9939 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

65 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 6566 C-1 

Cork 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

60045 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

65 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

65 

70078 

Oil filter cover 


1 

Oil Pressure Relief Valve 

65 

3122 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

13338 

Oil Pump Cover 



273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V27" 1964 

39 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

64 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

64 

8553 SP 

HeadSaver® 


1 

Head Set 

64 

HS 8553 PT-2 

Premium valve stem seals incl. 
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Dodge Truck (Incl. SUV’s) 


39 273 4.5L (4474cc) OHV V8 (16 Valve), 3.625" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V27" 1964 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9935 


1 

Exh. Manifold Gasket Set 

64 

MS 9939 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

64 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9401 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

40 315 5.2L (5163cc) OHV V8 (16 Valve) (Dodge), 3.625" 

Bore (Chrysler Eng.), 2 Bbl. 1959-1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-57 

FS 7790 PT-2 

Single Rockershaft; Premium valve stem seals incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59-57 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

59-57 

12473 

Fuel Pump Bowl; 1 or2 Req’d.; 1" IDx 1 5/16" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-57 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Spark Plug Tube Seal Set 

59-57 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59-57 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-57 

35063 

Water Outlet; 2 1/2" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-57 

TCS 6443-2 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59-57 

6464 


41 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "VIN 8" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

521 SD 

PermaTorque Severe Duty® 
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Dodge Truck (Incl. SUV’s) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN 8" 1969-1968 41 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8553 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 8553 PT-12 

Large port int. manifold gskts. & exh. pipe flange not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8553 PT-12 

Large port int. manifold gskts. & exh. pipe flange not incl.; 
Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Int. Manifold Gasket Set 

69-68 

MS 90041-1 

Small 7/8" x 2" ports 

1 

Exh. Manifold Gasket Set 

69-68 

MS 9939 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

68 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-68 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

69-68 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

69-68 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

69-68 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60045 

Dodge A100 Van Base, Sportsman, A108 Van Base 

1 

Carb. Mounting Gasket 

69 

9401 

Dodge D100 Pickup Base, W100 Pickup Base 

1 

Carb. Mounting Gasket 

68 

9401 

w/o Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

69-68 

3122 


1 

Oil Filter Adapter Gasket 

69-68 

415 

O-ring 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

13338 

Oil Pump Cover 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1980-1966 42 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-67 

521 SD 

w/5-bolt valve covers; PermaTorque Severe Duty® 

2 

Head Gasket 

80-67 

8553 PT 

w/5-bolt valve covers; PermaTorque® 

2 

Head Gasket 

67-66 

7734 PT 

w/2-bolt valve covers 

2 

Head Gasket Spacer Shim 

80-67 

8553 SP 

w/5-bolt valve covers; HeadSaver® 

1 

Head Set 

80-76 

HS 8553 PT-12 

Exc. H/D; Large port int. manifold gskts. & exh. pipe flange not 
incl.; Premium valve stem seals incl. 

1 

Head Set 

80-76 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 
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(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

75-67 

HS 8553 PT-12 

w/5-bolt valve covers; Large port int. manifold gskts. & exh. 
pipe flange not incl.; Premium valve stem seals incl. 

1 

Head Set 

67-66 

HS 7734 PT 

w/2-bolt valve covers; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-76 

FS 8553 PT-12 

Exc. H/D; Large port int. manifold gskts. & exh. pipe flange not 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

80-76 

FS 8553 PT-8 

H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75-67 

FS 8553 PT-12 

w/5-bolt valve covers; Large port int. manifold gskts. & exh. 
pipe flange not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

67-66 

FS 7734 PT-2 

w/2-bolt valve covers; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-67 

CS 8553 

w/5-bolt valve covers 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-67 

MS 90109 

w/5-bolt valve covers; Large 1" x 2 3/16" ports 

1 

Int. Manifold Gasket Set 

80-67 

MS 90041-1 

w/5-bolt valve covers; Small 7/8" x 2" ports 

1 

Int. Manifold Gasket Set 

67-66 

MS 9344 SH 

w/2-bolt valve covers 

1 

Exh. Manifold Gasket Set 

80-75 

MS 90460 


1 

Exh. Manifold Gasket Set 

74-67 

MS 9939 

w/5-bolt valve covers 

1 

Exh. Manifold Gasket Set 

67-66 

MS 9342 B 

w/2-bolt valve covers 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68-66 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

68-66 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-70 

OS 6566 C-2 

Cork 

1 

Oil Pan Gasket Set 

69-66 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

80-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-66 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-76 

VS 13395 

Exc. H/D; Cork 

1 

Valve Cover Gasket Set 

80-76 

VS 13395 R 

Exc. H/D; Rubber 

1 

Valve Cover Gasket Set 

80-76 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

75-67 

VS 13395 

w/5-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

75-67 

VS 13395 R 

w/5-bolt valve covers; Rubber 

1 

Valve Cover Gasket Set 

67-66 

VS 11828 R 

w/2-bolt valve covers; w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-67 

SS 12764 

Loc. Exh.; w/5-bolt valve covers; OEM style; Premium valve 
stem seals incl. 

1 

Valve Stem Seal Set 

80-67 

SS 70014 

Loc. Int. & Exh.; w/5-bolt valve covers; OEM style; Premium 
valve stem seals incl. 

1 

Valve Stem Seal Set 

80-67 

SS 70537 

Loc. Int.; w/5-bolt valve covers; OEM style; Premium valve 
stem seals incl. 

2 

Valve Stem Seal Set 

75-67 

SS 13955 

Loc. Int. & Exh.; w/5-bolt valve covers; Opt. early style; 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

67-66 

SS 12764 

Loc. Exh.; w/2-bolt valve covers; Premium valve stem seals 
incl. 

Loc. Int.; w/2-bolt valve covers; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

67-66 

SS 13955 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-66 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-66 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-66 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-66 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60448 


1 

Air Cleaner Gasket 

77-66 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

77-66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-72 

60188 

9/32" thick 

1 

Carb. Mounting Gasket 

77-72 

60134 

1/8" thick 


(continued on next page) 


240 





Dodge Truck (Incl. SUV’s) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN E" 1980-1966 42 

(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60188 

w/o Governor; 9/32“ thick 

1 

Carb. Mounting Gasket 

69 

60045 

Dodge A100 Van Base, Sportsman, A108 Van Base 1 Fargo 





A100 Van Base, A108 Van Base 

1 

Carb. Mounting Gasket 

69 

9401 

Dodge D100 Pickup Base, W100 Pickup Base 1 Fargo D100 





Pickup Base, D110 Pickup Base, W100 Pickup Base, W110 





Pickup Base 

1 

Carb. Mounting Gasket 

68-66 

9401 

w/o Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-66 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-72 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-66 

3122 


1 

Oil Filter Adapter Gasket 

80-72 

70522 


1 

Oil Filter Adapter Gasket 

71-66 

415 

O-ring 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-66 

13338 

Oil Pump Cover 


318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "VIN G" 1975-1971 43 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-74 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75-74 

8553 PT 

PermaTorque® 

2 

Head Gasket 

71 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

75-74 

8553 SP 

HeadSaver® 

2 

Head Gasket Spacer Shim 

71 

8553 SP 

HeadSaver® 

1 

Head Set 

75-74 

HS 8553 PT-12 

Large port int. manifold gskts. & exh. pipe flange not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

71 

HS 8553 PT-12 

Large port int. manifold gskts. & exh. pipe flange not incl.; 





Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-74 

FS 8553 PT-12 

Large port int. manifold gskts. & exh. pipe flange not incl.; 





Premium valve stem seals incl. 

1 

Full Gasket Set 

71 

FS 8553 PT-12 

Large port int. manifold gskts. & exh. pipe flange not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-74 

CS 8553 


1 

Gasket Conversion Set 

71 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-74 

MS 90109 

Large 1" x 2 3/16“ ports 

1 

Int. Manifold Gasket Set 

75-74 

MS 90041-1 

Small 7/8" x 2" ports 

1 

Int. Manifold Gasket Set 

71 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Int. Manifold Gasket Set 

71 

MS 90041-1 

Small 7/8" x 2" ports 

1 

Exh. Manifold Gasket Set 

75 

MS 90460 


1 

Exh. Manifold Gasket Set 

74 

MS 9939 


1 

Exh. Manifold Gasket Set 

71 

MS 9939 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-74 

OS 6566 C-2 

Cork 

1 

Oil Pan Gasket Set 

71 

OS 6566 C-2 

Cork 

1 

Drain Plug Gasket 

75-74 

70822 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-74 

BS 40245 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-74 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

75-74 

VS 13395 R 

Rubber 

1 

Vaive Cover Gasket Set 

71 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 13395 R 

Rubber 
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(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-74 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-74 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

75-74 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 

1 

Valve Stem Seal Set 

75-74 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

71 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 

1 

Valve Stem Seal Set 

71 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

71 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

75-74 

6584 


1 

Water Pump Gasket 

71 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-74 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

71 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-74 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

75-74 

16201 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve 

71 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-74 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

75-74 

11528 

4" ID 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

71 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60134 

1/8"thick 

1 

Carb. Mounting Gasket 

75-74 

60188 

9/32" thick 

1 

Carb. Mounting Gasket 

71 

60188 

w/o Governor; 9/32" thick 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-74 

6464 


1 

Distributor Mounting Gasket 

71 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75-74 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

75-74 

3122 


1 

Oil Pressure Relief Valve 

71 

3122 


1 

Oil Filter Adapter Gasket 

75-74 

70522 


1 

Oil Filter Adapter Gasket 

71 

415 

O-ring 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

75-74 

13338 

Oil Pump Cover 

1 

O-Ring 

71 

13338 

Oil Pump Cover 

44 318 5.2L (5212CC) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 4 Bbl. "VIN P" 1980-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-78 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-78 

8553 SP 

HeadSaver® 

1 

Head Set 

80-78 

HS 8553 PT-13 

Exc. H/D; Premium valve stem seals incl. 

1 

Head Set 

80-78 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-78 

FS 8553 PT-10 

Exc. H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

80-78 

FS 8553 PT-8 

H/D; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8553 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

80-78 

MS 90460 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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44 

(cont.) 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

80-78 

80-78 

PART NO. 

OS 6566 C-2 

70822 

DESCRIPTION 

Cork 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-78 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-78 

VS 13395 

Exc. H/D; Cork 


1 

Valve Cover Gasket Set 

80-78 

VS 13395 R 

Exc. H/D; Rubber 


1 

Valve Cover Gasket Set 

80-78 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-78 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

80-78 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-78 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 


1 

Water Outlet Gasket 

78 

35145 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-78 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-78 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

80-78 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-78 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-78 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-78 

60273 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-78 

70557 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

80-78 

3122 



1 

Oil Filter Adapter Gasket 

80-78 

70522 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

80-78 

13338 

Oil Pump Cover 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A318" 1965 

45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

7734 PT 



1 

Head Set 

65 

HS 7734 PT 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7734 PT-2 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9344 SH 



1 

Exh. Manifold Gasket Set 

65 

MS 9342 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

65 

9045 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

65 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 6566 C-1 

Cork 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 11828 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

65 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

6584 
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Dodge Truck (Incl. SUV’s) 


45 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A318" 1965 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9401 

w/o Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


1 

Oil Filter Adapter Gasket 

65 

415 

O-ring 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 

46 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code MD2" 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7734 PT 


1 

Head Set 

59 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

59 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

59 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" IDx 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

59 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

59 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

59 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

59 

16201 

Timing Cover; Use w/installation tool 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

59 

3122 


47 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P31" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

7734 PT 


1 

Head Set 

60 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

60 

MS 9342 B 
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Dodge Truck (Incl. SUV’s) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code P31" 1960 47 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

60 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

60 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

60 

TCS 45284 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

60 

16201 

Timing Cover; Use w/installation tool 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

60 

3122 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R31" 1961 48 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7734 PT 


1 

Head Set 

61 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7734 PT-2 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

61 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

61 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 6566 C-1 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

61 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

61 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61 

16201 

Timing Cover; Use w/installation tool 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9401 

w/o Governor 
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Dodge Truck (Incl. SUV’s) 


48 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

(cont.) 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code R31" 1961 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

61 

3122 


49 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code S31" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7734 PT 


1 

Head Set 

62 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7734 PT-2 Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

62 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

62 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11828 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

62 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

62 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

62 

16201 

Timing Cover; Use w/installation tool 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9401 

w/o Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

62 

3122 


50 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T31" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7734 PT 


1 

Head Set 

63 

HS 7734 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7734 PT-2 Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9344 SH 


1 

Exh. Manifold Gasket Set 

63 

MS 9342 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9045 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

63 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 6566 C-1 

Cork 

1 

Drain Plug Gasket 

63 

70822 
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Dodge Truck (Incl. SUV’s) 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T31" 1963 

50 

(cont.) 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 40245 

DESCRIPTION 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

63 

VS 11828 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

63 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

63 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

63 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63 

TCS 6563-1 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

63 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

63 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 


1 

Air Cleaner Gasket 

63 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

63 

9401 

w/o Governor 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

63 

6464 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

63 

3122 



1 

Oil Filter Adapter Gasket 

63 

415 

O-ring 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

63 

13338 

Oil Pump Cover 



318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V31" 1964 

51 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

7734 PT 



1 

Head Set 

64 

HS 7734 PT 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 7734 PT-2 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9344 SH 



1 

Exh. Manifold Gasket Set 

64 

MS 9342 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

64 

9045 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

64 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 6566 C-1 

Cork 


1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 40245 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 11828 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 12764 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

64 

SS 13955 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

64 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 
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Dodge Truck (Incl. SUV’s) 


51 318 5.2L (5212cc) OHV V8 (16 Valve), 3.9063" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V31" 1964 

(cont.) 


AIR CLEANER MOUNTING 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9401 

w/o Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


1 

Oil Filter Adapter Gasket 

64 

415 

O-ring 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

52 331 5.4L (5425CC) OHV V8 (16 Valve) (Chrysler), 3.8125" 

Bore (Chrysler Eng.), 2 Bbl. 1956-1954 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56 

7908 PT 

VT400 Series; Oval push rod holes 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56 

MS 9246 B 

VT400 Series; Industrial 

1 

Exh. Manifold Gasket Set 

56-54 

MS 9245 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

56-54 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-54 

BS 40245 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-54 

VS 6360 

w/o Spark plug tube seals 

1 

Spark Plug Tube Seal Set 

56-54 

ES 12714 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

Loc. Int.; VT400 Series; Oval push rod holes; Premium valve 
stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-54 

35063 

Water Outlet; 2 1/2" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56-54 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

56-54 

8531 

Carb. No. 1532831 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56-54 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

56-54 

3122 


53 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 2 Bbl. "VIN F" 1980-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-71 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-71 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-71 

8553 SP 

HeadSaver® 

1 

Head Set 

80-76 

HS 8553 PT-13 

Exc. H/D; Small port int. manifold gskts. not incl.; Premium 
valve stem seals incl. 

1 

Head Set 

80-76 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 

1 

Head Set 

75-71 

HS 8553 PT-13 

Small port int. manifold gskts. not incl.; Premium valve stem 
seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-76 

FS 8553 PT-14 

Exc. H/D; Small port int. manifold gskts. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

80-76 

FS 8553 PT-7 

H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75-71 

FS 8553 PT-14 

Small port int. manifold gskts. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-71 

CS 8359 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-71 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Int. Manifold Gasket Set 

80-71 

MS 90041-1 

Small 7/8" x 2" ports 

1 

Exh. Manifold Gasket Set 

80-71 

MS 90460 



(continued on next page) 


248 











Dodge Truck (Incl. SUV’s) 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 2 Bbl. "VIN F" 1980-1971 53 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-71 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

80-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-71 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

80-71 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-76 

VS 13395 

Exc. H/D; Cork 

1 

Valve Cover Gasket Set 

80-76 

VS 13395 R 

Exc. H/D; Rubber 

1 

Valve Cover Gasket Set 

80-76 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

75-71 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

75-71 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-71 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-71 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-71 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

75-71 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-71 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-71 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-71 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

80-71 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-71 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-71 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-71 

60171 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-71 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-72 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-71 

3122 


1 

Oil Filter Adapter Gasket 

80-72 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-71 

13338 

Oil Pump Cover 


360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 2 Bbl. "VIN K" 1980-1975 54 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-78 

8553 PT 

PermaTorque® 

2 

Head Gasket 

75 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-78 

8553 SP 

HeadSaver® 

2 

Head Gasket Spacer Shim 

75 

8553 SP 

HeadSaver® 

1 

Head Set 

80-78 

HS 8553 PT-13 

Exc. H/D; Small port int. manifold gskts. not incl.; Premium 





valve stem seals incl. 

1 

Head Set 

80-78 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 

1 

Head Set 

75 

HS 8553 PT-13 

Small port int. manifold gskts. not incl.; Premium valve stem 





seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-78 

FS 8553 PT-14 

Exc. H/D; Small port int. manifold gskts. not incl.; Premium 





valve stem seals incl. 

1 

Full Gasket Set 

80-78 

FS 8553 PT-7 

H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75 

FS 8553 PT-14 

Small port int. manifold gskts. not incl.; Premium valve stem 





seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8359 
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Dodge Truck (Incl. SUV’s) 


54 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 2 Bbl. "VIN K" 1980-1975 

(cont.) 

QTY 

CONVERSION SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75 

CS 8359 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Int. Manifold Gasket Set 

80-78 

MS 90041-1 

Small 7/8” x 2" ports 

1 

Int. Manifold Gasket Set 

75 

MS 90109 

Large 1" x 2 3/16” ports 

1 

Int. Manifold Gasket Set 

75 

MS 90041-1 

Small 7/8” x 2" ports 

1 

Exh. Manifold Gasket Set 

80-78 

MS 90460 


1 

Exh. Manifold Gasket Set 

75 

MS 90460 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

75 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 6566 C-3 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

80-78 

70822 


1 

Drain Plug Gasket 

75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

80-78 

BS 40651 

Viton®; Two-piece 

1 

Rear Main Seal Set 

75 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

75 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 13395 

Exc. H/D; Cork 

1 

Valve Cover Gasket Set 

80-78 

VS 13395 R 

Exc. H/D; Rubber 

1 

Valve Cover Gasket Set 

80-78 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

75 

VS 13395 

Cork 

1 

Valve Cover Gasket Set 

75 

VS 13395 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-78 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-78 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-78 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

75 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 

1 

Valve Stem Seal Set 

75 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78 

35145 

Water Outlet 

1 

Water Outlet Gasket 

75 

35145 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-78 

6584 


1 

Water Pump Gasket 

75 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-78 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

75 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-78 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45284 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-78 

16201 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve 

75 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60171 


1 

Carb. Mounting Gasket 

75 

60171 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-78 

70557 


1 

EGR Gasket 

75 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-78 

3122 


1 

Oil Pressure Relief Valve 

75 

3122 


1 

Oil Filter Adapter Gasket 

80-78 

70522 
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Dodge Truck (Incl. SUV’s) 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 2 Bbl. "VIN K" 1980-1975 

54 

(cont.) 

QTY 

OIL FILTER MOUNTING (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

75 

70522 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

80-78 

13338 

Oil Pump Cover 


1 

O-Ring 

75 

13338 

Oil Pump Cover 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 4 Bbl. "VIN L" 1975-1974 

55 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

75-74 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

75-74 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

75-74 

8553 SP 

HeadSaver® 


1 

Head Set 

75-74 

HS 8553 PT-13 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

75-74 

FS 8553 PT-14 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

75-74 

CS 8359 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

75-74 

MS 90109 

Large 1" x 2 3/16" ports 


1 

Exh. Manifold Gasket Set 

75-74 

MS 90460 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

75-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

75-74 

OS 6566 C-3 

Cork 


1 

Drain Plug Gasket 

75-74 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

75-74 

BS 40094 

Rubber; Two-piece 


1 

Rear Main Seal Set 

75-74 

BS 40651 

Viton®; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

75-74 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

75-74 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

75-74 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

75-74 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

75-74 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 


1 

Valve Stem Seal Set 

75-74 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

75 

35145 

Water Outlet 


1 

Water Outlet Gasket 

74 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

75-74 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

75-74 

TCS 6563-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

75-74 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

75-74 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

75-74 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

75-74 

60273 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

75-74 

6464 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

75-74 

70557 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

75-74 

3122 



1 

Oil Filter Adapter Gasket 

75-74 

70522 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

75-74 

13338 

Oil Pump Cover 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 2 Bbl. "VIN S" 1980-1979 

56 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

80-79 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

80-79 

8553 PT 

PermaTorque® 
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Dodge Truck (Incl. SUV’s) 


56 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 2 Bbl. "VIN S" 1980-1979 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket Spacer Shim 

80-79 

8553 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 8553 PT-13 

Exc. H/D; Small port int. manifold gskts. not incl.; Premium 





valve stem seals incl. 

1 

Head Set 

80-79 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 8553 PT-14 

Exc. H/D; Small port int. manifold gskts. not incl.; Premium 





valve stem seals incl. 

1 

Full Gasket Set 

80-79 

FS 8553 PT-7 

H/D; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-79 

CS 8359 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Int. Manifold Gasket Set 

80-79 

MS 90041-1 

Small 7/8" x 2" ports 

1 

Exh. Manifold Gasket Set 

80-79 

MS 90460 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-79 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

80-79 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

80-79 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 13395 

Exc. H/D; Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 13395 R 

Exc. H/D; Rubber 

1 

Valve Cover Gasket Set 

80-79 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-79 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-79 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-79 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-79 

16201 

Timing Cover; Use w/installation tool 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60171 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-79 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-79 

3122 


1 

Oil Filter Adapter Gasket 

80-79 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-79 

13338 

Oil Pump Cover 

57 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 4 Bbl. "VIN T" 1980-1974 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-74 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80-74 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-74 

8553 SP 

HeadSaver® 

1 

Head Set 

80-76 

HS 8553 PT-13 

Exc. H/D; Premium valve stem seals incl. 

1 

Head Set 

80-76 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 

1 

Head Set 

75-74 

HS 8553 PT-13 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-76 

FS 8553 PT-14 

Exc. H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

80-76 

FS 8553 PT-7 

H/D; Premium valve stem seals incl. 

1 

Full Gasket Set 

75-74 

FS 8553 PT-14 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-74 

CS 8359 



(continued on next page) 
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Dodge Truck (Incl. SUV’s) 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 4 Bbl. "VIN T" 1980-1974 

57 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

80-74 

MS 90109 

Large 1" x 2 3/16" ports 


1 

Exh. Manifold Gasket Set 

80-74 

MS 90460 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

80-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

80-74 

OS 6566 C-3 

Cork 


1 

Drain Plug Gasket 

80-74 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-74 

BS 40094 

Rubber; Two-piece 


1 

Rear Main Seal Set 

80-74 

BS 40651 

Viton®; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-76 

VS 13395 

Exc. H/D; Cork 


1 

Valve Cover Gasket Set 

80-76 

VS 13395 R 

Exc. H/D; Rubber 


1 

Valve Cover Gasket Set 

80-76 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 


1 

Valve Cover Gasket Set 

75-74 

VS 13395 

Cork 


1 

Valve Cover Gasket Set 

75-74 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-74 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

80-74 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-74 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 


2 

Valve Stem Seal Set 

75-74 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 


1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 


1 

Water Outlet Gasket 

74 

35063 

Water Outlet; 2 1/2” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-74 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-74 

TCS 6563-1 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

80-74 

TCS 45284 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-74 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-74 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-74 

60273 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

76-74 

6464 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-74 

70557 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

80-74 

3122 



1 

Oil Filter Adapter Gasket 

80-74 

70522 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

80-74 

13338 

Oil Pump Cover 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 4 Bbl. "VIN V" 1980-1976 

58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

80-76 

521 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

80-76 

8553 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

80-76 

8553 SP 

HeadSaver® 


1 

Head Set 

80-76 

HS 8553 PT-13 

Exc. H/D; Premium valve stem seals incl. 


1 

Head Set 

80-76 

HS 8553 PT-14 

H/D; Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

80-76 

FS 8553 PT-14 

Exc. H/D; Premium valve stem seals incl. 


1 

Full Gasket Set 

80-76 

FS 8553 PT-7 

H/D; Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

80-76 

CS 8359 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

80-76 

MS 90109 

Large 1" x 2 3/16" ports 


1 

Exh. Manifold Gasket Set 

80-76 

MS 90460 




(continued on next page) 
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Dodge Truck (Incl. SUV’s) 


58 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 4 Bbl. "VIN V" 1980-1976 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-76 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

80-76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-76 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

80-76 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-76 

VS 13395 

Exc. H/D; Cork 

1 

Valve Cover Gasket Set 

80-76 

VS 13395 R 

Exc. H/D; Rubber 

1 

Valve Cover Gasket Set 

80-76 

VS 50184 R 

H/D; Hi-Temp.; Rubber coated fiber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-76 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-76 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-76 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-76 

35145 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-76 

6584 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-76 

TCS 6563-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-76 

TCS 45284 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-76 

16201 

Timing Cover; Use w/installation tool 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-76 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-76 

60273 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-76 

70557 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-76 

3122 


1 

Oil Filter Adapter Gasket 

80-76 

70522 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-76 

13338 

Oil Pump Cover 

59 360 5.9L (5900CC) OHV V8 (16 Valve), 4" Bore (Chrysler Eng.), 4 Bbl. "VIN Y" 1975-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-71 

521 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75-71 

8553 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

75-71 

8553 SP 

HeadSaver® 

1 

Head Set 

75-71 

HS 8553 PT-13 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-71 

FS 8553 PT-14 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-71 

CS 8359 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-71 

MS 90109 

Large 1" x 2 3/16" ports 

1 

Exh. Manifold Gasket Set 

75-71 

MS 90460 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-71 

OS 6566 C-3 

Cork 

1 

Drain Plug Gasket 

75-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-71 

BS 40094 

Rubber; Two-piece 

1 

Rear Main Seal Set 

75-71 

BS 40651 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-71 

VS 13395 

Cork 
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Dodge Truck (Incl. SUV’s) 



360 5.9L (5900cc) OHV V8 (16 Valve), 4" 

Bore (Chrysler Eng.), 4 Bbl. "VIN Y" 1975-1971 

59 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

75-71 

VS 13395 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

75-71 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

75-71 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

75-71 

SS 13955 

Loc. Int. & Exh.; Opt. early style; Premium valve stem seals 





incl. 


1 

Valve Stem Seal Set 

75-71 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

75 

35145 

Water Outlet 


1 

Water Outlet Gasket 

74-71 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

75-71 

6584 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

75-71 

TCS 6563-1 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

75-71 

TCS 45284 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

75-71 

16201 

Timing Cover; Use w/installation tool 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

75-71 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

75-71 

60273 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

75-71 

6464 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

75-72 

70557 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pressure Relief Valve 

75-71 

3122 



1 

Oil Filter Adapter Gasket 

75-72 

70522 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

75-71 

13338 

Oil Pump Cover 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" 

Bore (Chrysler Eng.), 2 Bbl. "VIN 8" 1970-1968 

60 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8519 PT-1 

PermaTorque® 


2 

Head Gasket Spacer Shim 

68 

8519 SP 

HeadSaver® 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

70-69 

FS 8280 SH-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

68 

FS 7891 PT-12 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

70-68 

MS 96003 



1 

Exh. Manifold Gasket Set 

70-68 

MS 9705 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

70-68 

9269 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

70-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


2 

O-Ring 

68 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

70-68 

OS 11729 C-1 



1 

Drain Plug Gasket 

70-68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70-68 

BS 40240 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70-68 

VS 13379 

Cork 


1 

Valve Cover Gasket Set 

70-68 

VS 50145 R 

Hi-Temp.; Rubber coated fiber 


1 

Valve Cover Gasket Set 

70-68 

VS 13379 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Valve Stem Seal Set 

70-68 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70-68 

11731 

To block 
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Dodge Truck (Incl. SUV’s) 


60 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. "VIN 8" 1970-1968 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-69 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

68 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-69 

60102 


1 

Carb. Mounting Gasket 

70-69 

60045 

Governor to manifold 

1 

Carb. Mounting Gasket 

68 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-68 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

70-68 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

13338 

Oil Pump Cover 

61 361 5.9L (5917cc) OHV V8 (16 Valve), 4.125" Bore (Chrysler Eng.), 2 Bbl. 1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68 

8519 SP 

HeadSaver® 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-69 

FS 8280 SH-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

68 

FS 7891 PT-12 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70-68 

MS 96003 


1 

Exh. Manifold Gasket Set 

70-68 

MS 9705 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70-68 

9269 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

2 

O-Ring 

68 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 11729 C-1 


1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13379 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50145 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

70-68 

VS 13379 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

70-68 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-68 

11731 

To block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-69 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

68 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-69 

60102 


1 

Carb. Mounting Gasket 

70-69 

60045 

Governor to manifold 

1 

Carb. Mounting Gasket 

68 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-68 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

70-68 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

13338 

Oil Pump Cover 
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Dodge Truck (Incl. SUV’s) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "VIN 8" 1970-1968 62 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

70-68 

8519 SP 

HeadSaver® 

1 

Head Set 

70-68 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 7891 PT-11 

w/6-bolt vaive covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-68 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

70-68 

MS 96007 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70-68 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

68 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 11729 C-1 


1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Vaive Cover Gasket Set 

70-68 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

70-68 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

70-68 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-68 

11731 

To block 

1 

Water Pump Gasket 

70-68 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60171 

Dodge D100 Pickup Base, W100 Pickup Base 

1 

Carb. Mounting Gasket 

70 

8632 

Exc. Dodge D100 Pickup Base, W100 Pickup Base 

1 

Carb. Mounting Gasket 

69-68 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-68 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

70-68 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "VIN J" 1971-1966 63 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-66 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-66 

8519 SP 

HeadSaver® 

1 

Head Set 

71-66 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-66 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-66 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

71-66 

MS 96007 


1 

Exh. Manifold Gasket Set 

71-66 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-66 

9547 

Flange 
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Dodge Truck (Incl. SUV’s) 


63 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "VIN J" 1971-1966 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

68-66 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-66 

OS 11729 C-1 


1 

Drain Plug Gasket 

71-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-66 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-66 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

71-66 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

71-66 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71-66 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-66 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-66 

11731 

To block 

1 

Water Pump Gasket 

71-66 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-66 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60171 

Dodge D100 Pickup Base, W100 Pickup Base 1 Fargo D100 
Pickup Base, D110 Pickup Base, W100 Pickup Base, WHO 
Pickup Base 

1 

Carb. Mounting Gasket 

71-70 

8632 

Exc. Dodge D100 Pickup Base, W100 Pickup Base 1 Fargo 
D100 Pickup Base, D110 Pickup Base, W100 Pickup Base, 
W110 Pickup Base 

1 

Carb. Mounting Gasket 

69-66 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-66 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

71-66 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-66 

13338 

Oil Pump Cover 

64 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A383" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65 

8519 SP 

HeadSaver® 

1 

Head Set 

65 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

65 

MS 96007 


1 

Exh. Manifold Gasket Set 

65 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

65 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 11729 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13379 

w/6-bolt valve covers; Cork 
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Dodge Truck (Incl. SUV’s) 



383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" 

Bore (Chrysler Eng.), 2 Bbl. "Eng. Code A383" 1965 64 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

65 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65 

11731 

To block 

1 

Water Pump Gasket 

65 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

65 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13338 

Oil Pump Cover 


383 6.3L (6277cc) OHV V8 (16 Valve), 4.25 

" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T38" 1963 65 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63 

8519 SP 

HeadSaver® 

1 

Head Set 

63 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7891 PT 

w/4-bolt valve covers; Int. manifold gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

63 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

63 

MS 96007 


1 

Exh. Manifold Gasket Set 

63 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

63 

12473 

Fuel Pump Bowl; 1 or 2 Req'd.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11729 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11703 R 

w/4-bolt valve covers; w/Grommets 

1 

Valve Cover Gasket Set 

63 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

63 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

63 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

63 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63 

11731 

To block 

1 

Water Pump Gasket 

63 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12460-2 
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Dodge Truck (Incl. SUV’s) 


65 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code T38" 1963 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

63 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

13338 

Oil Pump Cover 

66 383 6.3L (6277cc) OHV V8 (16 Valve), 4.25" Bore (Chrysler Eng.), 2 Bbl. "Eng. Code V38" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64 

8519 SP 

HeadSaver® 

1 

Head Set 

64 

HS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7891 PT-11 

w/6-bolt valve covers; Int. manifold gskt. & int. valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

64 

MS 96007 


1 

Exh. Manifold Gasket Set 

64 

MS 90029 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

2 

O-Ring 

64 

12473 

Fuel Pump Bowl; 1 or 2 Req’d.; 1" ID x 1 5/16" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11729 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13379 

w/6-bolt valve covers; Cork 

1 

Valve Cover Gasket Set 

64 

VS 50145 R 

w/6-bolt valve covers; Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

64 

VS 13379 R 

w/6-bolt valve covers; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 12419 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

64 

11731 

To block 

1 

Water Pump Gasket 

64 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

8632 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

6464 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

64 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

13338 

Oil Pump Cover 

67 400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" Bore (Chrysler Eng.), 2 Bbl. "VIN J" 1980-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-71 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-71 

8519 SP 

HeadSaver® 
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Dodge Truck (Incl. SUV’s) 



400 6.6L (6556cc) OHV V8 (16 Valve), 4.342" 

Bore (Chrysler Eng.), 2 Bbl. "VIN J" 1980-1971 67 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

80-74 

HS 7891 PT-13 

Int. manifold gskt. & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

73-71 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-74 

FS 7891 PT-13 

Int. manifold gskt. & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

1 

Full Gasket Set 

73-71 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-71 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

80-71 

MS 96007 


1 

Exh. Manifold Gasket Set 

80-74 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

80-71 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-71 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-71 

OS 11729 C-1 


1 

Drain Plug Gasket 

80-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-71 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-71 

VS 50145 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

73-71 

VS 13379 

Cork 

1 

Valve Cover Gasket Set 

73-71 

VS 13379 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-71 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-71 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-71 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

73-71 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-71 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-71 

11731 

To block 

1 

Water Pump Gasket 

80-71 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-71 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-71 

60171 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-71 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-72 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-71 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-71 

13338 

Oil Pump Cover 


440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "VIN A" 1980-1972 68 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-72 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-72 

8519 SP 

HeadSaver® 

1 

Head Set 

80-74 

HS 7891 PT-13 

Int. manifold gskt. & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

73-72 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-74 

FS 7891 PT-13 

Int. manifold gskt. & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 
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Dodge Truck (Incl. SUV’s) 


68 440 7.2L (7212CC) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "VIN A" 1980-1972 

(cont.) 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-72 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-72 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

80-72 

MS 96000 


1 

Exh. Manifold Gasket Set 

80-74 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

80-72 

MS 90029 

w/o Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-72 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-72 

OS 11729 C-1 


1 

Drain Plug Gasket 

80-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 50145 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

73-72 

VS 13379 

Cork 

1 

Valve Cover Gasket Set 

73-72 

VS 13379 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-72 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-72 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-72 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

73-72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-72 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-72 

11731 

To block 

1 

Water Pump Gasket 

80-72 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-72 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-72 

60273 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-72 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-72 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-72 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-72 

13338 

Oil Pump Cover 

69 440 7.2L (7212CC) OHV V8 (16 Valve), 4.32" Bore (Chrysler Eng.), 4 Bbl. "VIN D" 1980-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-72 

8519 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-72 

8519 SP 

HeadSaver® 

1 

Head Set 

80-74 

HS 7891 PT-13 

Int. manifold gskt. & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

73-72 

HS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-74 

FS 7891 PT-13 

Int. manifold gskt. & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

1 

Full Gasket Set 

73-72 

FS 7891 PT-11 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-72 

MS 90175 

Supplementary fiber port gskts.; Must be used w/Valley Pan 

1 

Valley Pan Gasket Set 

80-72 

MS 96000 


1 

Exh. Manifold Gasket Set 

80-74 

MS 90425 

w/Heat shield 

1 

Exh. Manifold Gasket Set 

80-72 

MS 90029 

w/o Heat shield 
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Dodge Truck (Incl. SUV’s) 



440 7.2L (7212cc) OHV V8 (16 Valve), 4.32" 

Bore (Chrysler Eng.), 4 Bbl. "VIN D" 1980-1972 69 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-72 

9547 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-72 

OS 11729 C-1 


1 

Drain Plug Gasket 

80-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 40240 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 50145 R 

Hi-Temp.; Rubber coated fiber 

1 

Valve Cover Gasket Set 

73-72 

VS 13379 

Cork 

1 

Valve Cover Gasket Set 

73-72 

VS 13379 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-72 

SS 12764 

Loc. Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-72 

SS 70014 

Loc. Int. & Exh.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-72 

SS 70537 

Loc. Int.; OEM style; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

73-72 

SS 12419 

Loc. Exh.; Opt. early style; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35064 

Water Outlet 

1 

Water Outlet Gasket 

78-75 

35145 

Water Outlet 

1 

Water Outlet Gasket 

74-72 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-72 

11731 

To block 

1 

Water Pump Gasket 

80-72 

11730 

To body 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-72 

TCS 12460-2 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-72 

60273 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-72 

6464 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-72 

70555 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pressure Relief Valve 

80-72 

3122 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-72 

13338 

Oil Pump Cover 


Edsel - See Ford Car 
Fargo Truck - See Dodge Truck 


Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

98 

1.6L 

1598cc 

OHV L4 

81mm 

8 

Ford Eng. 


3036E 

Fiesta 

2 Bbl./Gasoline 

1980-1978 

1 

98 

1.6L 

1599cc 

OHV L4 

3.1889" 

8 

Ford Eng. 

L 

2737E 

Pinto/Capri 1 Bbl./Gasoline 

1972-1970 

2 

98 

1.6L 

1599cc 

OHV L4 

3.1889" 

8 

Ford Eng. 

W 

2737E 

Pinto/Capri 1 Bbl./Gasoline 

1973-1971 

3 

121.7 

2.0L 

1993cc 

SOHO L4 

90.8mm 

8 

Ford Eng. 

X 



2 Bbl./Gasoline 

1974-1971 

4 

144 

2.4L 

2360cc 

OHV L6 

3.5" 

12 

Ford Eng. 

D 



1 Bbl./Gasoline 

1962-1960 

5 

144 

2.4L 

2360cc 

OHV L6 

3.5" 

12 

Ford Eng. 

S 



1 Bbl./Gasoline 

1964-1960 

6 

170 

2.8L 

2786cc 

OHV L6 

3.5" 

12 

Ford Eng. 

U 



1 Bbl./Gasoline 

1972-1960 

7 

171 

2.8L 

2792cc 

OHV V6 

93mm 

12 

Ford Eng. 

z 



2 Bbl./Gasoline 

1979-1974 

8 

200 

3.3L 

3278cc 

L-HEAD L4 

3.875" 

8 

Ford Eng. 


A & B 


2 Bbl./Gasoline 

1934-1928 

9 

200 

3.3L 

3278cc 

OHV L6 

3.68" 

12 

Ford Eng. 

T 



1 Bbl./Gasoline 

1979-1963 

10 

215 

3.5L 

3524cc 

OHV L6 

3.5625" 

12 

Ford Eng. 

A 



1 Bbl./Gasoline 

1953-1952 

11 

221 

3.6L 

3622cc 

L-HEAD V8 

3.0625" 

16 

Ford Eng. 



Ford 

2 Bbl./Gasoline 

1942-1932 

12 

221 

3.6L 

3622cc 

OHV V8 

3.5" 

16 

Ford Eng. 

L 



2 Bbl./Gasoline 

1963-1962 

13 

223 

3.6L 

3655cc 

OHV L6 

3.625" 

12 

Ford Eng. 

A 



1 Bbl./Gasoline 

1961-1954 

14 

223 

3.6L 

3655cc 

OHV L6 

3.625" 

12 

Ford Eng. 

V 



1 Bbl./Gasoline 

1964-1960 

15 
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263 








Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

226 

3.7L 

3704cc 

L-HEAD L6 

3.2969' 

12 

Ford Eng. 

H 


1 Bbl./Gasoline 

1951-1949 

16 

226 

3.7L 

3704cc 

L-HEAD L6 

3.2969' 

12 

Ford Eng. 



1 Bbl./Gasoline 

1948-1941 

17 

239 

3.9L 

3917cc 

OHV V8 

3.5" 

16 

Ford Eng. 

U 

Ford 

2 Bbl./Gasoline 

1954 

18 

239.4 

3.9L 

3924cc 

L-HEAD V8 

3.1875' 

16 

Ford Eng. 

B 

Ford/Mercury 2 Bbl./Gasoline 

1953-1949 

19 

239.4 

3.9L 

3924cc 

L-HEAD V8 

3.1875' 

16 

Ford Eng. 


Ford/Mercury 2 Bbl./Gasoline 

1948-1939 

20 

240 

3.9L 

3934cc 

OHV L6 

4 " 

12 

Ford Eng. 

B 


1 Bbl./Gasoline 

1970-1965 

21 

240 

3.9L 

3934cc 

OHV L6 

4" 

12 

Ford Eng. 

E 


1 Bbl./Gasoline 

1972-1965 

22 

240 

3.9L 

3934cc 

OHV L6 

4" 

12 

Ford Eng. 

V 


1 Bbl./Gasoline 

1972-1965 

23 

250 

4.1 L 

4098cc 

OHV L6 

3.68" 

12 

Ford Eng. 

c 


1 Bbl./Gasoline 

1980 

24 

250 

4.1 L 

4098cc 

OHV L6 

3.68" 

12 

Ford Eng. 

L 


1 Bbl./Gasoline 

1979-1969 

25 

255 

4.2L 

4179cc 

OHV V8 

3.68" 

16 

Ford Eng. 

D 


2 Bbl./Gasoline 

1980 

26 

255.4 

4.2L 

4186cc 

L-HEAD V8 

3.1875' 

16 

Ford Eng. 


Mercury 

2 Bbl./Gasoline 

1953-1949 

27 

256 

4.2L 

4196cc 

OHV V8 

3.625" 

16 

Ford Eng. 

P 

Mercury 

4 Bbl./Gasoline 

1954 

28 

256 

4.2L 

4196cc 

OHV V8 

3.625" 

16 

Ford Eng. 


Mercury 

4 Bbl./Gasoline 

1954 

29 

260 

4.3L 

4261cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

F 


2 Bbl./Gasoline 

1965-1962 

30 

272 

4.5L 

4458cc 

OHV V8 

3.625" 

16 

Ford Eng. 

B 


2 Bbl./Gasoline 

1957 

31 

272 

4.5L 

4458cc 

OHV V8 

3.625" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1955 

32 

272 

4.5L 

4458cc 

OHV V8 

3.625" 

16 

Ford Eng. 

U 


2 Bbl./Gasoline 

1956-1955 

33 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

A 


4 Bbl./Gasoline 

1968-1964 

34 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

C 


2 Bbl./Gasoline 

1968-1963 

35 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

D 


4 Bbl./Gasoline 

1965-1964 

36 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

K 


4 Bbl./Gasoline 

1967-1963 

37 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 



2-4 Bbl./Gasoline 

1969-1964 

38 

289 

4.7L 

4737cc 

OHV V8 

4” 

16 

Ford Eng. 



4 Bbl./Gasoline 

1969-1964 

39 

292 

4.8L 

4786cc 

OHV V8 

3.75" 

16 

Ford Eng. 

C 


2 Bbl./Gasoline 

1959-1957 

40 

292 

4.8L 

4786cc 

OHV V8 

3.75" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1956 

41 

292 

4.8L 

4786cc 

OHV V8 

3.75" 

16 

Ford Eng. 

P 


4 Bbl./Gasoline 

1957-1955 

42 

292 

4.8L 

4786cc 

OHV V8 

3.75" 

16 

Ford Eng. 

W 


2 Bbl./Gasoline 

1962-1960 

43 

302 

5.0L 

4950cc 

OHV V8 

4" 

16 

Ford Eng. 

D 


2 Bbl./Gasoline 

1972-1969 

44 

302 

5.0L 

4950cc 

OHV V8 

4” 

16 

Ford Eng. 

F 


2 Bbl./Gasoline 

1980-1968 

45 

302 

5.0L 

4950cc 

OHV V8 

4" 

16 

Ford Eng. 

J 


4 Bbl./Gasoline 

1968 

46 

302 

5.0L 

4950cc 

OHV V8 

4" 

16 

Ford Eng. 

G 


4 Bbl./Gasoline 

1971-1969 

47 

312 

5.1 L 

5114cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

D 


4 Bbl./Gasoline 

1957 

48 

312 

5.1 L 

5114cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

E 


2-4 Bbl./Gasoline 

1957-1956 

49 

312 

5.1 L 

5114cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

F 


4 Bbl./Gasoline 

1957 

50 

312 

5.1 L 

5114cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

L 


4 Bbl./Gasoline 

1958 

51 

312 

5.1 L 

5114cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

P 


2 Bbl./Gasoline 

1960-1959 

52 

312 

5.1 L 

5114cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

P 


4 Bbl./Gasoline 

1958-1956 

53 

317.5 

5.2L 

5204cc 

OHV V8 

3.8125' 

16 

Ford Eng. 


Lincoln 

2 Bbl./Gasoline 

1952 

54 

317.5 

5.2L 

5204cc 

OHV V8 

3.8125' 

16 

Ford Eng. 


Lincoln 

4 Bbl./Gasoline 

1954-1953 

55 

332 

5.4L 

544Icc 

OHV V8 

4" 

16 

Ford Eng. 

B 


2 Bbl./Gasoline 

1959-1958 

56 

332 

5.4L 

544Icc 

OHV V8 

4” 

16 

Ford Eng. 

G 


4 Bbl./Gasoline 

1959-1958 

57 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1974-1970 

58 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1971-1970 

59 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

R 


4 Bbl./Gasoline 

1972-1971 

60 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

Q 


4 Bbl./Gasoline 

1974-1971 

61 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1979-1975 

62 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1979-1969 

63 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1971-1969 

64 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


4 Bbl./Gasoline 

1961-1958 

65 

352 

5.8L 

5769cc 

OHV V8 

4” 

16 

Ford Eng. 

R 


4 Bbl./Gasoline 

1961-1960 

66 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

X 


2 Bbl./Gasoline 

1963-1960 

67 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

X 


4 Bbl./Gasoline 

1967-1964 

68 

352 

5.8L 

5769cc 

OHV V8 

4” 

16 

Ford Eng. 

Y 


4 Bbl./Gasoline 

1960 

69 

361 

5.9L 

5917cc 

OHV V8 

4.05" 

16 

Ford Eng. 

W 


4 Bbl./Gasoline 

1959-1958 

70 

368 

6.0L 

6032cc 

OHV V8 

4" 

16 

Ford Eng. 


Lincoln 

2-4 Bbl./Gasoline 

1957 

71 

368 

6.0L 

6032cc 

OHV V8 

4" 

16 

Ford Eng. 


Lincoln 

4 Bbl./Gasoline 

1957-1956 

72 

383 

6.3L 

6277cc 

OHV V8 

4.2969' 

16 

Ford Eng. 

M 

Mercury 

4 Bbl./Gasoline 

1959-1958 

73 

383 

6.3L 

6277cc 

OHV V8 

4.2969' 

16 

Ford Eng. 

N 

Mercury 

2 Bbl./Gasoline 

1960-1959 

74 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

9 


4 Bbl./Gasoline 

1965-1963 

75 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1969-1964 

76 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

M 


3-2 Bbl./Gasoline 

1967-1961 

77 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

P 


4 Bbl./Gasoline 

1967-1963 

78 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

Q 


4 Bbl./Gasoline 

1962-1961 

79 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

R 


4 Bbl./Gasoline 

1962-1961 

80 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

X 


2 Bbl./Gasoline 

1970-1967 

81 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

Y 


2 Bbl./Gasoline 

1971-1964 

82 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

Z 


4 Bbl./Gasoline 

1968-1961 

83 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

s 


4 Bbl./Gasoline 

1970-1966 

84 

400 

6.6L 

6556cc 

OHV V8 

4" 

16 

Ford Eng. 

s 


2 Bbl./Gasoline 

1979-1971 

85 

406 

6.6L 

6654cc 

OHV V8 

4.125" 

16 

Ford Eng. 

B 


4 Bbl./Gasoline 

1963-1962 

86 

406 

6.6L 

6654cc 

OHV V8 

4.125" 

16 

Ford Eng. 

G 


3-2 Bbl./Gasoline 

1963-1962 

87 

410 

6.7L 

6720cc 

OHV V8 

4.05" 

16 

Ford Eng. 

M 

Mercury 

4 Bbl./Gasoline 

1967-1966 

88 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 
Vin Code 


Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

410 

6.7L 

6720cc 

OHV V8 

4.2031" 

16 

Ford Eng. 

X 


Edsel 

4 Bbl./Gasoline 

1958 

89 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 

L 



4 Bbl./Gasoline 

1967-1965 

90 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 

M 



2-4 Bbl./Gasoline 

1967-1965 

91 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 

Q 



4 Bbl./Gasoline 

1965-1963 

92 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 

R 



2-4 Bbl./Gasoline 

1968-1963 

93 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 

W 



4 Bbl./Gasoline 

1969-1966 

94 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 




2-4 Bbl./Gasoline 

1969-1964 

95 

427 

7.0L 

6997cc 

OHV V8 

4.2328" 

16 

Ford Eng. 




4 Bbl./Gasoline 

1969-1964 

96 

428 

7.0L 

7015cc 

OHV V8 

4.13" 

16 

Ford Eng. 

Q 



4 Bbl./Gasoline 

1970-1966 

97 

428 

7.0L 

7015cc 

OHV V8 

4.13" 

16 

Ford Eng. 

R 



4 Bbl./Gasoline 

1970-1968 

98 

428 

7.0L 

7015cc 

OHV V8 

4.13" 

16 

Ford Eng. 

P 



4 Bbl./Gasoline 

1970-1966 

99 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

K 



2 Bbl./Gasoline 

1971-1969 

100 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

N 



4 Bbl./Gasoline 

1973-1968 

101 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

Z 



4 Bbl./Gasoline 

1970-1969 

102 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

c 



4 Bbl./Gasoline 

1971-1970 

103 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

J 



4 Bbl./Gasoline 

1971-1970 

104 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

p 



4 Bbl./Gasoline 

1972-1971 

105 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

H 



2 Bbl./Gasoline 

1962-1960 

106 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

H 



4 Bbl./Gasoline 

1959-1958 

107 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

J 



3-2 Bbl./Gasoline 

1958 

108 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

J 



4 Bbl./Gasoline 

1960-1959 

109 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

K 



3-2 Bbl./Gasoline 

1959 

110 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

K 



4 Bbl./Gasoline 

1958 

111 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

L 



4 Bbl./Gasoline 

1959 

112 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

M 



2 Bbl./Gasoline 

1960 

113 

430 

7.0L 

7048cc 

OHV V8 

4.2969" 

16 

Ford Eng. 

N 



4 Bbl./Gasoline 

1965-1963 

114 

460 

7.5L 

7539cc 

OHV V8 

4.36" 

16 

Ford Eng. 

A 



4 Bbl./Gasoline 

1978-1968 

115 

460 

7.5L 

7539cc 

OHV V8 

4.36" 

16 

Ford Eng. 

C 



4 Bbl./Gasoline 

1978-1973 

116 

462 

7.6L 

7582cc 

OHV V8 

4.38" 

16 

Ford Eng. 

7 


Lincoln 

4 Bbl./Gasoline 

1968-1967 

117 

462 

7.6L 

7582cc 

OHV V8 

4.38" 

16 

Ford Eng. 

G 


Lincoln 

4 Bbl./Gasoline 

1968-1966 

118 

Engine Code Index 

Eng. 




Block 





Mfg. 

Fuel Del. 



Code 

CID 

Litres 

CC 

Type 

Bore Valves 

Mfg. 

Vin 

Div. 

Type 

Years 

Line 

2737E 

98 

1.6L 

1599cc 

OHV L4 

3.1889" 8 

Ford Eng. 

W 

Pinto/Capri 1 Bbl./Gasoline 

1973-1971 

3 

2737E 

98 

1.6L 

1599cc 

OHV L4 

3.1889" 8 

Ford Eng. 

L 

Pinto/Capri 1 Bbl./Gasoline 

1972-1970 

2 

3036E 

98 

1.6L 

1598cc 

OHV L4 

81mm 8 

Ford Eng. 


Fiesta 

2 Bbl./Gasoline 

1980-1978 

1 

A & B 

200 

3.3L 

3278cc 

L-HEAD L4 

3.875" 8 

Ford Eng. 



2 Bbl./Gasoline 

1934-1928 

9 



98 1.6L (1598cc) OHV L4 (8 Valve) (Fiesta), 81mm Bore (Ford Eng.), 2 Bbl. "Eng. Code 3036E" 

1980-1978 1 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-78 

80-78 

PART NO. 

8360 PT-1 

HS 8360 PT-4 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

80-78 

PART NO. 

FS 8360 PT-2 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-78 

80-78 

PART NO. 

MS 90180 

MS 90181 

DESCRIPTION 


QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

80-78 

80-78 

PART NO. 

OS 30392 C 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-78 

PART NO. 

BS 16071 

DESCRIPTION 

Rubber; One-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-78 

PART NO. 

VS 50091 R-1 

DESCRIPTION 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-78 

PART NO. 

SS 72514-2 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

80-78 

PART NO. 

35097 

DESCRIPTION 

Water Outlet 



98 1.6L (1599cc) OHV L4 (8 Valve) (Pinto/Capri), 3.1889" 

Bore (Ford Eng.), 1 Bbl. "VIN L" "Eng. Code 2737E" 2 

1972-1970 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

72-70 

72-70 

PART NO. 

8360 PT-1 

HS 8360 PT-4 

DESCRIPTION 

Premium valve stem seals incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


2 98 1.6L (1599cc) OHV L4 (8 Valve) (Pinto/Capri), 3.1889" 

(corn.) 1972-1970 

Bore (Ford Eng.), 1 Bbl. "VIN L" "Eng. Code 2737E" 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-70 

FS 8360 PT 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72-70 

MS 90180 


1 

Exh. Manifold Gasket Set 

72-70 

MS 90181 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-70 

OS 30254 C 


1 

Drain Plug Gasket 

72-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-70 

BS 16071 

Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-70 

VS 50091 R-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-70 

SS 72514-2 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-70 

35097 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-70 

TCS 45075 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-70 

13130 


3 

1 981.6L (1599cc) OHV L4 (8 Valve) (Pinto/Capri), 3.1889" 

2737E" 1973-1971 

Bore (Ford Eng.), 1 Bbl. "VIN W" "Eng. Code 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

73-71 

8360 PT-1 


1 

Head Set 

73-71 

HS 8360 PT-4 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-71 

FS 8360 PT 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

73-71 

MS 90180 


1 

Exh. Manifold Gasket Set 

73-71 

MS 90181 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

73-71 

9802 

Flange; 1 25/32" ID 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-71 

OS 30254 C 


1 

Drain Plug Gasket 

73-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-71 

BS 16071 

Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-71 

VS 50091 R-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-71 

SS 72514-2 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-71 

35097 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-71 

TCS 45075 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73-71 

13130 


4 

. 121.7 2.0L (1993cc) SOHC L4 (8 Valve), 90.8mm Bore (Ford Eng.), 2 Bbl. "VIN X" 1974-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

74-71 

8361 PT 


1 

Head Set 

74-71 

HS 8361 PT 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74-71 

CS 8361 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74-71 

MS 90185 


1 

Exh. Manifold Gasket Set 

74-71 

MS 90183 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-71 

9802 

Ford Pinto Base; 1 25/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

70385 

To 01/03/72 

1 

Fuel Pump Mounting Gasket 

71 

70385 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


121.7 2.0L (1993cc) SOHC L4 (8 Valve), 90.8mm Bore (Ford Eng.), 2 Bbl. "VIN X" 1974-1971 4 

(cont.) 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 74-71 OS 30261 C 

Drain Plug Gasket 74-71 72515 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 74-71 BS 16071 Rubber; One-piece 

QTY 

1 

VALVE COVER YEARS PART NO. DESCRIPTION 

Valve Cover Gasket Set 74-71 VS 50092 C w/Grommets 

QTY 

1 

VALVE STEM SEAL SET YEARS PART NO. DESCRIPTION 

Valve Stem Seal Set 74-71 SS 72514-2 Premium valve stem seals incl. 

QTY 

1 

1 

TIMING COVER YEARS PART NO. DESCRIPTION 

Auxiliary Shaft Seal Set 74-71 TCS 45448 

Camshaft Front Seal Set 74-71 TCS 45473 

QTY 

1 

AIR CLEANER MOUNTING YEARS PART NO. DESCRIPTION 

Air Cleaner Gasket 74-71 60143 

QTY 

1 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 74-71 60144 

144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN D" 1962-1960 5 

QTY 

1 

1 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 62-60 7916 PT-1 

HeadSet 62-60 HS7916PT-2 Exh. pipe flange & packing not incl.; Premium valve stem 

seals incl. 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 62-60 FS7916PT-2 Exh. pipe flange & packing not incl.; Premium valve stem 

seals incl. 

QTY 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Exh. Manifold Gasket Set 62-60 MS 9789-1 

QTY 

1 

EXHAUST PIPE FLANGE YEARS PART NO. DESCRIPTION 

Exhaust Pipe Gasket 62-60 9712 Flange 

QTY 

1 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 62-60 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

Fuel Pump Bowl Gasket 62-60 773 1 5/8” ID x 2 1/8" OD 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 62-60 OS 12701 C 

Drain Plug Gasket 62-60 70822 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 62-60 BS 30135 Rubber; Two-piece 

QTY 

1 

1 

VALVE COVER YEARS PART NO. DESCRIPTION 

Valve Cover Gasket Set 62-60 VS 12692 Cork 

Valve Cover Gasket Set 62-60 VS 12692 R Rubber 

QTY 

1 

VALVE STEM SEAL SET YEARS PART NO. DESCRIPTION 

Valve Stem Seal Set 62-60 SS 72616 Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET YEARS PART NO. DESCRIPTION 

Water Outlet Gasket 62-60 35067 Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP YEARS PART NO. DESCRIPTION 

Water Pump Gasket 62-60 12695 

QTY 

1 

1 

TIMING COVER YEARS PART NO. DESCRIPTION 

Timing Cover Set 62-60 TCS 13059-1 w/o Sleeve’N'Seal® 

Repair Sleeve Tool 62-60 16312 Timing Cover 

QTY 

1 

1 

2 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 62 5462 Carb. to spacer 

Carb. Mounting Gasket 62 13130 Spacer to manifold 

Carb. Mounting Gasket 61-60 13130 

144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN S" 1964-1960 6 

QTY 

1 

1 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 64-60 7916 PT-1 

HeadSet 64-60 HS7916PT-2 Exh. pipe flange & packing not incl.; Premium valve stem 

seals incl. 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 64-60 FS7916PT-2 Exh. pipe flange & packing not incl.; Premium valve stem 

seals incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


6 144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN S" 1964-1960 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

64-60 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64-63 

9802 

Packing; 1 25/32" ID 

1 

Exhaust Pipe Gasket 

62-60 

9712 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-60 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-60 

OS 12701 C 


1 

Drain Plug Gasket 

64-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-60 

BS 30135 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-60 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

64-60 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-60 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-60 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-60 

12695 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-60 

TCS 13059-1 

w/o Sleeve ’N' Seal® 

1 

Repair Sleeve Tool 

64-60 

16312 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-62 

5462 

Carb. to spacer 

1 

Carb. Mounting Gasket 

64-62 

13130 

Spacer to manifold 

2 

Carb. Mounting Gasket 

61-60 

13130 


7 

' 170 2.8L (2786cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN U" 1972-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

72-60 

7916 PT-1 


1 

Head Set 

72-60 

HS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-60 

FS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

72-60 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72-70 

60198 

Packing; 1 25/32" ID 

1 

Exhaust Pipe Gasket 

69-68 

60985 

Ford Falcon Base, Futura; Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69-68 

8194 

Ford Falcon Base, Futura; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67 

60985 

Ford Falcon Base; Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67 

8194 

Ford Falcon Base; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

9802 

Ford Fairlane Base, Falcon Base; Packing; 1 25/32" ID 

1 

Exhaust Pipe Gasket 

65 

9802 

Ford Fairlane Base, Falcon Base, Mustang Base; Packing; 1 
25/32" ID 

1 

Exhaust Pipe Gasket 

64 

9802 

Ford Fairlane Base, Falcon Base, Mustang Base, Sprint Base; 
Packing; 1 25/32" ID 

1 

Exhaust Pipe Gasket 

63 

9802 

Ford Fairlane Base, Falcon Base, Sprint Base; Packing; 1 

25/32" ID 

1 

Exhaust Pipe Gasket 

62 

9712 

Ford Fairlane Base, Falcon Base; Flange 

1 

Exhaust Pipe Gasket 

61-60 

9712 

Ford Falcon Base; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-60 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-60 

OS 12701 C 


1 

Drain Plug Gasket 

72-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-60 

BS 30135 

Rubber; Two-piece 


(continued on next page) 


268 







Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN U" 1972-1960 7 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-60 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

72-60 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-60 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-60 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-60 

12695 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-60 

TCS 13059-1 

w/o Sleeve ’N’ Seal® 

1 

Repair Sleeve Tool 

72-60 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-70 

60084 

Carb. to manifold 

1 

Carb. Mounting Gasket 

72-70 

60084 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-70 

60081 

Spacer to manifold 

1 

Carb. Mounting Gasket 

67 

5462 

Exc. w/lMCO & C4 Trans.; Carb. to spacer 

1 

Carb. Mounting Gasket 

67-63 

13130 

Spacer to manifold 

1 

Carb. Mounting Gasket 

66-63 

5462 

Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

5462 

Exc. Ford Falcon Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

5462 

Ford Falcon Base; Exc. Special; Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

13130 

Ford Falcon Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

62 

13130 

Exc. Ford Falcon Base; Spacer to manifold 

1 

Carb. Mounting Gasket 

62 

8013 

Ford Falcon Base; Special; Carb. to manifold 

2 

Carb. Mounting Gasket 

61-60 

13130 



171 2.8L (2792cc) OHV V6 (12 Valve), 93mm Bore (Ford Eng.), 2 Bbl. "VIN Z" 1979-1974 8 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-74 

9136 PT 

Loc. L.H. 

1 

Head Gasket 

79-74 

9132 PT 

Loc. R.H. 

1 

Head Set 

79-75 

HS 8451 PT-1 

Premium valve stem seals incl. 

1 

Head Set 

74 

HS 8451 PT-1 

Mercury Capri Base; Int. manifold gskt. & exh. pipe packing 
not incl.; Premium valve stem seals incl. 

1 

Head Set 

74 

HS 8451 PT-1 

Exc. Mercury Capri Base; Int. manifold gskt. not incl.; 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-75 

FS 8451 PT-1 

Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8451 PT-1 

Mercury Capri Base; Int. manifold gskt. & exh. pipe packing 
not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8451 PT-1 

Exc. Mercury Capri Base; Int. manifold gskt. not incl.; 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-75 

MS 90315 


1 

Int. Manifold Gasket Set 

74 

MS 90280 


1 

Exh. Manifold Gasket Set 

79-74 

MS 90406 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79 

60309 

Exc. Ford Mustang Base, Ghia, Mach 1 1 Mercury Capri Base, 
Ghia; Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

79 

60308 

Ford Mustang Base, Ghia, Mach 1 1 Mercury Capri Base, Ghia; 
Converter; 2 11/32" ID 

1 

Exhaust Pipe Gasket 

78-77 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

76-75 

60308 

Converter; 2 11/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-74 

70385 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-74 

OS 30271 C 

Cork 

1 

Drain Plug Gasket 

79-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-74 

BS 40647 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

79-74 

BS 40419 

Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-74 

VS 50115 C 

Cork 

1 

Valve Cover Gasket Set 

79-74 

VS 50115 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-74 

SS 72686 

Premium valve stem seals incl. 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


8 171 2.8L (2792CC) OHV V6 (12 Valve), 93mm Bore (Ford Eng.), 2 Bbl."VIN Z" 1979-1974 

(cont.) 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-74 

35094 

Thermostat Housing; Must be used w/35092 & w/35093 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-74 

35093 

Water Outlet; Loc. Lower Front; Inlet gskt. 

1 

Water Outlet Gasket 

79-74 

35092 

Water Outlet; Loc. Lower Rear; Inlet gskt. 

1 

Water Outlet Gasket 

79-76 

35148 

Water Outlet; Loc. Upper 

1 

Water Outlet Gasket 

75-74 

35148 

Water Outlet; Loc. Upper; From 07/01/74 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-74 

TCS 45080 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-77 

60379 

California; 5 3/8" ID 

1 

Air Cleaner Gasket 

79-77 

60038 

Exc. California; 5 1/32" ID 

1 

Air Cleaner Gasket 

76-75 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

74 

60143 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-75 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79-78 

60329 

Spacer to manifold 

1 

Carb. Mounting Gasket 

77 

60329 

Mercury Capri Base; From 08/31/76; Spacer to manifold 

1 

Carb. Mounting Gasket 

77 

60329 

Exc. Mercury Capri Base; Spacer to manifold 

1 

Carb. Mounting Gasket 

76 

60329 

Mercury Capri Base; From 08/31/76; Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60260 

Spacer to manifold 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


1 

EGR Gasket 

76-75 

70826 


g 

1 200 3.3L (3278cc) L-HEAD L4 (8 Valve), 3.875" 

Bore (Ford Eng.), 2 Bbl. "Eng. Code A & B" 1934-1928 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

31-28 

7013 C 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

34-32 

FS 7014 B 


1 

Full Gasket Set 

31-28 

FS 7013 C 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

34-28 

MS 2388 S 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

31-28 

OS 30912 C-1 


10 200 3.3L (3278CC) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN T" 1979-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-63 

7916 PT-1 


1 

Head Set 

79-63 

HS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-63 

FS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

79-63 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-78 

60308 

Converter; 2 11/32" ID 

1 

Exhaust Pipe Gasket 

79-69 

60198 

Packing; 1 25/32" ID 

1 

Exhaust Pipe Gasket 

77 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

76 

60309 

Exc. Ford Maverick Base, Grabber 1 Mercury Comet Base; 





Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

76-63 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-63 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75 

60309 

Ford Granada Base, Ghia 1 Mercury Monarch Base, Ghia; 





Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

68-63 

9802 

Packing; 1 25/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-63 

OS 12701 C 


1 

Drain Plug Gasket 

79-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-63 

BS 30135 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-63 

VS 12692 

Cork 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


200 3.3L (3278cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN T" 1979-1963 10 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-63 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-63 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-63 

35067 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-63 

12695 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-63 

TCS 13059-1 

w/o Sleeve ’N’ Seal® 

1 

Repair Sleeve Tool 

79-63 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-78 

5198 

Ford Fairmont Base, Futura 1 Mercury Zephyr Base, Z-7; 





w/M/T; 2 5/8” ID 

1 

Air Cleaner Gasket 

77-68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-75 

60269 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79-77 

60328 

Spacer to manifold 

1 

Carb. Mounting Gasket 

76-73 

60196 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60269 

Carb. to heat shield 

1 

Carb. Mounting Gasket 

74 

60090-1 

Exc. Thermactor Emission; Carb. to spacer 

1 

Carb. Mounting Gasket 

74 

60304 

Thermactor Emission; Carb. to spacer 

1 

Carb. Mounting Gasket 

73 

60304 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-71 

60084 

Carb. to manifold 

1 

Carb. Mounting Gasket 

72-71 

60084 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-71 

60081 

Spacer to manifold 

1 

Carb. Mounting Gasket 

70-68 

5462 

Carb. to spacer 

1 

Carb. Mounting Gasket 

70-63 

13130 

Spacer to manifold 

1 

Carb. Mounting Gasket 

67 

5462 

Exc. w/lMCO & C4 Trans.; Carb. to spacer 

1 

Carb. Mounting Gasket 

66-63 

5462 

Carb. to spacer 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


1 

EGR Gasket 

76-73 

70826 


215 3.5L (3524cc) OHV L6 (12 Valve), 3.5625" Bore (Ford Eng.), 1 Bbl. "VIN A" 1953-1952 11 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

53-52 

7994 PT-1 


1 

Head Set 

53-52 

HS 7994 PT-3 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-52 

FS 7994 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

53-52 

MS 9960 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

53-52 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-52 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

53-52 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-52 

OS 10605 D 


1 

Drain Plug Gasket 

53-52 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-52 

BS 6141-3 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

53-52 

VS 10604 

w/Grommets 

2 

Grommet Set 

53-52 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

53-52 

PS 10603 R 

w/Grommets 

4 

Grommet Set 

53-52 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

53-52 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

53-52 

SS 10777 

Umbrella 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

53-52 

11501 

Water Outlet 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


11 215 3.5L (3524cc) OHV L6 (12 Valve), 3.5625" Bore (Ford Eng.), 1 Bbl. "VIN A" 1953-1952 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

53-52 

10610 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

53-52 

TCS 13095-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

53-52 

8013 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

53-52 

72516 

Inlet tube 

12 221 3.6L (3622cc) L-HEAD V8 (16 Valve) (Ford), 3.0625" 

Bore (Ford Eng.), 2 Bbl. 1942-1932 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

42-32 

FS 7246 S-2 

21 stud head; 85 HP eng. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

42-32 

MS 2853 


1 

Exh. Manifold Gasket Set 

42-32 

MS 8028 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

42-32 

9242 

Flange; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

42-32 

773 

Glass bowl; 1 5/8" ID x 2 1/8" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

42-32 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

42-32 

SS 5566 

Loc. Int. 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

42-32 

9264 

1 to 6 Req'd. 

13 221 3.6L (3622cc) OHV V8 (16 Valve), 3.5" Bore (Ford Eng.), 2 Bbl. "VIN L" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

63-62 

HS 8004-1 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63-62 

CS 8548-4 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63-62 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

63-62 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

63-62 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

63-62 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

63-62 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

63-62 

VS 13264 R 

Rubber 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

13267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-62 

TCS 45008 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63-62 

TCS 45168 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

63-62 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

63-62 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

60032 



(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



221 3.6L (3622cc) OHV V8 (16 Valve), 3.5" Bore (Ford Eng.), 2 Bbl. "VIN L" 

1963-1962 

13 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

63-62 

60094-1 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

63-62 

5511 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

70083 




1 

Oil Pump Gasket 

63-62 

72516 

Inlet tube 




223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN A" 

1961-1954 

14 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

61-54 

7994 PT-1 




1 

Head Set 

61-54 

HS 7994 PT-3 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

61-54 

FS 7994 PT-4 

Premium valve stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

61-54 

MS 9960 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

61-54 

60052 

Flange; 2 1/8" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

61-54 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



1 

O-Ring 

59-55 

12473 

Fuel Pump Bowl; Exc. B7A-9365-A Strainer assembly; 1" ID x 





1 5/16" OD 



1 

Fuel Pump Bowl Gasket 

61-60 

773 

Exc. Taxi W/B7T-9155-A or w/B7Q-9155-A; Exc. Carter; 1 5/8" 





ID x 2 1/8" OD 



1 

Fuel Pump Bowl Gasket 

59-55 

773 

B7A-9365-A Strainer assembly; 1 5/8" ID x 2 1/8" OD 


1 

Fuel Pump Bowl Gasket 

54 

5019 

1 55/64" ID x2 19/64" OD 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

61-54 

OS 10605 D 




1 

Drain Plug Gasket 

61-54 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

61-54 

BS 6141-3 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

61-60 

VS 12690 




1 

Valve Cover Gasket Set 

59-54 

VS 10604 

w/Grommets 



2 

Grommet Set 

59-54 

10740 

Valve Cover 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

61-54 

PS 10603 R 

w/Grommets 



4 

Grommet Set 

61-54 

10740 

Push Rod Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

61 

SS 13807 

From 04/02/61; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

61 

SS 10777 

To 04/01/61 



1 

Valve Stem Seal Set 

60-54 

SS 10777 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

61-54 

11501 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

56-54 

10610 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

61-54 

TCS 13095-2 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



3 

Carb. Mounting Gasket 

61-56 

8013 

1 to 3 Req’d. 



6 

Carb. Mounting Gasket 

55-54 

8013 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

61-54 

72516 

Inlet tube 




223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN V" 

1964-1960 

15 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

64-60 

7994 PT-1 




1 

Head Set 

64-60 

HS 7994 PT-3 

Premium valve stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

64-60 

FS 7994 PT-4 

Premium valve stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

64-60 

MS 9960 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

64-63 

60985 

Opt. sintered metal; 2 1/32" ID 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


15 223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN V" 1964-1960 

(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64-63 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

62-60 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-60 

773 

Exc. Taxi W/B7T-9155-A or W/B7Q-9155-A; Exc. Carter; 1 5/8" 

ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-60 

OS 10605 D 


1 

Drain Plug Gasket 

64-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-60 

BS 6141-3 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-60 

VS 12690 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-60 

PS 10603 R 

w/Grommets 

4 

Grommet Set 

64-60 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-62 

SS 13807 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

61 

SS 13807 

From 04/02/61; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

61 

SS 10777 

To 04/01/61 

1 

Valve Stem Seal Set 

60 

SS 10777 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-60 

11501 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-60 

TCS 13095-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

64-60 

8013 

1 to 3 Req'd. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-60 

72516 

Inlet tube 

16 226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.2969" 

Bore (Ford Eng.), 1 Bbl. "VIN H" 1951-1949 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

51-49 

7524 S 

95 HP eng.; Series H 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

51-49 

FS 7524 S 

95 HP eng.; Series H; Crankshaft front & rear rope packing 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

51-49 

MS 8793 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

51-49 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

51-49 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

51-49 

5019 

1 55/64" ID x 2 19/64" OD 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

51-49 

VS 2976 

95 HP eng.; Series H 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

51-49 

8013 

1 to 6 Req'd. 

17 226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.2969" 

Bore (Ford Eng.), 1 Bbl. 1948-1941 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

48-47 

7524 S 

95 HP eng.; Series H 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

48-47 

FS 7524 S 

95 HP eng.; Series H; Crankshaft front & rear rope packing 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

48-46 

MS 8793 B 


1 

Int. & Exh. Gasket Set 

42-41 

MS 8793 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

48-46 

60052 

Flange; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

42-41 

60052 

Flange; 2 1/8" ID 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.2969" Bore (Ford Eng.), 1 Bbl. 1948-1941 

17 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

48-46 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Mounting Gasket 

42-41 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

48-47 

VS 2976 

95 HP eng.; Series H 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


6 

Carb. Mounting Gasket 

48-46 

8013 

1 to 6 Req’d. 


6 

Carb. Mounting Gasket 

42-41 

8013 

1 to 6 Req’d. 



239 3.9L (3917cc) OHV V8 (16 Valve) (Ford), 3.5" Bore (Ford Eng.), 2 Bbl. "VIN U" 1954 

18 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

54 

FS 7636 SH 

w/Cyl. heads & blocks marked EBU 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

54 

MS 9243 B 



1 

Exh. Manifold Gasket Set 

54 

MS 9492 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

54 

60052 

Inlet to muffler; 1 to 3 Req'd.; 2 1/8" ID 


3 

Exhaust Pipe Gasket 

54 

9242 

Single exh. to crossover 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

54 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

54 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

54 

OS 10701 C-1 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

54 

BS 10743 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

54 

VS 10680 C 

w/Grommets 


4 

Grommet Set 

54 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

54 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

54 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

54 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

54 

10676 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

54 

10714 

Water Outlet; Bypass tube 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

54 

TCS 10677-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


6 

Carb. Mounting Gasket 

54 

9264 

1 to 6 Req’d. 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

54 

10784 




239.4 3.9L (3924cc) L-HEAD V8 (16 Valve) (Ford/Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. "VIN B" 

19 





1953-1949 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

53-49 

7526 B-1 

Loc. L.H.; Overbore 3.420” 


1 

Head Gasket 

53-49 

7526 B 

Loc. L.H.; Standard bore 3.270” 


1 

Head Gasket 

53-49 

7525 B-1 

Loc. R.H.; Overbore 3.420" 


1 

Head Gasket 

53-49 

7525 B 

Loc. R.H.; Standard bore 3.270" 


1 

Head Set 

53-49 

HS 7525 B 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

53-49 

FS 7525 B 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

53-49 

MS 8903 



1 

Exh. Manifold Gasket Set 

53-49 

MS 8028 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

53-49 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

53-49 

6579 

Pump to adapter; May also be used as a fuel pump block-off 





plate gasket if desired 



(continued on next page) 


275 








Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


19 239.4 3.9L (3924cc) L-HEAD V8 (16 Valve) (Ford/Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. "VIN B" 

(corn.) 1953-1949 

QTY 

FUEL PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

53-49 

773 

1 5/8" ID x 2 1/8“ OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-49 

OS 2996 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-49 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

53-49 

SS 5566 

Loc. Int. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

53-49 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

53-49 

2972 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

53-49 

9264 

1 to 6 Req'd. 

20 239.4 3.9L (3924cc) L-HEAD V8 (16 Valve) (Ford/Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. 1948-1939 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

48-46 

7283 B 

24 stud head; 100 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

48-46 

7548 B 

24 stud head; 100 HP eng.; w/3 large irregular water holes on 
centerline 

2 

Head Gasket 

48-46 

7283 B 

24 stud head; 90 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

48-46 

7548 B 

24 stud head; 90 HP eng.; w/3 large irregular water holes on 
centerline 

2 

Head Gasket 

48-46 

7283 B 

24 stud head; 95 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

48-46 

7548 B 

24 stud head; 95 HP eng.; w/3 large irregular water holes on 
centerline 

2 

Head Gasket 

42-39 

7283 B 

24 stud head; 100 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

42-39 

7548 B 

24 stud head; 100 HP eng.; w/3 large irregular water holes on 
centerline 

2 

Head Gasket 

42-39 

7283 B 

24 stud head; 90 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

42-39 

7548 B 

24 stud head; 90 HP eng.; w/3 large irregular water holes on 
centerline 

2 

Head Gasket 

42-39 

7283 B 

24 stud head; 95 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

42-39 

7548 B 

24 stud head; 95 HP eng.; w/3 large irregular water holes on 
centerline 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

48-46 

FS 7283 B 

24 stud head; 100 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

48-46 

FS 7548 B 

24 stud head; 100 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Full Gasket Set 

48-46 

FS 7283 B 

24 stud head; 90 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

48-46 

FS 7548 B 

24 stud head; 90 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Full Gasket Set 

48-46 

FS 7283 B 

24 stud head; 95 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

48-46 

FS 7548 B 

24 stud head; 95 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Full Gasket Set 

42-39 

FS 7283 B 

24 stud head; 100 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

42-39 

FS 7548 B 

24 stud head; 100 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Full Gasket Set 

42-39 

FS 7283 B 

24 stud head; 90 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

42-39 

FS 7548 B 

24 stud head; 90 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Full Gasket Set 

42-39 

FS 7283 B 

24 stud head; 95 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

42-39 

FS 7548 B 

24 stud head; 95 HP eng.; w/3 large irregular water holes on 
centerline 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

48-46 

MS 2853 


1 

Int. Manifold Gasket Set 

42-39 

MS 2853 


1 

Exh. Manifold Gasket Set 

48-46 

MS 8028 B 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



239.4 3.9L (3924cc) L-HEAD V8 (16 Valve) (Ford/Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. 1948-1939 20 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

42-39 

MS 8028 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

48-46 

9242 

Flange; 1 to 3 Req’d. 

3 

Exhaust Pipe Gasket 

42-39 

9242 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

48-46 

773 

Glass bowl; 1 5/8" ID x 2 1/8“ OD 

1 

Fuel Pump Bowl Gasket 

42-39 

773 

Glass bowl; 1 5/8" ID x 2 1/8" OD 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

48-46 

BS 10642-2 

Rope 

1 

Rear Main Seal Set 

42-39 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

48-46 

SS 5566 

Loc. Int. 

1 

Valve Stem Seal Set 

42-39 

SS 5566 

Loc. Int. 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

48-46 

9264 

1 to 6 Req’d. 

6 

Carb. Mounting Gasket 

42-39 

9264 

1 to 6 Req’d. 


240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN B" 1970-1965 21 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-65 

525 SD 

PermaTorque Severe Duty® 

1 

Head Gasket 

70-65 

8168 PT 

PermaTorque® 

1 

Head Gasket Spacer Shim 

70-65 

8168 SP 

HeadSaver® 

1 

Head Set 

70-68 

HS 8168 PT-3 

Premium valve stem seals incl. 

1 

Head Set 

67-65 

HS 8168 PT-3 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8168 PT-2 

Premium valve stem seals incl. 

1 

Full Gasket Set 

67-65 

FS 8168 PT-2 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-65 

CS 8168 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70-65 

MS 90157-1 


1 

Intake to Exhaust Gasket 

65 

9979 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

70-65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-65 

OS 13811 C 

Cork 

1 

Drain Plug Gasket 

70-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-65 

BS 40645 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

70-65 

BS 40509 

Rubber; One-piece 

1 

Repair Sleeve 

70-65 

16251 

Crankshaft; Use w/installation tool 

1 

Repair Sleeve Tool 

70-65 

16301 

Crankshaft 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 50033 C-1 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50033 R 

Rubber 

1 

Valve Cover Gasket Set 

67-65 

VS 13799 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70-65 

PS 13809 R 

w/Grommets 

6 

Grommet Set 

70-65 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

Loc. Exh.; 1st Design; Taxi & Police; O-ring 

1 

Valve Stem Seal Set 

70 

SS 13807 

Loc. Exh.; 2nd Design; Taxi & Police; Premium valve stem 
seals incl. 

1 

Valve Stem Seal Set 

70-65 

SS 13807 

Loc. Int. & Exh.; Exc. Taxi & Police; Premium valve stem 
seals incl. 

1 

Valve Stem Seal Set 

70-65 

SS 13807 

Loc. Int.; Taxi & Police; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

Loc. Exh.; Taxi & Police; O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13807 

Loc. Exh.; Taxi & Police; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-65 

35067 

Water Outlet; 1 13/16" ID 
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2 1 240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN B" 1970-1965 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-65 

13816 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-65 

TCS 45044 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-65 

TCS 45278 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-65 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60084 


1 

Carb. Mounting Gasket 

69-68 

60084 

Carter 

1 

Carb. Mounting Gasket 

69-68 

60131 

Exc. Carter 

1 

Carb. Mounting Gasket 

69-68 

60131 

Exc. Thermactor Emission 

1 

Carb. Mounting Gasket 

69-68 

60084 

Thermactor Emission 

1 

Carb. Mounting Gasket 

69-68 

60131 

w/A/T 

1 

Carb. Mounting Gasket 

69-68 

60084 

w/M/T 

1 

Carb. Mounting Gasket 

67-65 

60131 

w/Holley Service Carb. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-65 

70374 

To block 

22 240 3.9L (3934CC) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN E" 1972-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

72-65 

525 SD 

PermaTorque Severe Duty® 

1 

Head Gasket 

72-65 

8168 PT 

PermaTorque® 

1 

Head Gasket Spacer Shim 

72-65 

8168 SP 

HeadSaver® 

1 

Head Set 

72-68 

HS 8168 PT-3 

Premium valve stem seals incl. 

1 

Head Set 

67-65 

HS 8168 PT-3 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-68 

FS 8168 PT-2 

Premium valve stem seals incl. 

1 

Full Gasket Set 

67-65 

FS 8168 PT-2 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72-65 

CS 8168 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

72-65 

MS 90157-1 


1 

Intake to Exhaust Gasket 

65 

9979 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72-65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-65 

OS 13811 C 

Cork 

1 

Drain Plug Gasket 

72-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-65 

BS 40645 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

72-65 

BS 40509 

Rubber; One-piece 

1 

Repair Sleeve 

72-65 

16251 

Crankshaft; Use w/installation tool 

1 

Repair Sleeve Tool 

72-65 

16301 

Crankshaft 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-68 

VS 50033 C-1 

Cork 

1 

Valve Cover Gasket Set 

72-68 

VS 50033 R 

Rubber 

1 

Valve Cover Gasket Set 

67-65 

VS 13799 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

72-65 

PS 13809 R 

w/Grommets 

6 

Grommet Set 

72-65 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 13807 

Loc. Exh.; Taxi & Police; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-65 

SS 13807 

Loc. Int. & Exh.; Exc. Taxi & Police; Premium valve stem 
seals incl. 

1 

Valve Stem Seal Set 

72-65 

SS 13807 

Loc. Int.; Taxi & Police; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

70 

SS 5112 

Loc. Exh.; 1st Design; Taxi & Police; O-ring 

1 

Valve Stem Seal Set 

70 

SS 13807 

Loc. Exh.; 2nd Design; Taxi & Police; Premium valve stem 
seals incl. 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

Loc. Exh.; Taxi & Police; O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13807 

Loc. Exh.; Taxi & Police; Premium valve stem seals incl. 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN E" 1972-1965 22 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-65 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-65 

13816 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-65 

TCS 45044 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72-65 

TCS 45278 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

72-65 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-70 

60084 


1 

Carb. Mounting Gasket 

69-68 

60084 

Carter 

1 

Carb. Mounting Gasket 

69-68 

60131 

Exc. Carter 

1 

Carb. Mounting Gasket 

69-68 

60131 

Exc. Thermactor Emission 

1 

Carb. Mounting Gasket 

69-68 

60084 

Thermactor Emission 

1 

Carb. Mounting Gasket 

69-68 

60131 

w/A/T 

1 

Carb. Mounting Gasket 

69-68 

60084 

w/M/T 

1 

Carb. Mounting Gasket 

67-65 

60131 

w/Holley Service Carb. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72-65 

70374 

To block 

240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN V" 1972-1965 23 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

72-65 

525 SD 

PermaTorque Severe Duty® 

1 

Head Gasket 

72-65 

8168 PT 

PermaTorque® 

1 

Head Gasket Spacer Shim 

72-65 

8168 SP 

HeadSaver® 

1 

Head Set 

72-68 

HS 8168 PT-3 

Premium valve stem seals incl. 

1 

Head Set 

67-65 

HS 8168 PT-3 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-68 

FS 8168 PT-2 

Premium valve stem seals incl. 

1 

Full Gasket Set 

67-65 

FS 8168 PT-2 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72-65 

CS 8168 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

72-65 

MS 90157-1 


1 

Intake to Exhaust Gasket 

65 

9979 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72-65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 72-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-65 

OS 13811 C 

Cork 

1 

Drain Plug Gasket 

72-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-65 

BS 40645 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

72-65 

BS 40509 

Rubber; One-piece 

1 

Repair Sleeve 

72-65 

16251 

Crankshaft; Use w/installation tool 

1 

Repair Sleeve Tool 

72-65 

16301 

Crankshaft 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

72-68 

VS 50033 C-1 

Cork 

1 

Valve Cover Gasket Set 

72-68 

VS 50033 R 

Rubber 

1 

Valve Cover Gasket Set 

67-65 

VS 13799 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Sel 

: 72-65 

PS 13809 R 

w/Grommets 

6 

Grommet Set 

72-65 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 13807 

Loc. Exh.; Taxi & Police; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-65 

SS 13807 

Loc. Int. & Exh.; Exc. Taxi & Police; Premium valve stem 





seals incl. 

1 

Valve Stem Seal Set 

72-65 

SS 13807 

Loc. Int.; Taxi & Police; Premium valve stem seals incl. 

1 

Vaive Stem Seal Set 

70 

SS 5112 

Loc. Exh.; 1st Design; Taxi & Police; O-ring 

1 

Valve Stem Seal Set 

70 

SS 13807 

Loc. Exh.; 2nd Design; Taxi & Police; Premium valve stem 





seals incl. 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


23 240 3.9L (3934CC) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN V" 1972-1965 

(cont.) 





VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

Loc. Exh.; Taxi & Police; O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13807 

Loc. Exh.; Taxi & Police; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-65 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-65 

13816 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-65 

TCS 45044 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72-65 

TCS 45278 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72-65 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-70 

60084 


1 

Carb. Mounting Gasket 

69-68 

60084 

Carter 

1 

Carb. Mounting Gasket 

69-68 

60131 

Exc. Carter 

1 

Carb. Mounting Gasket 

69-68 

60131 

Exc. Thermactor Emission 

1 

Carb. Mounting Gasket 

69-68 

60084 

Thermactor Emission 

1 

Carb. Mounting Gasket 

69-68 

60131 

w/A/T 

1 

Carb. Mounting Gasket 

69-68 

60084 

w/M/T 

1 

Carb. Mounting Gasket 

67-65 

60131 

w/Holley Service Carb. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72-65 

70374 

To block 

24 250 4.1 L (4098CC) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN C" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80 

7916 PT-1 


1 

Head Set 

80 

HS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 7916PT-3 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

80 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

80 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30217 C 


1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

80 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80 

35054 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45059 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45660 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60444 

Carb. to spacer 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 




250 4.1 L (4098cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN C" 1980 24 





(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60081 

Spacer to manifold 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

70020 


250 4.1 L (4098cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN L" 1979-1969 25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-69 

7916 PT-1 


1 

Head Set 

79-69 

HS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-69 

FS 7916PT-3 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

79-69 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-77 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

79-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

79-69 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76 

60309 

Exc. Ford Maverick Base, Grabber 1 Mercury Comet Base; 
Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

75 

60309 

Ford Granada Base, Ghia 1 Mercury Monarch Base, Ghia; 
Converter; 2 1/2" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-69 

OS 30217 C 


1 

Drain Plug Gasket 

79-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-69 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-69 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

79-69 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-69 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-69 

35054 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-69 

TCS 45059 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-69 

TCS 45660 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-69 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-75 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-75 

60269 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79-77 

60328 

Spacer to manifold 

1 

Carb. Mounting Gasket 

76-73 

60196 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60190 

Carb. to heat shield 

1 

Carb. Mounting Gasket 

74 

60090-1 

Exc. Thermactor Emission; Carb. to spacer 

1 

Carb. Mounting Gasket 

74 

60090-1 

w/M/T; Carb. to spacer 

1 

Carb. Mounting Gasket 

73-70 

60090-1 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-69 

60081 

Spacer to manifold 

1 

Carb. Mounting Gasket 

69 

60084 

Exc. Holley; Carb. to spacer 

1 

Carb. Mounting Gasket 

69 

60131 

Holley; Carb. to spacer 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


1 

EGR Gasket 

76-73 

70826 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


26 255 4.2L (4179cc) OHV V8 (16 Valve), 3.68" Bore (Ford Eng.), 2 Bbl. "VIN D" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

80 

HS 8704 PT-1 

Int. manifold gskt. & exh. pipe packing not incl.; Premium 





valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 8548-4 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80 

MS 96035 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

80 

60308 

Converter; 2 11/32" ID 

1 

Exhaust Pipe Gasket 

80 

8194 

Ford Granada Base, ESS, Ghia 1 Lincoln Versailles Base 1 




Mercury Monarch Base; Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

80 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

80 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

80 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

80 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80 

35211 

Plate to block 

1 

Water Pump Gasket 

80 

35214 

Pump to plate; Exc. Police, Taxi, Trailer Tow pkg. 

1 

Water Pump Gasket 

80 

35241 

Pump to plate; Police, Taxi, Trailer Tow pkg. 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45449 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45450 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

80 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16310 

Timing Cover 

1 

Dowel Pin 

80 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60529 

Phenolic spacer; .630" thick 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

70020 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80 

72516 

Inlet tube 

27 255.4 4.2L (4186cc) L-HEAD V8 (16 Valve) (Mercury), 3.1875 

" Bore (Ford Eng.), 2 Bbl. 1953-1949 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

53-49 

7526 B-1 

Loc. L.H.; Overbore 3.420" 

1 

Head Gasket 

53-49 

7526 B 

Loc. L.H.; Standard bore 3.270" 

1 

Head Gasket 

53-49 

7525 B-1 

Loc. R.H.; Overbore 3.420" 

1 

Head Gasket 

53-49 

7525 B 

Loc. R.H.; Standard bore 3.270" 

1 

Head Set 

53-49 

HS 7525 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-49 

FS 7525 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

53-49 

MS 8903 
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255.4 4.2L (4186cc) L-HEAD V8 (16 Valve) (Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. 1953-1949 

27 

(cont.) 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

53-49 

PART NO. 

60052 

DESCRIPTION 

Flange; 2 1/8" ID 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

53-49 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

53-49 

PART NO. 

OS 2996 C-1 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

53-49 

PART NO. 

BS 10642-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

53-49 

PART NO. 

SS 5566 

DESCRIPTION 

Loc. Int. 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

53-49 

PART NO. 

35067 

DESCRIPTION 

Water Outlet; 1 13/16” ID 


QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

53-49 

PART NO. 

2972 

DESCRIPTION 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

53-49 

PART NO. 

9093 

DESCRIPTION 



256 4.2L (4196cc) OHV V8 (16 Valve) (Mercury), 3.625" Bore (Ford Eng.), 4 Bbl. "VIN P" 1954 

28 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

54 

54 

PART NO. 

7999 PT 

HS 7999 PT-3 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

54 

PART NO. 

FS 7999 PT-3 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Exh. Manifold Gasket Set 

YEARS 

54 

PART NO. 

MS 9492 B 

DESCRIPTION 


QTY 

3 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

Exhaust Pipe Gasket 

YEARS 

54 

54 

PART NO. 

9242 

60052 

DESCRIPTION 

Dual exh. 

Single exh.; 2 1/8” ID 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

54 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

54 

PART NO. 

OS 10701 C-1 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

54 

PART NO. 

BS 10743 

DESCRIPTION 

Rope 


QTY 

1 

4 

VALVE COVER 

Valve Cover Gasket Set 
Grommet Set 

YEARS 

54 

54 

PART NO. 

VS 10680 C 

10740 

DESCRIPTION 

w/Grommets 

Valve Cover 


QTY 

1 

2 

PUSH ROD COVER 

Push Rod Cover Gasket Set 
Grommet Set 

YEARS 

54 

54 

PART NO. 

PS 10700 R 

10740 

DESCRIPTION 

w/Grommets 

Push Rod Cover 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

54 

PART NO. 

SS 10777 

DESCRIPTION 


QTY 

1 

THERMOSTAT HOUSING 

Thermostat Gasket 

YEARS 

54 

PART NO. 

10676 

DESCRIPTION 

Thermostat Housing 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

54 

PART NO. 

10714 

DESCRIPTION 

Water Outlet; Bypass tube 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

54 

PART NO. 

TCS 10677-3 

DESCRIPTION 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

54 

PART NO. 

10784 

DESCRIPTION 



256 4.2L (4196cc) OHV V8 (16 Valve) (Mercury), 3.625" Bore (Ford Eng.), 4 Bbl. 1954 

29 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

54 

54 

PART NO. 

7999 PT 

HS 7999 PT-3 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

54 

PART NO. 

FS 7999 PT-3 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Exh. Manifold Gasket Set 

YEARS 

54 

PART NO. 

MS 9492 B 

DESCRIPTION 


QTY 

3 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

54 

PART NO. 

9242 

DESCRIPTION 

Dual exh. 
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29 256 4.2L (4196cc) OHV V8 (16 Valve) (Mercury), 3.625" 

(cont.) 

Bore (Ford Eng.), 4 Bbl. 1954 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54 

60052 

Single exh.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54 

OS 10701 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54 

BS 10743 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

54 

VS 10680C 

w/Grommets 

4 

Grommet Set 

54 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

54 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

54 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

54 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

54 

10714 

Water Outlet; Bypass tube 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

54 

TCS 10677-3 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

54 

10784 


30 260 4.3L (4261 cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2 Bbl. "VIN F" 1965-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-62 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

65-62 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65-62 

8548 SP-1 

HeadSaver® 

1 

Head Set 

65-62 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-62 

FS 8548 PT-16 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-62 

CS 8548-4 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-62 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

65-62 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65-62 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-62 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

63 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-62 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

65-62 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

65-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-62 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-62 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

65-62 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

65-62 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

65-62 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-62 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

65-62 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-62 

35067 

Water Outlet; 1 13/16" ID 
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260 4.3L (4261 cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2 Bbl. "VIN F" 1965-1962 

30 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65-62 

13267 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65-62 

TCS 45008 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65-62 

TCS 45168 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65-62 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65-62 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65-62 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65-62 

60094-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65-62 

5511 

Distributor Mounting 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

65-62 

70083 



1 

Oil Pump Gasket 

65-62 

72516 

Inlet tube 




272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 2 Bbl. "VIN B" 1957 

31 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

57 

7999 PT 



1 

Head Set 

57 

HS 7999 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57 

FS 7999 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

57 

MS 9361 B-1 



1 

Exh. Manifold Gasket Set 

57 

MS 9492 B 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

57 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

57 

OS 10701 C-1 



1 

Drain Plug Gasket 

57 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57 

BS 10743 

Rope 


1 

Rear Main Seal Set 

57 

BS 6141 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

57 

VS 10680 C 

w/Grommets 


4 

Grommet Set 

57 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

57 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

57 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

57 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

57 

10676 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

57 

10714 

Water Outlet; Bypass tube 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

57 

10738 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

57 

TCS 10677-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

57 

60048 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

57 

10784 





272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 4 Bbl. "VIN M" 1955 

32 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

55 

7999 PT 



1 

Head Set 

55 

HS 7999 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

55 

FS 7999 PT-3 
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32 272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 4 Bbl. "VIN M" 1955 

(cont.) 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

55 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

55 

60052 

Dual exh.; 1 or 2 Req’d.; 2 1/8“ ID 

3 

Exhaust Pipe Gasket 

55 

60052 

Single exh.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

55 

773 

Exc. Ford Thunderbird Base; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55 

OS 10701 C-1 


1 

Drain Plug Gasket 

55 

70822 

Exc. Ford Thunderbird Base 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 10743 

Rope 

1 

Rear Main Seal Set 

55 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55 

VS 10680C 

w/Grommets 

4 

Grommet Set 

55 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

55 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

55 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

55 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55 

TCS 10677-3 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

55 

10784 


33 272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 2 Bbl. "VIN U" 1956-1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56-55 

7999 PT 


1 

Head Set 

56-55 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56-55 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56-55 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

56-55 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

56-55 

60052 

Dual exh.; 1 or 2 Req’d.; 2 1/8" ID 

3 

Exhaust Pipe Gasket 

56-55 

60052 

Single exh.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

56-55 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-55 

OS 10701 C-1 


1 

Drain Plug Gasket 

56-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-55 

BS 10743 

Rope 

1 

Rear Main Seal Set 

56-55 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-55 

VS 10680C 

w/Grommets 

4 

Grommet Set 

56-55 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56-55 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

56-55 

10740 

Push Rod Cover 
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272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 2 Bbl. "VIN U" 1956-1955 33 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

56-55 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

56-55 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-55 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

56-55 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56-55 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

56-55 

9264 

Carb. to governor; 1 to 3 Req’d. 

3 

Carb. Mounting Gasket 

55 

9264 

Carb. to manifold; 1 to 3 Req’d. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

56-55 

10784 



289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN A" 1968-1964 34 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-64 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

68-64 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-64 

8548 SP-1 

HeadSaver® 

1 

Head Set 

68-64 

HS 8548 PT-11 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-64 

FS 8548 PT-16 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Water pump to plate gskt. not incl.; Multi-piece oil pan 
gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-64 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-64 

MS 90103-1 

Exc. Hi-Perf. & Special 

1 

Int. Manifold Gasket Set 

68-64 

MS 90116-1 

Hi-Perf. & Special 

1 

Exh. Manifold Gasket Set 

68-64 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68-64 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-64 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65 

9827 

Resonator inlet pipe 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-64 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

68-64 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

68-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-64 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-64 

VS 13264 C 

Cork 

1 

Valve Cover Gasket Set 

68-64 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

68-64 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

68-64 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-64 

SS 72562 

Loc. Exh.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

68-64 

SS 13364-1 

Loc. Int.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-64 

35067 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

35211 

Plate to block 

1 

Water Pump Gasket 

68-64 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

1 

Water Pump Gasket 

64 

13267 

Plate to block 
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(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-64 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

68-64 

TCS 45168 

w/Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

68-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

68-67 

60046 


2 

Carb. Mounting Gasket 

66 

60046 

Mercury Caliente Base, Capri Base, Comet Base, Cyclone 





Base, Villager Base, Voyager Base 

2 

Carb. Mounting Gasket 

66 

60059 

Exc. Mercury Caliente Base, Capri Base, Comet Base, 

Cyclone Base, Villager Base, Voyager Base; Exc. Hi-Perf. 

2 

Carb. Mounting Gasket 

66 

60046 

Exc. Mercury Caliente Base, Capri Base, Comet Base, 

Cyclone Base, Villager Base, Voyager Base; Hi-Perf. 

2 

Carb. Mounting Gasket 

65 

60059 

Exc. Hi-Perf. 

2 

Carb. Mounting Gasket 

65 

60046 

Hi-Perf. 

2 

Carb. Mounting Gasket 

64 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-64 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68-64 

70083 


1 

Oil Pump Gasket 

68-64 

72516 

Inlet tube 

35 289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN C" 1968-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-63 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

68-63 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-63 

8548 SP-1 

HeadSaver® 

1 

Head Set 

68-63 

HS 8548 PT-11 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-63 

FS 8548 PT-16 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 





incl.; Water pump to plate gskt. not incl.; Multi-piece oil pan 
gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-63 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-63 

MS 90103-1 

Exc. Hi-Perf. & Special 

1 

Int. Manifold Gasket Set 

68-63 

MS 90116-1 

Hi-Perf. & Special 

1 

Exh. Manifold Gasket Set 

68-63 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68-63 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-63 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65 

9827 

Resonator inlet pipe 

1 

Exhaust Pipe Gasket 

63 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-63 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

68-63 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

68-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-63 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-63 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

68-63 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

68-63 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

68-63 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-63 

SS 72562 

Loc. Exh.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 
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(cont.) 


VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-63 

SS 13364-1 

Loc. Int.; Exc. Hi-Perf. & Special; Premium valve stem seals 





incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-63 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

35211 

Plate to block 

1 

Water Pump Gasket 

68-63 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

1 

Water Pump Gasket 

64-63 

13267 

Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-63 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

68-63 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

68-63 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-63 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

68-63 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-63 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68-63 

70083 


1 

Oil Pump Gasket 

68-63 

72516 

Inlet tube 

289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN D" 1965-1964 36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-64 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

65-64 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65-64 

8548 SP-1 

HeadSaver® 

1 

Head Set 

65-64 

HS 8548 PT-11 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-64 

FS 8548 PT-16 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Water pump to plate gskt. not incl.; Multi-piece oil pan 
gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-64 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-64 

MS 90103-1 

Exc. Hi-Perf. & Special 

1 

Int. Manifold Gasket Set 

65-64 

MS 90116-1 

Hi-Perf. & Special 

1 

Exh. Manifold Gasket Set 

65-64 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65-64 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-64 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65 

9827 

Resonator inlet pipe 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 65-64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-64 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

65-64 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

65-64 

70822 


QTY 

CRANKSHAFT REAR SEAL YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-64 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-64 

VS 13264 C 

Cork 

1 

Valve Cover Gasket Set 

65-64 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

65-64 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

65-64 

VS 13264 R 

Rubber 
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(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-64 

SS 72562 

Loc. Exh.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

65-64 

SS 13364-1 

Loc. Int.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-64 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

1 

Water Pump Gasket 

65-64 

35019 

Pump to plate 

1 

Water Pump Gasket 

64 

13267 

Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-64 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

65-64 

TCS 45168 

w/Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

65-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65 

60059 

Exc. Hi-Perf. 

2 

Carb. Mounting Gasket 

65 

60046 

Hi-Perf. 

2 

Carb. Mounting Gasket 

64 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-64 

5511 

Distributor Mounting 

1 

O-Ring 

65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-64 

70083 


1 

Oil Pump Gasket 

65-64 

72516 

Inlet tube 

37 289 4.7L (4737cc) OHV V8 Hi-Perf. (16 Valve), 4" 

Bore (Ford Eng.), 4 Bbl. "VIN K" 1967-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-63 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

67-63 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-63 

8548 SP-1 

HeadSaver® 

1 

Head Set 

67-63 

HS 8548 PT-11 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-63 

FS 8548 PT-16 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Water pump to plate gskt. not incl.; Multi-piece oil pan 
gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-63 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-63 

MS 90103-1 

Exc. Hi-Perf. & Special 

1 

Int. Manifold Gasket Set 

67-63 

MS 90116-1 

Hi-Perf. & Special 

1 

Exh. Manifold Gasket Set 

67-63 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

67-63 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-63 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65 

9827 

Resonator inlet pipe 

1 

Exhaust Pipe Gasket 

63 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-63 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

67-63 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

67-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-63 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-63 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

67-63 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

67-63 

VS 13264T 

PermaDryPlus®; Improved design 
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(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-63 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-63 

SS 72562 

Loc. Exh.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 

1 

Valve Stem Seal Set 

67-63 

SS 13364-1 

Loc. Int.; Exc. Hi-Perf. & Special; Premium valve stem seals 
incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-63 

35067 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35211 

Plate to block 

1 

Water Pump Gasket 

67-63 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

1 

Water Pump Gasket 

64-63 

13267 

Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-63 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

67-63 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

67-63 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-63 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67 

60046 


2 

Carb. Mounting Gasket 

66 

60046 

Mercury Caliente Base, Comet Base, Cyclone Base 

1 

Carb. Mounting Gasket 

66 

9840 

Ford Mustang Shelby GT-350, Shelby GT-350H 

2 

Carb. Mounting Gasket 

66 

60059 

Exc. Mercury Caliente Base, Comet Base, Cyclone Base; 

Exc. Hi-Perf. 

2 

Carb. Mounting Gasket 

66 

60046 

Exc. Mercury Caliente Base, Comet Base, Cyclone Base; 
Hi-Perf. 

2 

Carb. Mounting Gasket 

65 

60059 

Exc. Hi-Perf. 

2 

Carb. Mounting Gasket 

65 

60046 

Hi-Pert. 

2 

Carb. Mounting Gasket 

64-63 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-63 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-63 

70083 


1 

Oil Pump Gasket 

67-63 

72516 

Inlet tube 
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QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

69-64 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-64 

8548 SP-1 

HeadSaver® 

1 

Head Set 

69-64 

HS 8548 PT-11 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-64 

FS 8548 PT-16 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Water pump to plate gskt. not incl.; Multi-piece oil pan 
gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-64 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-64 

MS 90116-1 

Hi-Perf. & Special 

1 

Exh. Manifold Gasket Set 

69-64 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

69-64 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 
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38 289 4.7L (4737cc) OHV V8 Hi-Perf. (16 Valve), 4" 

(cont.) 

Bore (Ford Eng.), 2-4 Bbl. 1969-1964 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

69-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-64 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

69-64 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

69-64 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

69-64 

VS 13264 R 

Rubber 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-64 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

35211 

Plate to block 

1 

Water Pump Gasket 

69-64 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

1 

Water Pump Gasket 

64 

13267 

Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

69-64 

TCS 45168 

w/Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

69-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69-65 

60046 


2 

Carb. Mounting Gasket 

64 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-64 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-64 

70083 


1 

Oil Pump Gasket 

69-64 

72516 

Inlet tube 

39 289 4.7L (4737cc) OHV V8 Hi-Perf. (16 Valve), 4" 

Bore (Ford Eng.), 4 Bbl. 1969-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

69-64 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-64 

8548 SP-1 

HeadSaver® 

1 

Head Set 

69-64 

HS 8548 PT-11 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-64 

FS 8548 PT-16 

Hi-Perf. & Special int. manifold gskts. & valve stem seals not 
incl.; Water pump to plate gskt. not incl.; Multi-piece oil pan 
gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-64 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-64 

MS 90116-1 

Hi-Perf. & Special 

1 

Exh. Manifold Gasket Set 

69-64 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

69-64 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

69-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-64 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 13264C 

Cork 
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289 4.7L (4737cc) OHV V8 Hi-Perf. (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. 1969-1964 39 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

69-64 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

69-64 

VS 13264 R 

Rubber 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-64 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

35211 

Plate to block 

1 

Water Pump Gasket 

69-64 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

1 

Water Pump Gasket 

64 

13267 

Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

69-64 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

69-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69-65 

60046 


2 

Carb. Mounting Gasket 

64 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-64 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-64 

70083 


1 

Oil Pump Gasket 

69-64 

72516 

Inlet tube 


292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 2 Bbl. "VIN C" 1959-1957 4Q 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59-57 

7999 PT 


1 

Head Set 

59-57 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-57 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59-57 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

59-57 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

59-57 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

59 

773 

1 5/8" ID x 2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

58-57 

773 

Exc. Ford Thunderbird Base; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59-57 

OS 10701 C-1 


1 

Drain Plug Gasket 

59 

70822 


1 

Drain Plug Gasket 

58-57 

70822 

Exc. Ford Thunderbird Base 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-57 

BS 10743 

Rope 

1 

Rear Main Seal Set 

59-57 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59-57 

VS 10680 C 

w/Grommets 

4 

Grommet Set 

59-57 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59-57 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

59-57 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59-57 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

59-57 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-57 

10714 

Water Outlet; Bypass tube 
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40 292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 2 Bbl. "VIN C" 1959-1957 

(cont.) 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59-57 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-57 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-58 

60048 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59-58 

5511 

Distributor Mounting 

1 

O-Ring 

59-58 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59-57 

10784 


41 292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 4 Bbl. "VIN M" 1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56 

7999 PT 


1 

Head Set 

56 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

56 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

56 

773 

Exc. Ford Thunderbird Base; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 10701 C-1 


1 

Drain Plug Gasket 

56 

70822 

Exc. Ford Thunderbird Base 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56 

BS 10743 

Rope 

1 

Rear Main Seal Set 

56 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 10680C 

w/Grommets 

4 

Grommet Set 

56 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

56 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

56 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

56 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 10677-3 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

56 

10784 


42 292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 4 Bbl. "VIN P" 1957-1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57-55 

7999 PT 


1 

Head Set 

57-55 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57-55 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57-55 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

57-55 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

57-55 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 
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42 






(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57-55 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

57-55 

773 

Exc. Ford Thunderbird Base; 1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

57-55 

OS 10701 C-1 



1 

Drain Plug Gasket 

57-55 

70822 

Exc. Ford Thunderbird Base 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57-55 

BS 10743 

Rope 


1 

Rear Main Seal Set 

57-55 

BS 6141 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

57-55 

VS 10680 C 

w/Grommets 


4 

Grommet Set 

57-55 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

57-55 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

57-55 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

57-55 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

57-55 

10676 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

57-55 

10714 

Water Outlet; Bypass tube 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

57-55 

10738 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

57-55 

TCS 10677-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

57 

60059 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

57-55 

10784 




292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 2 Bbl. "VIN W" 1962-1960 

43 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

62-60 

7999 PT 



1 

Head Set 

62-60 

HS 7999 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62-60 

FS 7999 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

62-60 

MS 9361 B-1 



1 

Exh. Manifold Gasket Set 

62-60 

MS 9492 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

62-60 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

62-60 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62-60 

OS 10701 C-1 



1 

Drain Plug Gasket 

62-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62-60 

BS 10743 

Rope 


1 

Rear Main Seal Set 

62-60 

BS 6141 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62-60 

VS 12949 

w/Grommets 


4 

Grommet Set 

62-60 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

62-60 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

62-60 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62-60 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

62-60 

10676 

Thermostat Housing 
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43 292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 2 Bbl. "VIN W" 1962-1960 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-60 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62-60 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-60 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62-60 

60048 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62-60 

5511 

Distributor Mounting 

1 

O-Ring 

62-60 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62-60 

10784 


44 302 5.0L (4950CC) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN D" 1972-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-69 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

72-69 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72-69 

8548 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8548 PT-11 

Premium valve stem seals incl. 

1 

Head Set 

71-69 

HS 8548 PT-11 

Hi-Perf. int. manifold gskts. not incl.; Exh. pipe packing not 
incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8548 PT-16 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

71-69 

FS 8548 PT-16 

Hi-Perf. int. manifold gskts. not incl.; Water pump to plate 
gskts. & exh. pipe packing not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72-69 

CS 8548-4 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90103-1 


1 

Int. Manifold Gasket Set 

71-69 

MS 90103-1 

Exc. Hi-Perf. 

1 

Int. Manifold Gasket Set 

71-69 

MS 90116-1 

Hi-Perf. 

1 

Exh. Manifold Gasket Set 

72-69 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

72 

60985 

Exc. Ford LTD Base, Brougham; Opt. sintered metal; 1 or 2 
Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

8194 

Exc. Ford LTD Base, Brougham; Packing; 1 or 2 Req'd.; 2 

1/32"ID 

2 

Exhaust Pipe Gasket 

71-69 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-69 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-69 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

72-69 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

72-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-69 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-69 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

72-69 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

72-69 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

72-69 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-69 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-69 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-69 

35211 

Plate to block 

1 

Water Pump Gasket 

72-70 

35066 

Pump to plate 
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(cont.) 

QTY 

WATER PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-69 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

72-69 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

72-69 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-69 

16310 

Timing Cover 

1 

Dowel Pin 

72-69 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-69 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

72-69 

60094-1 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

72-69 

5511 

Distributor Mounting 

1 

O-Ring 

72-70 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72-69 

70083 


1 

Oil Pump Gasket 

72-69 

72516 

Inlet tube 

302 5.0L (4950cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN F" 1980-1968 45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-68 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

80-68 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-68 

8548 SP-1 

HeadSaver® 

1 

Head Set 

80 

HS 8548 PT-11 

Premium valve stem seals incl. 

1 

Head Set 

79-78 

HS 8548 PT-11 

Ford Fairmont Base, Futura; Exh. pipe packing not incl.; 





Premium valve stem seals incl. 

1 

Head Set 

79-78 

HS 8548 PT-11 

Exc. Ford Fairmont Base, Futura; Premium valve stem seals 





incl. 

1 

Head Set 

77-75 

HS 8548 PT-11 

Premium valve stem seals incl. 

1 

Head Set 

74 

HS 8548 PT-11 

Thermactor Emission int. manifold gskts. not incl.; Premium 





valve stem seals incl. 

1 

Head Set 

73-72 

HS 8548 PT-11 

Premium valve stem seals incl. 

1 

Head Set 

71-68 

HS 8548 PT-11 

Hi-Perf. int. manifold gskts. not incl.; Exh. pipe packing not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8548 PT-16 

Exc. H.O.; Water pump to plate gskts. not incl.; Multi-piece oil 





pan gskt. incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

79-78 

FS 8548 PT-16 

Ford Fairmont Base, Futura; Water pump to plate gskts. & 





exh. pipe packing not incl.; Multi-piece oil pan gskt. incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

79-78 

FS 8548 PT-16 

Exc. Ford Fairmont Base, Futura; Water pump to plate gskts. 
not incl.; Multi-piece oil pan gskt. incl.; Premium valve stem 
seals incl. 

1 

Full Gasket Set 

77-75 

FS 8548 PT-16 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 





incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8548 PT-16 

Thermactor Emission int. manifold gskts. & Water pump to 





plate gskt. not incl.; Multi-piece oil pan gskt. incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

73-72 

FS 8548 PT-16 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 





incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

71-68 

FS 8548 PT-16 

Hi-Perf. int. manifold gskts. not incl.; Water pump to plate 
gskts. & exh. pipe packing not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-68 

CS 8548-4 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-77 

MS 90361 


1 

Int. Manifold Gasket Set 

76-75 

MS 90103-1 


1 

Int. Manifold Gasket Set 

74 

MS 90103-1 

Exc. Thermactor Emission 

1 

Int. Manifold Gasket Set 

73-72 

MS 90103-1 


1 

Int. Manifold Gasket Set 

71-68 

MS 90103-1 

Exc. Hi-Perf. 

1 

Int. Manifold Gasket Set 

71-68 

MS 90116-1 

Hi-Perf. 

1 

Exh. Manifold Gasket Set 

80-68 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-75 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

80-75 

60308 

Converter; 2 11/32" ID 

2 

Exhaust Pipe Gasket 

80 

60985 

Ford Granada Base, ESS, Ghia 1 Lincoln Versailles Base 1 




Mercury Monarch Base; Opt. sintered metal; 2 1/32" ID 
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(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80 

8194 

Ford Granada Base, ESS, Ghia 1 Lincoln Versailles Base 1 
Mercury Monarch Base; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

79 

60985 

Exc. Ford Fairmont Base, Futura, LTD Base, Country Squire, 
Landau, LTD II Base, Landau, S, Thunderbird Base, 

Heritaqe, Town Landau; Opt. sintered metal; 1 or 2 Req’d.; 2 
1/32" ID 

2 

Exhaust Pipe Gasket 

79-78 

60198 

Ford Fairmont Base, Futura; Packing; 1 or 2 Req'd.; 1 25/32" 

ID 

Exc. Ford Fairmont Base, Futura, LTD Base, Country Squire, 
Landau, LTD II Base, Landau, S, Thunderbird Base, 

Heritage, Town Landau; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

79 

8194 

2 

Exhaust Pipe Gasket 

78 

60985 

Exc. Ford Fairmont Base, Futura, LTD Base, Country Squire, 
Landau, LTD II Base, Brougham, S, Thunderbird Base, 
Diamond Jubilee, Town Landau; Opt. sintered metal; 1 or 2 
Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78 

8194 

Exc. Ford Fairmont Base, Futura, LTD Base, Country Squire, 
Landau, LTD II Base, Brougham, S, Thunderbird Base, 
Diamond Jubilee, Town Landau; Packing; 1 or 2 Req'd.; 2 

1/32" ID 

2 

Exhaust Pipe Gasket 

77 

60985 

Exc. Ford LTD Base, Country Squire, Landau, LTD II Base, 
Brougham, S, Squire, Thunderbird Base; Opt. sintered metal; 

1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

77 

8194 

Exc. Ford LTD Base, Country Squire, Landau, LTD II Base, 
Brougham, S, Squire, Thunderbird Base; Packing; 1 or 2 
Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76-75 

60985 

Exc. Ford LTD Base, Brougham, Country Squire, Landau; 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76-75 

8194 

Exc. Ford LTD Base, Brougham, Country Squire, Landau; 
Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-72 

60985 

Exc. Ford LTD Base, Brougham; Opt. sintered metal; 1 or 2 
Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-72 

8194 

Exc. Ford LTD Base, Brougham; Packing; 1 or 2 Req'd.; 2 

1/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-68 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

80-68 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

80-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-68 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-68 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

80-68 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

80-68 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

80-68 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-68 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-68 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-68 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-68 

35211 

Plate to block 

1 

Water Pump Gasket 

80 

35066 

Exc. Ford Thunderbird Base, Silver Anniversary, Town 

Landau 1 Mercury Marquis Base, Brougham; Pump to plate 

1 

Water Pump Gasket 

80 

35214 

Ford Thunderbird Base, Silver Anniversary, Town Landau 1 
Mercury Marquis Base, Brougham; Pump to plate; Exc. 

Police, Taxi, Trailer Tow pkg. 

1 

Water Pump Gasket 

80 

35241 

Pump to plate; Police, Taxi, Trailer Tow pkg. 

1 

Water Pump Gasket 

79 

35066 

Exc. Ford LTD Base, Country Squire, Landau, Mustang 2+2, 
Base, Ghia, Mach 1 1 Mercury Capri Base, Ghia, Marquis 

Base, Brougham; Pump to plate 

1 

Water Pump Gasket 

79 

35214 

Ford LTD Base, Country Squire, Landau, Mustang 2+2, Base, 
Ghia, Mach 1 1 Mercury Capri Base, Ghia, Marquis Base, 
Brougham; Pump to plate 

1 

Water Pump Gasket 

78-70 

35066 

Pump to plate 
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(cont.) 

QTY 

WATER PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 45449 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Cover Set 

78-68 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45450 

w/Sleeve 'N’ Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-68 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

80-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-68 

16310 

Timing Cover 

1 

Dowel Pin 

80-68 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-75 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

80-77 

60379 

5 3/8" ID 

1 

Air Cleaner Gasket 

74-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-77 

60529 

Aluminum Int. manifold; Phenolic spacer; .630" thick 

1 

Carb. Mounting Gasket 

80-77 

60716 

Cast iron Int. manifold; Carb. to spacer 

1 

Carb. Mounting Gasket 

80-77 

60244 

Exc. Lincoln Versailles Base; Cast iron Int. manifold; Exc. 
Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

76-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

76-75 

60244 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60186 

Spacer to manifold 

2 

Carb. Mounting Gasket 

72-68 

60094-1 

1 or 2 Req’d. 

1 

Carburetor Mounting Set 

80-77 

ES 70582 

Exc. Lincoln Versailles Base; Cast iron Int. manifold; Exc. 
Canada; Carb. to spacer, Spacer to manifold, EGR incl. 

1 

Carburetor Mounting Set 

76-75 

ES 70582 

Carb. to spacer, Spacer to manifold, EGR incl. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-68 

5511 

Distributor Mounting 

1 

O-Ring 

72-70 

13069 

Distributor Mounting; Molded tapered washer 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-78 

70020 

Valve 

1 

EGR Gasket 

77 

70020 


1 

EGR Gasket 

76-73 

70826 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-68 

72516 

Inlet tube 

1 

Oil Pump Gasket 

72-68 

70083 


302 5.0L (4950cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN J" 1968 46 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

68 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68 

8548 SP-1 

HeadSaver® 

1 

Head Set 

68 

HS 8548 PT-11 

Hi-Perf. int. manifold gskts. not incl.; Exh. pipe packing not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8548 PT-16 

Hi-Perf. int. manifold gskts. not incl.; Water pump to plate 
gskt. & exh. pipe packing not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 90103-1 

Exc. Hi-Perf. 

1 

Int. Manifold Gasket Set 

68 

MS 90116-1 

Hi-Perf. 

1 

Exh. Manifold Gasket Set 

68 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

68 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

68 

70822 
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(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

68 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

68 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

68 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

35211 

Plate to block 

1 

Water Pump Gasket 

68 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45168 

w/Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16310 

Timing Cover 

1 

Dowel Pin 

68 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

68 

60046 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

5511 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

70083 


1 

Oil Pump Gasket 

68 

72516 

Inlet tube 

47 302 5.0L (4950CC) OHV V8 Boss/Eliminator (16 Valve), 4" 

Bore (Ford Eng.), 4 Bbl. "VIN G" 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8346 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8346 PT 

Water pump to plate gskts. & exh. pipe packing not incl.; 
Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8548-4 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90150 


1 

Exh. Manifold Gasket Set 

71-69 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70 

60218 

Packing; 1 or 2 Req'd.; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

69 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 50068 R 

Rubber 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

35211 

Plate to block 

1 

Water Pump Gasket 

71-70 

35066 

Pump to plate 

1 

Water Pump Gasket 

69 

35019 

Pump to plate 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



302 5.0L (4950cc) OHV V8 Boss/Eliminator (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN G" 1971-1969 

47 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-69 

TCS 45008 

w/o Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl 


1 

Repair Sleeve 

71-69 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 


1 

Dowel Pin 

71-69 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-69 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

71-69 

60068-1 

1 to 3 Req’d. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

71-69 

5511 

Distributor Mounting 


1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

71-69 

70135 

Adapter 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71-69 

70083 



1 

Oil Pump Gasket 

71-69 

72516 

Inlet tube 



312 5.1 L (5114cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 4 Bbl. "VIN D" 1957 

48 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

57 

7999 PT 



1 

Head Set 

57 

HS 7999 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57 

FS 7999 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

57 

MS 9361 B-1 



1 

Exh. Manifold Gasket Set 

57 

MS 9492 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

57 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

57 

773 

Exc. Ford Thunderbird Base; 1 5/8" ID x2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

57 

OS 10701 C-1 



1 

Drain Plug Gasket 

57 

70822 

Exc. Ford Thunderbird Base 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57 

BS 10743 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

57 

VS 10680C 

w/Grommets 


4 

Grommet Set 

57 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

57 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

57 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

57 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

57 

10676 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

57 

10714 

Water Outlet; Bypass tube 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

57 

10738 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

57 

TCS 10677-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

57 

60059 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

57 

10784 




312 5.1 L (5114cc) OHV V8 (16 Valve), 3.7969" 

Bore (Ford Eng.), 2-4 Bbl. "VIN E" 1957-1956 

49 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

57-56 

7999 PT 



1 

Head Set 

57-56 

HS 7999 PT-3 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


49 312 5.1 L (5114CC) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2-4 Bbl. "VIN E" 1957-1956 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57-56 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57-56 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

57-56 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57-56 

60052 

Flange; 1 or 2 Req’d.; 2 1/8” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

56 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57-56 

OS 10701 C-1 


1 

Drain Plug Gasket 

56 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-56 

BS 10743 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57-56 

VS 10680C 

w/Grommets 

4 

Grommet Set 

57-56 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57-56 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

57-56 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-56 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

57-56 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-56 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

57-56 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-56 

TCS 10677-3 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

57-56 

10784 


50 312 5.1 L (5114cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 4 Bbl. "VIN F" 1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57 

7999 PT 


1 

Head Set 

57 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

57 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57 

60052 

Flange; 1 or 2 Req’d.; 2 1/8” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

57 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 10701 C-1 


1 

Drain Plug Gasket 

57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 10743 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 10680C 

w/Grommets 

4 

Grommet Set 

57 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

57 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 10777 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 




312 5.1L (5114cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 4 Bbl. "VIN F" 1957 

50 

(cont.) 

QTY 

1 

THERMOSTAT HOUSING 

Thermostat Gasket 

YEARS 

57 

PART NO. 

10676 

DESCRIPTION 

Thermostat Housing 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

57 

PART NO. 

10714 

DESCRIPTION 

Water Outlet; Bypass tube 


QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

57 

PART NO. 

10738 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

57 

PART NO. 

TCS 10677-3 

DESCRIPTION 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

57 

PART NO. 

60059 

DESCRIPTION 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

57 

PART NO. 

10784 

DESCRIPTION 




312 5.1L (5114cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 4 Bbl. "VIN L" 1958 

51 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

58 

58 

PART NO. 

7999 PT 

HS 7999 PT-3 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

58 

PART NO. 

FS 7999 PT-3 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

58 

58 

PART NO. 

MS 9361 B-1 

MS 9492 B 

DESCRIPTION 


QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

58 

PART NO. 

60052 

DESCRIPTION 

Flange; 1 or 2 Req’d.; 2 1/8" ID 


QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gaskel 

Fuel Pump Bowl Gasket 

YEARS 

t 58 

58 

PART NO. 

6579 

773 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 5/8" ID x 2 1/8" OD 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

58 

58 

PART NO. 

OS 10701 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

58 

PART NO. 

BS 10743 

DESCRIPTION 

Rope 


QTY 

1 

4 

VALVE COVER 

Valve Cover Gasket Set 
Grommet Set 

YEARS 

58 

58 

PART NO. 

VS 10680 C 

10740 

DESCRIPTION 

w/Grommets 

Valve Cover 


QTY 

1 

2 

PUSH ROD COVER 

Push Rod Cover Gasket Set 
Grommet Set 

YEARS 

58 

58 

PART NO. 

PS 10700 R 

10740 

DESCRIPTION 

w/Grommets 

Push Rod Cover 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

58 

PART NO. 

SS 10777 

DESCRIPTION 


QTY 

1 

THERMOSTAT HOUSING 

Thermostat Gasket 

YEARS 

58 

PART NO. 

10676 

DESCRIPTION 

Thermostat Housing 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

58 

PART NO. 

10714 

DESCRIPTION 

Water Outlet; Bypass tube 


QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

58 

PART NO. 

10738 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

58 

PART NO. 

TCS 10677-3 

DESCRIPTION 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

58 

PART NO. 

60059 

DESCRIPTION 


QTY 

1 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

O-Ring 

YEARS 

58 

58 

PART NO. 

5511 

13069 

DESCRIPTION 

Distributor Mounting 

Distributor Mounting; Molded tapered washer 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

58 

PART NO. 

10784 

DESCRIPTION 



312 5.1 L (5114cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2 Bbl. "VIN P" 1960-1959 

52 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

60-59 

60-59 

PART NO. 

7999 PT 

HS 7999 PT-3 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60-59 

PART NO. 

FS 7999 PT-3 

DESCRIPTION 
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52 312 5.1 L (5114CC) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2 Bbl. "VIN P" 1960-1959 

(cont.) 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-59 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

60-59 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60-59 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

60-59 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 10701 C-1 


1 

Drain Plug Gasket 

60-59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 10743 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12949 

w/Grommets 

1 

Valve Cover Gasket Set 

59 

VS 10680C 

w/Grommets 

4 

Grommet Set 

60-59 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60-59 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

60-59 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60-59 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

60-59 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-59 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-59 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-59 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60-59 

60048 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60-59 

5511 

Distributor Mounting 

1 

O-Ring 

60-59 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60-59 

10784 


53 312 5.1 L (5114CC) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 4 Bbl. "VIN P" 1958-1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-56 

7999 PT 


1 

Head Set 

58-56 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-56 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58-56 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

58-56 

MS 9492 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58-56 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-56 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

58-57 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

56 

773 

Exc. Ford Thunderbird Base; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-56 

OS 10701 C-1 


1 

Drain Plug Gasket 

58-57 

70822 


1 

Drain Plug Gasket 

56 

70822 

Exc. Ford Thunderbird Base 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-56 

BS 10743 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-56 

VS 10680C 

w/Grommets 

4 

Grommet Set 

58-56 

10740 

Valve Cover 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



312 5.1L (5114cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 4 Bbl. "VIN P" 1958-1956 

53 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

58-56 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

58-56 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

58-56 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

58-56 

10676 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

58-56 

10714 

Water Outlet; Bypass tube 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

58-56 

10738 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

58-56 

TCS 10677-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

58-57 

60059 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

58 

5511 

Distributor Mounting 


1 

O-Ring 

58 

13069 

Distributor Mounting; Molded tapered washer 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

58-56 

10784 




317.5 5.2L (5204cc) OHV V8 (16 Valve) (Lincoln), 3.8125" Bore (Ford Eng.), 2 Bbl. 1952 

54 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

52 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

52 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

52 

70822 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


4 

Grommet Set 

52 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


2 

Grommet Set 

52 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

52 

SS 10777 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

52 

9093 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

52 

10784 




317.5 5.2L (5204cc) OHV V8 (16 Valve) (Lincoln), 3.8125" Bore (Ford Eng.), 4 Bbl. 1954-1953 

55 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

54-53 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

54-53 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

54-53 

70822 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


4 

Grommet Set 

54-53 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


2 

Grommet Set 

54-53 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

54-53 

SS 10777 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

54-53 

10784 




332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN B" 1959-1958 

56 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

59-58 

8554 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

59-58 

8554 SP 

HeadSaver® 


1 

Head Set 

59-58 

HS 8554 PT 

Exh. pipe flange not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

59-58 

FS 8554 PT 

Exh. pipe flange not incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


56 332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN B" 1959-1958 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59-58 

MS 90145 


1 

Exh. Manifold Gasket Set 

59-58 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

59-58 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

59-58 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59-58 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

59-58 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

59-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-58 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59-58 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

59-58 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59-58 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

59-58 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59-58 

11760 

Plate to block 

1 

Water Pump Gasket 

59-58 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-58 

TCS 11700-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-58 

60048 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59-58 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

59-58 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59-58 

11792 


1 

Oil Pump Gasket 

59-58 

72516 

Inlet tube 

57 332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN G" 1959-1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59-58 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59-58 

8554 SP 

HeadSaver® 

1 

Head Set 

59-58 

HS 8554 PT 

Exh. pipe flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-58 

FS 8554 PT 

Exh. pipe flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59-58 

MS 90145 


1 

Exh. Manifold Gasket Set 

59-58 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

59-58 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

59-58 

773 

1 5/8" ID x 2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59-58 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

59-58 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

59-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-58 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59-58 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

59-58 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59-58 

SS 13401 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN G" 1959-1958 57 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

59-58 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59-58 

11760 

Plate to block 

1 

Water Pump Gasket 

59-58 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-58 

TCS 11700-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-58 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59-58 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

59-58 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59-58 

11792 


1 

Oil Pump Gasket 

59-58 

72516 

Inlet tube 


351 5.8L (5753cc) OHV V8 Cleveland (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1974-1970 58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-70 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

74-70 

8347 SP 

HeadSaver® 

1 

Head Set 

74 

HS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Head Set 

73-70 

HS 8347 PT 

Ford Mustang Base, Grande, Mach 1; Int. manifold gskt. & 
exh. pipe packing not incl.; Premium valve stem seals incl. 

1 

Head Set 

73-70 

HS 8347 PT 

Exc. Ford Mustang Base, Grande, Mach 1; Int. manifold gskt. 
not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74 

FS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

73-70 

FS 8347 PT 

Ford Mustang Base, Grande, Mach 1; Int. manifold gskt. & 
exh. pipe packing not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

73-70 

FS 8347 PT 

Exc. Ford Mustang Base, Grande, Mach 1; Int. manifold gskt. 
not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

74-70 

MS 96010 


1 

Exh. Manifold Gasket Set 

74-70 

MS 90526 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70 

60155 

Ford Mustang Base, Grande, Mach 1; Packing; 2 5/32" ID x 2 
3/4" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-70 

70272 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-70 

OS 30227 C 


1 

Drain Plug Gasket 

74-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-70 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-70 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

74-70 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-70 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

74-70 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

74-70 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-70 

35066 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-70 

TCS 45061 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-70 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-70 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-70 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-73 

60716 

Carb. to spacer 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


58 351 5.8L (5753CC) OHV V8 Cleveland (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1974-1970 

(cont.) 





CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60185 

Exc. Thermactor Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60716 

Thermactor Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

73 

60185 

Spacer to manifold 

2 

Carb. Mounting Gasket 

72-70 

60101 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74-70 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74-70 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74 

70826 


1 

EGR Gasket 

73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-70 

70273 


1 

Oil Pump Gasket 

74-70 

72516 

Inlet tube 

59 351 5.8L (5753CC) OHV V8 Cleveland (16 Valve), 4" 

Bore (Ford Eng.), 4 Bbl. "VIN M" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8347 SP 

HeadSaver® 

1 

Head Set 

71-70 

HS 8347 PT 

Exc. Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 





manifold gskts. not incl.; Premium valve stem seals incl. 

1 

Head Set 

71-70 

HS 8347 PT 

Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 





manifold gskts., exh. pipe packing not incl.; Premium valve 
stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8347 PT 

Exc. Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 





manifold gskts. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

71-70 

FS 8347 PT 

Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 
manifold gskts., exh. pipe packing not incl.; Premium valve 
stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96012 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90332 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70 

60155 

Ford Mustang Base, Grande, Mach 1; Packing; 2 5/32" ID x 2 




3/4" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

70272 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30227 C 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-70 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71-70 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35066 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45061 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60100 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



351 5.8L (5753cc) OHV V8 Cleveland (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN M" 1971-1970 59 





(cont.) 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

5511 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

70273 


1 

Oil Pump Gasket 

71-70 

72516 

Inlet tube 

351 5.8L (5753cc) OHV V8 Cleveland Boss (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN R" 1972-1971 60 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-71 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72-71 

8347 SP 

HeadSaver® 

1 

Head Set 

72-71 

HS 8347 PT 

Exc. Ford Mustang Boss 351; Int. manifold & exh. manifold 
gskts. not incl.; Premium valve stem seals incl. 

1 

Head Set 

72-71 

HS 8347 PT 

Ford Mustang Boss 351; Int. manifold & exh. manifold gskts., 
exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-71 

FS 8347 PT 

Exc. Ford Mustang Boss 351; Int. manifold & exh. manifold 
gskts. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

72-71 

FS 8347 PT 

Ford Mustang Boss 351; Int. manifold & exh. manifold gskts., 
exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

72-71 

MS 96012 


1 

Exh. Manifold Gasket Set 

72-71 

MS 90332 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-71 

70272 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-71 

OS 30227 C 


1 

Drain Plug Gasket 

72-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-71 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-71 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

72-71 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-71 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-71 

35041 

Water Outlet 

1 

Water Outlet Gasket 

72-71 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-71 

35066 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-71 

TCS 45061 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72-71 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72-71 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-71 

60032 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

72-71 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

72-71 

5511 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72-71 

70273 


1 

Oil Pump Gasket 

72-71 

72516 

Inlet tube 

351 5.8L (5753cc) OHV V8 Cleveland Cobra Jet (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1974-1971 61 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-71 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

74-71 

8347 SP 

HeadSaver® 

1 

Head Set 

74 

HS 8347 PT 

Int. manifold & exh. manifold gskts. not incl.; Premium valve 





stem seals incl. 

1 

Head Set 

73 

HS 8347 PT 

Exc. Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 





manifold gskts. not incl.; Premium valve stem seals incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


61 351 5.8L (5753cc) OHV V8 Cleveland Cobra Jet (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1974-1971 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

73 

HS 8347 PT 

Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 
manifold gskts., exh. pipe packing not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

72-71 

HS 8347 PT 

Exc. Ford Mustang Base, Boss 351, Grande, Mach 1; Int. 
manifold & exh. manifold gskts. not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

72-71 

HS 8347 PT 

Ford Mustang Base, Boss 351, Grande, Mach 1; Int. manifold 





& exh. manifold gskts., exh. pipe packing not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74 

FS 8347 PT 

Int. manifold & exh. manifold gskts. not incl.; Premium valve 





stem seals incl. 

1 

Full Gasket Set 

73 

FS 8347 PT 

Exc. Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 





manifold gskts. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

73 

FS 8347 PT 

Ford Mustang Base, Grande, Mach 1; Int. manifold & exh. 
manifold gskts., exh. pipe packing not incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

72-71 

FS 8347 PT 

Exc. Ford Mustang Base, Boss 351, Grande, Mach 1; Int. 
manifold & exh. manifold gskts. not incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

72-71 

FS 8347 PT 

Ford Mustang Base, Boss 351, Grande, Mach 1; Int. manifold 





& exh. manifold gskts., exh. pipe packing not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

74-71 

MS 96012 


1 

Exh. Manifold Gasket Set 

74-71 

MS 90332 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-71 

70272 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-71 

OS 30227 C 


1 

Drain Plug Gasket 

74-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-71 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-71 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

74-71 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-71 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

74-71 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-71 

35041 

Water Outlet 

1 

Water Outlet Gasket 

74-71 

35041T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-71 

35066 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-71 

TCS 45061 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-71 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-71 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-71 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-73 

60179 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74-71 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74-71 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74 

70826 


1 

EGR Gasket 

73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-71 

70273 


1 

Oil Pump Gasket 

74-71 

72516 

Inlet tube 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


351 5.8L (5753cc) OHV V8 Modified (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1975 62 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-75 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

79-75 

8347 SP 

HeadSaver® 

1 

Head Set 

79-75 

HS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-75 

FS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

79-75 

MS 96020 


1 

Exh. Manifold Gasket Set 

79-75 

MS 90526 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-75 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

79-75 

60308 

Converter; 2 11/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-75 

70272 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-75 

OS 30227 C 


1 

Drain Plug Gasket 

79-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-75 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-75 

VS 50068 C 

Cork 

1 

Vaive Cover Gasket Set 

79-75 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-75 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

79-75 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-75 

35041 

Water Outlet 

1 

Water Outlet Gasket 

79-75 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-75 

35088 

Plate to block 

1 

Water Pump Gasket 

79-75 

35066 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-75 

TCS 45061 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-75 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-75 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-75 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-75 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-75 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79-77 

60332 

Spacer to manifold 

1 

Carb. Mounting Gasket 

76-75 

60303 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-75 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-75 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


1 

EGR Gasket 

76-75 

70826 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-75 

70273 


1 

Oil Pump Gasket 

79-75 

72516 

Inlet tube 

351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 63 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-69 

9333 PT-1 

Hi-Pert. eng. 

2 

Head Gasket 

79-69 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

79-69 

8548 SP-1 

HeadSaver® 

1 

Head Set 

79-77 

HS 8548 PT-6 

Premium valve stem seals incl. 

1 

Head Set 

76 

HS 8548 PT-6 

From 12/02/75; Premium valve stem seals incl. 

1 

Head Set 

76 

HS 8548 PT-6 

To 12/01/75; Valve stem seals not incl. 

1 

Head Set 

75 

HS 8548 PT-6 

Valve stem seals not incl. 

1 

Head Set 

74 

HS 8548 PT-2 

Thermactor Emission int. manifold gskts. & exh. pipe packing 





not incl.; Premium valve stem seals incl. 

1 

Head Set 

73-69 

HS 8548 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


63 351 5.8L (5753CC) OHV V8 Windsor (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-77 

FS 8548 PT-15 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

76 

FS 8548 PT-15 

From 12/02/75; Water pump to plate gskt. not incl.; Multi-piece 
oil pan gskt. incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

76 

FS 8548 PT-15 

To 12/01/75; Valve stem seals not incl.; Water pump to plate 





gskt. not incl.; Multi-piece oil pan gskt. incl. 

1 

Full Gasket Set 

75 

FS 8548 PT-15 

Valve stem seals not incl.; Water pump to plate gskt. not incl.; 





Multi-piece oil pan gskt. incl. 

1 

Full Gasket Set 

74 

FS 8548 PT-2 

Thermactor Emission int. manifold gskts. not incl.; Water 





pump to plate gskt. & exh. pipe packing not incl.; Multi-piece 
oil pan gskt. incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

73-69 

FS 8548 PT-2 

Water pump to plate gskts. & exh. pipe packing not incl.; 





Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-69 

CS 8548-5 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-75 

MS 90361 


1 

Int. Manifold Gasket Set 

74 

MS 90116 

Exc. Thermactor Emission 

1 

Int. Manifold Gasket Set 

73-69 

MS 90116 


1 

Exh. Manifold Gasket Set 

79-69 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

79 

60308 

Converter; 2 11/32" ID 

1 

Exhaust Pipe Gasket 

78-75 

60309 

Converter; 2 1/2" ID 

1 

Exhaust Pipe Gasket 

78-75 

60308 

Converter; 2 11/32" ID 

2 

Exhaust Pipe Gasket 

77 

60985 

Ford Granada Base, Ghia 1 Lincoln Versailles Base 1 Mercury 
Monarch Base, Ghia; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

77 

8194 

Ford Granada Base, Ghia 1 Lincoln Versailles Base 1 Mercury 
Monarch Base, Ghia; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76 

60985 

Ford Granada Base, Ghia 1 Mercury Monarch Base, Ghia, 

Grand Ghia; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76 

8194 

Ford Granada Base, Ghia 1 Mercury Monarch Base, Ghia, 

Grand Ghia; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

60985 

Ford Granada Base, Ghia 1 Mercury Monarch Base, Ghia; 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

8194 

Ford Granada Base, Ghia 1 Mercury Monarch Base, Ghia; 




Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-71 

60195 

Packing 

2 

Exhaust Pipe Gasket 

70 

60195 

Exc. Ford Mustang Base, Grande, Mach 1; Packing 

2 

Exhaust Pipe Gasket 

70 

60155 

Ford Mustang Base, Grande, Mach 1; Packing; 2 5/32" ID x 2 




3/4" OD 

2 

Exhaust Pipe Gasket 

69 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-69 

OS 30214 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

79-69 

OS 30214 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

79-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-69 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-69 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

79-69 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

79-69 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

79-69 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-77 

SS 13807-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76 

SS 13807-1 

Loc. Int. & Exh.; From 12/02/75; Premium valve stem seals 
incl. 

Loc. Int. & Exh.; To 12/01/75; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76 

SS 13364 

1 

Valve Stem Seal Set 

75-69 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-69 

35211 

Plate to block 

1 

Water Pump Gasket 

79 

35066 

Exc. Ford LTD Base, Country Squire, Landau 1 Mercury 





Marquis Base, Brougham; Pump to plate 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 63 

(cont.) 

QTY 

WATER PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79 

35214 

Ford LTD Base, Country Squire, Landau 1 Mercury Marquis 





Base, Brougham; Pump to plate 

1 

Water Pump Gasket 

78-70 

35066 

Pump to plate 

1 

Water Pump Gasket 

69 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79 

TCS 45449 

w/o Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Timing Cover Set 

78-69 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

79 

TCS 45450 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-69 

TCS 45168 

w/Sleeve 'N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

79-69 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-69 

16310 

Timing Cover 

1 

Dowel Pin 

79-69 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60379 

California; 5 3/8" ID 

1 

Air Cleaner Gasket 

79 

60038 

Exc. California; 5 1/32" ID 

1 

Air Cleaner Gasket 

78-75 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

74-69 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60529 

Aluminum Int. manifold; w/Variable Venturi; Phenolic spacer; 





.630" thick 

1 

Carb. Mounting Gasket 

79-75 

60716 

Cast iron Int. manifold; Carb. to spacer 

1 

Carb. Mounting Gasket 

79-75 

60244 

Cast iron Int. manifold; Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60181 

Spacer to manifold 

2 

Carb. Mounting Gasket 

72-69 

60094-1 


1 

Carburetor Mounting Set 

79-75 

ES 70582 

Cast iron Int. manifold; Carb. to spacer, Spacer to manifold, 





EGR incl. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-69 

5511 

Distributor Mounting 

1 

O-Ring 

72-70 

13069 

Distributor Mounting; Molded tapered washer 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-77 

70020 


1 

EGR Gasket 

76-74 

70826 


1 

EGR Gasket 

73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-69 

70141 


1 

Oil Pump Gasket 

79-69 

72516 

Inlet tube 

351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN M" 1971-1969 64 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

9333 PT-1 

Hi-Perf. eng. 

2 

Head Gasket 

71-69 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-69 

8548 SP-1 

HeadSaver® 

1 

Head Set 

71-69 

HS 8548 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8548 PT-2 

Water pump to plate gskts. & exh. pipe packing not incl.; 





Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8548-5 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90116 


1 

Exh. Manifold Gasket Set 

71-69 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71 

60195 

Packing 

2 

Exhaust Pipe Gasket 

70 

60195 

Exc. Ford Mustang Base, Grande, Mach 1, Shelby GT-350; 





Packing 

2 

Exhaust Pipe Gasket 

70 

60155 

Ford Mustang Base, Grande, Mach 1, Shelby GT-350; 





Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

69 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30214 C 

Multi-piece; Cork 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


64 351 5.8L (5753CC) OHV V8 Windsor (16 Valve), 4" 

(cont.) 

Bore (Ford Eng.), 4 Bbl. "VIN M" 1971-1969 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30214 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

71-69 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

71-69 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

35211 

Plate to block 

1 

Water Pump Gasket 

71-70 

35066 

Pump to plate 

1 

Water Pump Gasket 

69 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

71-69 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 

1 

Dowel Pin 

71-69 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

71-70 

60100 


2 

Carb. Mounting Gasket 

69 

60046 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-69 

5511 

Distributor Mounting 

1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-69 

70141 


1 

Oil Pump Gasket 

71-69 

72516 

Inlet tube 

65 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN H" 1961-1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-58 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61-58 

8554 SP 

HeadSaver® 

1 

Head Set 

61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

1 

Head Set 

60-58 

HS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 
flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

1 

Full Gasket Set 

60-58 

FS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 
flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90145 


1 

Int. Manifold Gasket Set 

60-58 

MS 90145 

Exc. Special Duty 

1 

Exh. Manifold Gasket Set 

61-58 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

61-58 

60052 

Flange; Exc. Police & Special; 1 to 3 Req'd.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

61-58 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-58 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

61-58 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

61-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-58 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-58 

VS 13049C 

Cork 


314 


(continued on next page) 








Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN H" 1961-1958 65 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-58 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-58 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

61-58 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61-58 

11760 

Plate to block 

1 

Water Pump Gasket 

61-58 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

60-58 

TCS 11700-1 


1 

Timing Set w/Sleeve & Seal 

61 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

61 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61-58 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61-58 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

61-58 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-58 

11792 


1 

Oil Pump Gasket 

61-58 

72516 

Inlet tube 

352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN R" 1961-1960 66 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

61-60 

8554 SP 

HeadSaver® 

1 

Head Set 

61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

1 

Head Set 

60 

HS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 





flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

1 

Full Gasket Set 

60 

FS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 





flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 90145 


1 

Int. Manifold Gasket Set 

60 

MS 90145 

Exc. Special Duty 

1 

Exh. Manifold Gasket Set 

61-60 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

61-60 

60052 

Flange; Exc. Police & Special; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

61-60 

773 

1 5/8” ID x 2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

61-60 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-60 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

61-60 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

61-60 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61-60 

11760 

Plate to block 

1 

Water Pump Gasket 

61-60 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

60 

TCS 11700-1 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


66 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN R" 1961-1960 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

61 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

61 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61-60 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61-60 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

61-60 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

11792 


1 

Oil Pump Gasket 

61-60 

72516 

Inlet tube 

67 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN X" 1963-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-60 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63-60 

8554 SP 

HeadSaver® 

1 

Head Set 

63-61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

1 

Head Set 

60 

HS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 
flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

1 

Full Gasket Set 

60 

FS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 
flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-61 

MS 90145 


1 

Int. Manifold Gasket Set 

60 

MS 90145 

Exc. Special Duty 

1 

Exh. Manifold Gasket Set 

63-60 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

63-60 

60052 

Flange; Exc. Police & Special; 1 to 3 Req'd.; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

63 

60985 

Opt. sintered metal; Exc. Canada; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

63 

8194 

Packing; Exc. Canada; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-60 

773 

1 5/8" ID x 2 1/8“ OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-60 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

63-60 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

63-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-60 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-60 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

63-60 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-60 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

63-60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63-60 

11760 

Plate to block 

1 

Water Pump Gasket 

63-60 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-61 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

60 

TCS 11700-1 


1 

Timing Set w/Sleeve & Seal 

63-61 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63-61 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

63-61 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63-62 

60048 

Carb. to spacer; 1 or 2 Req’d. 

2 

Carb. Mounting Gasket 

61-60 

60048 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN X" 1963-1960 67 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-60 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

63-60 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-60 

11792 


1 

Oil Pump Gasket 

63-60 

72516 

Inlet tube 

352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN X" 1967-1964 68 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-64 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-64 

8554 SP 

HeadSaver® 

1 

Head Set 

67-64 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-64 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-64 

MS 90145 


1 

Exh. Manifold Gasket Set 

67-66 

MS 9906 

Cyl. heads marked C1AZ-6049-G & C6TZ-6049-B 

1 

Exh. Manifold Gasket Set 

67-66 

MS 9812 

Gskt. for use w/old heat shield; Exc. Cyl. heads marked 





Cl AZ-6049-G & C6TZ-6049-B 

1 

Exh. Manifold Gasket Set 

67-66 

MS 95000 

Heat shield; Exc. Cyl. heads marked C1AZ-6049-G & 





C6TZ-6049-B 

1 

Exh. Manifold Gasket Set 

65-64 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

67-66 

9609 

Flange; Special; 2 3/4" ID 

3 

Exhaust Pipe Gasket 

67-66 

60052 

Flange; Station Wagon; 1 to 3 Req’d.; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-66 

60985 

Opt. sintered metal; Cyl. heads marked C1AZ-6049-G & 





C6TZ-6049-B; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-66 

8194 

Packing; Cyl. heads marked C1AZ-6049-G & C6TZ-6049-B; 2 





1/32"ID 

2 

Exhaust Pipe Gasket 

65-64 

60985 

Opt. sintered metal; Exc. Canada; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

65 

9802 

Packing; Canada; 1 25/32" ID 

2 

Exhaust Pipe Gasket 

65-64 

8194 

Packing; Exc. Canada; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 67-64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

67-64 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-64 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

67-64 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

67-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-64 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-64 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

67-64 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-64 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

67-64 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-64 

11760 

Plate to block 

1 

Water Pump Gasket 

67-64 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-64 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-64 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

60059 

Carb. to manifold 

1 

Carb. Mounting Gasket 

67-65 

60091 

Spacer to manifold 

2 

Carb. Mounting Gasket 

64 

60059 

Exc. Water heater spacer; 1 or 2 Req’d. 

2 

Carb. Mounting Gasket 

64 

60091 

Water heater spacer 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


68 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN X" 1967-1964 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-64 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-64 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-64 

11792 


1 

Oil Pump Gasket 

67-64 

72516 

Inlet tube 

69 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN Y" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8554 SP 

HeadSaver® 

1 

Head Set 

60 

HS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 
flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 8554 PT 

Special Duty int. manifold gskts. not incl.; Exh. pipe packing & 
flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 90145 

Exc. Special Duty 

1 

Exh. Manifold Gasket Set 

60 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60 

60052 

Flange; Exc. Police & Special; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

60 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

60 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11760 

Plate to block 

1 

Water Pump Gasket 

60 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 11700-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

60 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

11792 


1 

Oil Pump Gasket 

60 

72516 

Inlet tube 

70 361 5.9L (5917cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN W" 1959-1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59-58 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

59-58 

8554 SP 

HeadSaver® 

1 

Head Set 

59-58 

HS 8554 PT 

Closed heat passage int. manifold gskts. & exh. pipe flange 
not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-58 

FS 8554 PT 

Closed heat passage int. manifold gskts. & exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59-58 

MS 90145 

Open heat passage 


318 


(continued on next page) 







Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



361 5.9L (5917cc) OHV V8 (16 Valve), 4.05 

i" Bore (Ford Eng.), 4 Bbl. "VIN W" 1959-1958 

70 

(cont.) 


MANIFOLD - INT. & EXH. 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exh. Manifold Gasket Set 

59-58 

MS 9906 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

59-58 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

59-58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

59-58 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

59-58 

OS 11701 C 

Cork 


1 

Oil Pan Gasket Set 

59-58 

OS 11701 D 

Felcoid® 


1 

Drain Plug Gasket 

59-58 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

59-58 

BS 30138 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

59-58 

VS 13049 C 

Cork 


1 

Valve Cover Gasket Set 

59-58 

VS 13049 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

59-58 

SS 13401 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Outlet Gasket 

59-58 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

59-58 

11760 

Plate to block 


1 

Water Pump Gasket 

59-58 

11758 

Pump to plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

59-58 

TCS 11700-1 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

59-58 

60059 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

59-58 

13069 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

59-58 

70135 

Adapter 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

59-58 

11792 



1 

Oil Pump Gasket 

59-58 

72516 

Inlet tube 




368 6.0L (6032cc) OHV V8 (16 Valve) (Lincoln), 4" Bore (Ford Eng.), 2-4 Bbl. 1957 

71 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57 

FS 7697 SH 

Premium valve stem seals incl. 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

57 

60052 

Flange; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

O-Ring 

57 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

57 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57 

BS 11762-3 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


4 

Grommet Set 

57 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


2 

Grommet Set 

57 

10740 

Push Rod Cover 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

57 

10784 




368 6.0L (6032cc) OHV V8 (16 Valve) (Lincoln), 4" Bore (Ford Eng.), 4 Bbl. 1957-1956 

72 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57-56 

FS 7697 SH 

Premium valve stem seals incl. 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

57-56 

60052 

Flange; 2 1/8“ ID 
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72 368 6.0L (6032cc) OHV V8 (16 Valve) (Lincoln), 4" Bore (Ford Eng.), 4 Bbl. 1957-1956 


(cont.) 





QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

57 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

56 

773 

1 5/8" ID x2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

57-56 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57-56 

BS 11762-3 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


4 

Grommet Set 

57-56 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


2 

Grommet Set 

57-56 

10740 

Push Rod Cover 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

57-56 

10784 



73 383 6.3L (6277cc) OHV V8 (16 Valve) (Mercury), 4.2969" 

Bore (Ford Eng.), 4 Bbl. "VIN M" 

1959-1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

59-58 

7895 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

59-58 

FS 7895 PT-1 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

59-58 

MS 9466 B 



1 

Exh. Manifold Gasket Set 

59-58 

MS 9454 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

58 

9554 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

59-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

59-58 

773 

1 5/8” ID x2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

59-58 

OS 11677 R 



1 

Drain Plug Gasket 

59-58 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

59-58 

BS 11762-3 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

59-58 

VS 12433 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

59-58 

PS 11676 D 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

59-58 

35063 

Water Outlet; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

59-58 

11800 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

59-58 

TCS 11763-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

59-58 

60059 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

59-58 

13069 

Distributor Mounting 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

59-58 

11792 



1 

Oil Pump Gasket 

59-58 

72516 

Inlet tube 


74 383 6.3L (6277cc) OHV V8 (16 Valve) (Mercury), 4.2969" 

Bore (Ford Eng.), 2 Bbl. "VIN N" 

1960-1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

60-59 

7895 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

60-59 

FS 7895 PT-1 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

60-59 

MS 9466 B 



1 

Exh. Manifold Gasket Set 

60-59 

MS 9454 B 
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383 6.3L (6277cc) OHV V8 (16 Valve) (Mercury), 4.2969" Bore (Ford Eng.), 2 Bbl. "VIN N" 1960-1959 74 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60-59 

773 

1 5/8” ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 11677 R 


1 

Drain Plug Gasket 

60-59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60-59 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-59 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-59 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-59 

TCS 11763-3 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60-59 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60-59 

11792 


1 

Oil Pump Gasket 

60-59 

72516 

Inlet tube 


390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN 9" 1965-1963 75 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-63 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65-63 

8554 SP 

HeadSaver® 

1 

Head Set 

65-63 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-63 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-63 

MS 90145 


1 

Exh. Manifold Gasket Set 

65 

MS 9906 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9906 

Exc. Ford Thunderbird Base 

1 

Exh. Manifold Gasket Set 

64-63 

MS 9812 

Ford Thunderbird Base; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

64-63 

MS 95000 

Ford Thunderbird Base; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65-63 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-63 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-63 

8194 

Police & Special; Packing; 2 1/32" ID 

3 

Exhaust Pipe Gasket 

64-63 

9609 

Police & Special; Flange; 2 3/4" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

65-63 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-63 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

65-63 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

65-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-63 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-63 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

65-63 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-63 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-63 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-63 

11760 

Plate to block 

1 

Water Pump Gasket 

65-63 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-63 

TCS 13075-1 

w/o Sleeve ’N' Seal® 
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75 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN 9" 1965-1963 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

65-63 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65-63 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-63 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-63 

60059 

Exc. Ford Galaxie Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

65-63 

60059 

Ford Galaxie Base; Exc. Special; Carb. to spacer 

1 

Carb. Mounting Gasket 

65-64 

60091 

Ford Galaxie Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

65-64 

13303 

Ford Thunderbird Base; Spacer to manifold 

1 

Carb. Mounting Gasket 

65-64 

60091 

Exc. Ford Galaxie Base, Thunderbird Base; Spacer to 
manifold 

2 

Carb. Mounting Gasket 

65-63 

60059 

Ford Galaxie Base; Special 

1 

Carb. Mounting Gasket 

63 

13303 

Ford Galaxie Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

63 

13303 

Exc. Ford Galaxie Base; Spacer to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-63 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65-63 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-63 

11792 


1 

Oil Pump Gasket 

65-63 

72516 

Inlet tube 

76 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN H" 1969-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-64 

8554 SP 

HeadSaver® 

1 

Head Set 

69-64 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-64 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-64 

MS 90145 


1 

Exh. Manifold Gasket Set 

69-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

69-66 

MS 95000 

Heat shield 

1 

Exh. Manifold Gasket Set 

65-64 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

69-64 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

60155 

Police & Special; Packing; 2 5/32" ID x 2 3/4" OD 

1 

Exhaust Pipe Gasket 

67-66 

60052 

Heat riser; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-64 

8194 

Police & Special; Packing; 2 1/32" ID 

3 

Exhaust Pipe Gasket 

64 

9609 

Police & Special; Flange; 2 3/4" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-64 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

69-64 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

69-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-64 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

69-64 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-64 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-64 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-64 

11760 

Plate to block 

1 

Water Pump Gasket 

69-64 

11758 

Pump to plate 
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390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN H" 1969-1964 76 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-64 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60094-1 

Exc. Ford Mustang Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

67-64 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-64 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-64 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-64 

11792 


1 

Oil Pump Gasket 

69-64 

72516 

Inlet tube 


390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" 

Bore (Ford Eng.), 3-2 Bbl. "VIN M" 1967-1961 77 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-61 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-61 

8554 SP 

HeadSaver® 

1 

Head Set 

67-61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-61 

MS 90145 


1 

Exh. Manifold Gasket Set 

67-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

67-66 

MS 95000 

Heat shield 

1 

Exh. Manifold Gasket Set 

65 

MS 9906 


1 

Exh. Manifold Gasket Set 

64-61 

MS 9906 

Exc. Ford Thunderbird Base 

1 

Exh. Manifold Gasket Set 

64-61 

MS 9812 

Ford Thunderbird Base; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

64-61 

MS 95000 

Ford Thunderbird Base; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

67-63 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-63 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67-66 

60052 

Heat riser; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-63 

8194 

Police & Special; Packing; 2 1/32" ID 

3 

Exhaust Pipe Gasket 

64-61 

9609 

Police & Special; Flange; 2 3/4" ID 

3 

Exhaust Pipe Gasket 

62-61 

60052 

Exc. Police & Special; Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

67-61 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-61 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

67-61 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

67-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-61 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-61 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

67-61 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-61 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-61 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-61 

11760 

Plate to block 

1 

Water Pump Gasket 

67-61 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-61 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-61 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-61 

16213 

Timing Cover; Use w/installation tool 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


77 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 3-2 Bbl. "VIN M" 1967-1961 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

67-61 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

63-61 

60048 

Ford Thunderbird Base 

3 

Carb. Mounting Gasket 

63-61 

60094-1 

Exc. Ford Thunderbird Base 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-61 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-61 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-61 

11792 


1 

Oil Pump Gasket 

67-61 

72516 

Inlet tube 

78 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN P" 1967-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-63 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-63 

8554 SP 

HeadSaver® 

1 

Head Set 

67-63 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-63 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-63 

MS 90145 


1 

Exh. Manifold Gasket Set 

67-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

67-66 

MS 95000 

Heat shield 

1 

Exh. Manifold Gasket Set 

65 

MS 9906 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9906 

Exc. Ford Thunderbird Base 

1 

Exh. Manifold Gasket Set 

64-63 

MS 9812 

Ford Thunderbird Base; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

64-63 

MS 95000 

Ford Thunderbird Base; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

67-63 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-63 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67-66 

60052 

Heat riser; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-63 

8194 

Police & Special; Packing; 2 1/32" ID 

3 

Exhaust Pipe Gasket 

64-63 

9609 

Police & Special; Flange; 2 3/4" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

67-63 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-63 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

67-63 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

67-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-63 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-63 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

67-63 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-63 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-63 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-63 

11760 

Plate to block 

1 

Water Pump Gasket 

67-63 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-63 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-63 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-63 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-63 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67-66 

60046 


1 

Carb. Mounting Gasket 

65-63 

60059 

Exc. Ford Galaxie Base; Carb. to spacer 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN P" 1967-1963 78 

(cont.) 

QTY 

CARB & FUEL INJECTION 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-63 

60059 

Ford Galaxie Base; Exc. Special; Carb. to spacer 

1 

Carb. Mounting Gasket 

65-64 

60091 

Ford Galaxie Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

65-64 

13303 

Ford Thunderbird Base; Spacer to manifold 

1 

Carb. Mounting Gasket 

65-64 

60091 

Exc. Ford Galaxie Base, Thunderbird Base; Spacer to 

2 

Carb. Mounting Gasket 

65-63 

60059 

manifold 

Ford Galaxie Base; Special 

1 

Carb. Mounting Gasket 

63 

13303 

Ford Galaxie Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

63 

13303 

Exc. Ford Galaxie Base; Spacer to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-63 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-63 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-63 

11792 


1 

Oil Pump Gasket 

67-63 

72516 

Inlet tube 


390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1962-1961 79 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-61 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62-61 

8554 SP 

HeadSaver® 

1 

Head Set 

62-61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-61 

MS 90145 


1 

Exh. Manifold Gasket Set 

62-61 

MS 9906 

Exc. Ford Thunderbird Base 

1 

Exh. Manifold Gasket Set 

62-61 

MS 9812 

Ford Thunderbird Base; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

62-61 

MS 95000 

Ford Thunderbird Base; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62-61 

60052 

Exc. Police & Special; Flange; 1 to 3 Req’d.; 2 1/8" ID 

3 

Exhaust Pipe Gasket 

62-61 

9609 

Police & Special; Flange; 2 3/4" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-61 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Bowl Gasket 

62-61 

773 

desired 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-61 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

62-61 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

62-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-61 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-61 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

62-61 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-61 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-61 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62-61 

11760 

Plate to block 

1 

Water Pump Gasket 

62-61 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-61 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

62-61 

TCS 45167 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

62-61 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

62-61 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60059 

Exc. Ford Galaxie Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

60059 

Ford Galaxie Base; Exc. Special; Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

13303 

Ford Galaxie Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

62 

13303 

Exc. Ford Galaxie Base; Spacer to manifold 

2 

Carb. Mounting Gasket 

62 

60059 

Ford Galaxie Base; Special 

2 

Carb. Mounting Gasket 

61 

60059 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


79 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1962-1961 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62-61 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

62-61 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62-61 

11792 


1 

Oil Pump Gasket 

62-61 

72516 

Inlet tube 

80 390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN FT 1962-1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-61 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

62-61 

8554 SP 

HeadSaver® 

1 

Head Set 

62-61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-61 

MS 90145 


1 

Exh. Manifold Gasket Set 

62-61 

MS 9906 

Exc. Ford Thunderbird Base 

1 

Exh. Manifold Gasket Set 

62-61 

MS 9812 

Ford Thunderbird Base; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

62-61 

MS 95000 

Ford Thunderbird Base; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62-61 

60052 

Exc. Police & Special; Flange; 1 to 3 Req'd.; 2 1/8" ID 

3 

Exhaust Pipe Gasket 

62-61 

9609 

Police & Special; Flange; 2 3/4" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-61 

773 

1 5/8" ID x 2 1/8“ OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-61 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

62-61 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

62-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-61 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-61 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

62-61 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-61 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-61 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62-61 

11760 

Plate to block 

1 

Water Pump Gasket 

62-61 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-61 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

62-61 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

62-61 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

62-61 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60059 

Exc. Ford Galaxie Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

60059 

Ford Galaxie Base; Exc. Special; Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

13303 

Ford Galaxie Base; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

62 

13303 

Exc. Ford Galaxie Base; Spacer to manifold 

2 

Carb. Mounting Gasket 

62 

60059 

Ford Galaxie Base; Special 

2 

Carb. Mounting Gasket 

61 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62-61 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

62-61 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62-61 

11792 


1 

Oil Pump Gasket 

62-61 

72516 

Inlet tube 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN X" 1970-1967 81 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-67 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

70-67 

8554 SP 

HeadSaver® 

1 

Head Set 

70-67 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-67 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-67 

MS 90145 


1 

Exh. Manifold Gasket Set 

70-67 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

70-67 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70-67 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70-67 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70-68 

60155 

Police & Special; Packing; 2 5/32" ID x 2 3/4" OD 

1 

Exhaust Pipe Gasket 

67 

60052 

Heat riser; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67 

8194 

Police & Special; Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

70-67 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-67 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

70-67 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

70-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-67 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-67 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

70-67 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-67 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-67 

11760 

Plate to block 

1 

Water Pump Gasket 

70-67 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-67 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70-67 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-67 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-67 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-67 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60094-1 

Carb. to spacer 

1 

Carb. Mounting Gasket 

69 

60094-1 

Exc. Ford Mustang Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

68 

60094-1 

Exc. Ford Mustang Base 1 Mercury Cougar Base, XR-7; Carb. 
to spacer 

1 

Carb. Mounting Gasket 

67 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-67 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-67 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-67 

11792 


1 

Oil Pump Gasket 

70-67 

72516 

Inlet tube 


390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN Y" 1971-1964 82 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-64 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-64 

8554 SP 

HeadSaver® 

1 

Head Set 

71-64 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-64 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


82 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN Y" 1971-1964 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-64 

MS 90145 


1 

Exh. Manifold Gasket Set 

71-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71-66 

MS 95000 

Heat shield 

1 

Exh. Manifold Gasket Set 

65-64 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-64 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-64 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

60155 

Police & Special; Packing; 2 5/32" ID x 2 3/4" OD 

1 

Exhaust Pipe Gasket 

67-66 

60052 

Heat riser; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-64 

8194 

Police & Special; Packing; 2 1/32" ID 

3 

Exhaust Pipe Gasket 

64 

9609 

Police & Special; Flange; 2 3/4" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

71-64 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-64 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

71-64 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

71-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-64 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-64 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

71-64 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-64 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-64 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-64 

11760 

Plate to block 

1 

Water Pump Gasket 

71-64 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-64 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-64 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-64 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-64 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60094-1 

Carb. to spacer 

1 

Carb. Mounting Gasket 

67-64 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-64 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-64 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-64 

11792 


1 

Oil Pump Gasket 

71-64 

72516 

Inlet tube 

83 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN Z" 1968-1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-61 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-61 

8554 SP 

HeadSaver® 

1 

Head Set 

68-61 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-61 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-61 

MS 90145 


1 

Exh. Manifold Gasket Set 

68-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

68-66 

MS 95000 

Heat shield 

1 

Exh. Manifold Gasket Set 

65 

MS 9906 


1 

Exh. Manifold Gasket Set 

64-61 

MS 9906 

Exc. Ford Thunderbird Base 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN Z" 1968-1961 

83 

(cont.) 


MANIFOLD - INT. & EXH. 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exh. Manifold Gasket Set 

64-61 

MS 9812 

Ford Thunderbird Base; Gskt. for use w/old heat shield 


1 

Exh. Manifold Gasket Set 

64-61 

MS 95000 

Ford Thunderbird Base; Heat shield 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

68-63 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 


2 

Exhaust Pipe Gasket 

68-63 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 


2 

Exhaust Pipe Gasket 

68 

60155 

Police & Special; Packing; 2 5/32" ID x 2 3/4" OD 


1 

Exhaust Pipe Gasket 

67-66 

60052 

Heat riser; 2 1/8" ID 


2 

Exhaust Pipe Gasket 

67-63 

8194 

Police & Special; Packing; 2 1/32" ID 


3 

Exhaust Pipe Gasket 

64-61 

9609 

Police & Special; Flange; 2 3/4" ID 


3 

Exhaust Pipe Gasket 

62-61 

60052 

Exc. Police & Special; Flange; 1 to 3 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

68-61 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68-61 

OS 11701 C 

Cork 


1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

68-61 

68-61 

OS 11701 D 

70822 

Felcoid® 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-61 

BS 30138 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68-61 

VS 13049 C 

Cork 


1 

Valve Cover Gasket Set 

68-61 

VS 13049 R 

Rubber 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

68-61 

PART NO. 

SS 13401 

DESCRIPTION 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 


1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 


1 

Water Outlet Gasket 

66-61 

35004 

Water Outlet; 2 1/8" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

68-61 

11760 

Plate to block 


1 

Water Pump Gasket 

68-61 

11758 

Pump to plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68-61 

TCS 13075-1 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

68-61 

TCS 45167 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

68-61 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

68-61 

16310 

Timing Cover 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

68-63 

PART NO. 

60032 

DESCRIPTION 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

68 

60059 

Carb. to spacer 


1 

2 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

68 

67-66 

60059 

60046 

Spacer to manifold 


1 

Carb. Mounting Gasket 

65-62 

60059 

Exc. Ford Galaxie Base; Carb. to spacer 


1 

Carb. Mounting Gasket 

65-62 

60059 

Ford Galaxie Base; Exc. Special; Carb. to spacer 


1 

Carb. Mounting Gasket 

65-64 

60091 

Ford Galaxie Base; Exc. Special; Spacer to manifold 


1 

Carb. Mounting Gasket 

65-64 

13303 

Ford Thunderbird Base; Spacer to manifold 


1 

Carb. Mounting Gasket 

65-64 

60091 

Exc. Ford Galaxie Base, Thunderbird Base; Spacer to 
manifold 


2 

Carb. Mounting Gasket 

65-62 

60059 

Ford Galaxie Base; Special 


1 

Carb. Mounting Gasket 

63-62 

13303 

Ford Galaxie Base; Exc. Special; Spacer to manifold 


1 

2 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

63-62 

61 

13303 

60059 

Exc. Ford Galaxie Base; Spacer to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

68-61 

13069 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

68-61 

70135 

Adapter 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

68-61 

PART NO. 

11792 

DESCRIPTION 


1 

Oil Pump Gasket 

68-61 

72516 

Inlet tube 



390 6.4L (6392cc) OHV V8 GT (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN S" 1970-1966 

84 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

70-66 

8554 PT 

PermaTorque® 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


84 390 6.4L (6392cc) OHV V8 GT (16 Valve), 4.05" 

Bore (Ford Eng.), 4 Bbl. "VIN S" 1970-1966 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket Spacer Shim 

70-66 

8554 SP 

HeadSaver® 

1 

Head Set 

70-66 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-66 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-66 

MS 90145 


1 

Exh. Manifold Gasket Set 

70-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

70-66 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70-66 

60985 

Exc. Police & Special; Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70-66 

8194 

Exc. Police & Special; Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70-68 

60155 

Police & Special; Packing; 2 5/32" ID x 2 3/4" OD 

1 

Exhaust Pipe Gasket 

67-66 

60052 

Heat riser; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-66 

8194 

Police & Special; Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

70-66 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-66 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

70-66 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

70-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-66 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-66 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

70-66 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-66 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2” ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-66 

11760 

Plate to block 

1 

Water Pump Gasket 

70-66 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-66 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-66 

TCS 45167 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

70-66 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-66 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-69 

60059 

Carb. to spacer 

1 

Carb. Mounting Gasket 

70-69 

60091 

Spacer to manifold 

1 

Carb. Mounting Gasket 

68 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

68 

60059 

Spacer to manifold 

2 

Carb. Mounting Gasket 

67-66 

60046 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-66 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-66 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-66 

11792 


1 

Oil Pump Gasket 

70-66 

72516 

Inlet tube 

85 400 6.6L (6556cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN S" 1979-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-71 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

79-71 

8347 SP 

HeadSaver® 

1 

Head Set 

79-71 

HS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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400 6.6L (6556cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN S" 1979-1971 

85 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

79-71 

FS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

79-75 

MS 96020 



1 

Valley Pan Gasket Set 

74-71 

MS 96013 

Exc. Thermactor Emission 


1 

Valley Pan Gasket Set 

74-71 

MS 96017 

Thermactor Emission 


1 

Exh. Manifold Gasket Set 

79-71 

MS 90526 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

79-75 

60309 

Converter; 1 or 2 Req'd.; 2 1/2" ID 


2 

Exhaust Pipe Gasket 

79-75 

60308 

Converter; 1 or 2 Req'd.; 2 11/32“ ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-71 

70272 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-71 

OS 30227 C 



1 

Drain Plug Gasket 

79-71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-71 

BS 40042 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-71 

VS 50068 C 

Cork 


1 

Valve Cover Gasket Set 

79-71 

VS 50068 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-71 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

79-71 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-71 

35041 

Water Outlet 


1 

Water Outlet Gasket 

79-71 

35041 T 

Water Outlet; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-71 

35088 

Plate to block 


1 

Water Pump Gasket 

79-71 

35066 

Pump to plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-71 

TCS 45061 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

79-71 

TCS 45283 

w/Sleeve 'N' Seal® 


1 

Repair Sleeve 

79-71 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-71 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79-75 

60038 

51/32" ID 


1 

Air Cleaner Gasket 

74-71 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

79-73 

60716 

Carb. to spacer 


1 

Carb. Mounting Gasket 

79-77 

60332 

Spacer to manifold 


1 

Carb. Mounting Gasket 

76-75 

60303 

Spacer to manifold 


1 

Carb. Mounting Gasket 

74 

60185 

Exc. Thermactor Emission; Spacer to manifold 


1 

Carb. Mounting Gasket 

74 

60716 

Thermactor Emission; Spacer to manifold 


1 

Carb. Mounting Gasket 

73 

60185 

Spacer to manifold 


2 

Carb. Mounting Gasket 

72-71 

60101 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

79-71 

72579 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

79-71 

5511 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-77 

70020 



1 

EGR Gasket 

76-74 

70826 



1 

EGR Gasket 

73 

70826 

Valve 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

79-71 

70273 



1 

Oil Pump Gasket 

79-71 

72516 

Inlet tube 



406 6.6L (6654cc) OHV V8 (16 Valve), 4.125" Bore (Ford Eng.), 4 Bbl. "VIN B" 1963-1962 

86 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

63-62 

8554 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

63-62 

8554 SP 

HeadSaver® 


1 

Head Set 

63-62 

HS 8554 PT 

Closed heat passage int. manifold gskts. & exh. pipe flange 





not incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


86 406 6.6L (6654CC) OHV V8 (16 Valve), 4.125" Bore (Ford Eng.), 4 Bbl. "VIN B" 1963-1962 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 8554 PT 

Closed heat passage int. manifold gskts. & exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 90145 

Open heat passage 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

63-62 

9609 

Flange; 2 or 3 Req’d.; 2 3/4” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-62 

773 

1 5/8" ID x 2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

63-62 

63-62 

OS 11701 D 

70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

63-62 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

63-62 

PART NO. 

SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63-62 

11760 

Plate to block 

1 

Water Pump Gasket 

63-62 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-62 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63-62 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63-62 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

63-62 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63-62 

PART NO. 

60059 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-62 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

63-62 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63-62 

PART NO. 

11792 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

72516 

Inlet tube 

87 406 6.6L (6654CC) OHV V8 (16 Valve), 4.125" Bore (Ford Eng.), 3-2 Bbl. "VIN G" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63-62 

8554 SP 

HeadSaver® 

1 

Head Set 

63-62 

HS 8554 PT 

Closed heat passage int. manifold gskts. & exh. pipe flange 
not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 8554 PT 

Closed heat passage int. manifold gskts. & exh. pipe flange 
not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 90145 

Open heat passage 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

63-62 

9609 

Flange; 2 or 3 Req’d.; 2 3/4” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-62 

773 

1 5/8" ID x 2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

63-62 

OS 11701 D 

Felcoid® 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



406 6.6L (6654cc) OHV V8 (16 Valve), 4.125" 

Bore (Ford Eng.), 3-2 Bbl. "VIN G" 1963-1962 87 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

63-62 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63-62 

11760 

Plate to block 

1 

Water Pump Gasket 

63-62 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-62 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63-62 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63-62 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

63-62 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

63-62 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-62 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

63-62 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

11792 


1 

Oil Pump Gasket 

63-62 

72516 

Inlet tube 


410 6.7L (6720cc) OHV V8 (16 Valve) (Mercury), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN M" 1967-1966 88 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-66 

8554 SP 

HeadSaver® 

1 

Head Set 

67-66 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-66 

MS 90145 


1 

Exh. Manifold Gasket Set 

67-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

67-66 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-66 

60052 

Flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

67-66 

9802 

Packing; 1 25/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

67-66 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-66 

11760 

Plate to block 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


88 410 6.7L (6720cc) OHV V8 (16 Valve) (Mercury), 4.05" 

Bore (Ford Eng.), 4 Bbl. "VIN M" 1967-1966 

(cont.) 




QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67-66 

60046 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

11792 


1 

Oil Pump Gasket 

67-66 

72516 

Inlet tube 

89 410 6.7L (6720cc) OHV V8 (16 Valve) (Edsel), 4.2031" 

Bore (Ford Eng.), 4 Bbl. "VIN X" 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7895 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7895 PT-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

58 

MS 9454 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9554 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

58 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11677 R 


1 

Drain Plug Gasket 

58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 11763-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

58 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

58 

11792 


1 

Oil Pump Gasket 

58 

72516 

Inlet tube 

90 427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" Bore (Ford Eng.), 4 Bbl. "VIN L" 1967-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-65 

8554 SP 

HeadSaver® 

1 

Head Set 

67-65 

HS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 





Exh. pipe packing & flange not incl. 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" Bore (Ford Eng.), 4 Bbl. "VIN L" 1967-1965 90 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8554 PT 

Closed heat passage & Hi-Pert. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 90145 

Open heat passage; Exc. Hi-Pert. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

67-65 

9609 

Flange; Exc. Canada; 2 or 3 Req'd.; 2 3/4" ID 

2 

Exhaust Pipe Gasket 

67-65 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-65 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

60052 

Flange; Canada; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

67-65 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

67-65 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

67-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

67-65 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-65 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-65 

11760 

Plate to block 

1 

Water Pump Gasket 

67-65 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67-65 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-65 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-65 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

11792 


1 

Oil Pump Gasket 

67-65 

72516 

Inlet tube 


427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" 

Bore (Ford Eng.), 2-4 Bbl. "VIN M" 1967-1965 91 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-65 

8554 SP 

HeadSaver® 

1 

Head Set 

67-65 

HS 8554 PT 

Closed heat passage & Hi-Pert. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8554 PT 

Closed heat passage & Hi-Pert. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 90145 

Open heat passage; Exc. Hi-Pert. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

67-65 

9609 

Flange; Exc. Canada; 2 or 3 Req'd.; 2 3/4" ID 

2 

Exhaust Pipe Gasket 

67-65 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-65 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

60052 

Flange; Canada; 2 1/8" ID 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


91 427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" 

(cont.) 

Bore (Ford Eng.), 2-4 Bbl. "VIN M" 1967-1965 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

67-65 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

67-65 

67-65 

OS 11701 D 
70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

67-65 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

67-65 

PART NO. 
SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-65 

35004 

Water Outlet; 2 1/8“ ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-65 

11760 

Plate to block 

1 

Water Pump Gasket 

67-65 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover 

QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-65 

PART NO. 
60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67-65 

PART NO. 
60059 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-65 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-65 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

67-65 

PART NO. 
11792 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

72516 

Inlet tube 

92 427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" 

Bore (Ford Eng.), 4 Bbl. "VIN Q" 1965-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-63 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

65-63 

8554 SP 

HeadSaver® 

1 

Head Set 

65-63 

HS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-63 

FS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-63 

MS 90145 

Open heat passage; Exc. Hi-Perf. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

65-63 

9609 

Flange; Exc. Canada; 2 or 3 Req’d.; 2 3/4" ID 

2 

Exhaust Pipe Gasket 

65-63 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-63 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

65-63 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-63 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

65-63 

65-63 

OS 11701 D 
70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-63 

BS 30138 

Rubber; Two-piece 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1965-1963 92 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-63 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

65-63 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-63 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-63 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-63 

11760 

Plate to block 

1 

Water Pump Gasket 

65-63 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-63 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65-63 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65-63 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-63 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-63 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-63 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65-63 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-63 

11792 


1 

Oil Pump Gasket 

65-63 

72516 

Inlet tube 


427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" 

Bore (Ford Eng.), 2-4 Bbl. "VIN R" 1968-1963 93 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-63 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-63 

8554 SP 

HeadSaver® 

1 

Head Set 

68-63 

HS 8554 PT 

Closed heat passage & Hi-Pert. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-63 

FS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-63 

MS 90145 

Open heat passage; Exc. Hi-Perf. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

68-63 

9609 

Flange; Exc. Canada; 2 or 3 Req'd.; 2 3/4" ID 

2 

Exhaust Pipe Gasket 

68-63 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-63 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

60052 

Flange; Canada; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

68-63 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-63 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

68-63 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

68-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-63 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-63 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

68-63 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-63 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-63 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68-63 

11760 

Plate to block 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


93 427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" 

(cont.) 

Bore (Ford Eng.), 2-4 Bbl. "VIN Ft" 1968-1963 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-63 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-63 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68-63 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68-63 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-63 

16310 

Timing Cover 

QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

68-63 

PART NO. 
60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68-63 

PART NO. 
60059 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-63 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

68-63 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

68-63 

PART NO. 
11792 

DESCRIPTION 

1 

Oil Pump Gasket 

68-63 

72516 

Inlet tube 

94 427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" 

Bore (Ford Eng.), 4 Bbl. "VIN W" 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8554 SP 

HeadSaver® 

1 

Head Set 

69-66 

HS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 90145 

Open heat passage; Exc. Hi-Perf. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

69-66 

9609 

Flange; Exc. Canada; 2 or 3 Req’d.; 2 3/4" ID 

2 

Exhaust Pipe Gasket 

69-66 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-66 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

60052 

Flange; Canada; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-66 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

69-66 

69-66 

OS 11701 D 
70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69-66 

PART NO. 
SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-66 

11760 

Plate to block 

1 

Water Pump Gasket 

69-66 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45167 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-66 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-66 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-66 

PART NO. 
60032 

DESCRIPTION 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



427 7.0L (6997cc) OHV V8 (16 Valve), 4.2328" Bore (Ford Eng.), 4 Bbl. "VIN W" 1969-1966 94 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60059 

Ford Fairlane 500, Base; Carb. to manifold 

1 

Carb. Mounting Gasket 

68 

60059 

Ford Fairlane 500, Base, Mustang Base, Shelby GT-500; 

Carb. to manifold 

1 

Carb. Mounting Gasket 

68 

60046 

Ford Country Sedan Base, Country Squire Base, Custom 

Base, Custom 500 Base, Galaxie 500 Base, XL, LTD Base, 
Ranch Wagon Base; Carb. to spacer 

2 

Carb. Mounting Gasket 

68 

60059 

Mercury Comet Base, Cougar Base, XR-7, Cyclone Base, 
Montego Base, MX; Carb. to spacer; 1 or 2 Req’d. 

1 

Carb. Mounting Gasket 

68 

60046 

Ford Torino Base, GT; Exc. Special; Carb. to spacer 

1 

Carb. Mounting Gasket 

68 

60046 

Ford Torino Base, GT; Exc. Special; Spacer to manifold 

1 

Carb. Mounting Gasket 

68 

60046 

Ford Country Sedan Base, Country Squire Base, Custom 

Base, Custom 500 Base, Galaxie 500 Base, XL, LTD Base, 
Ranch Wagon Base; Spacer to manifold 

2 

Carb. Mounting Gasket 

68 

60058 

Mercury Comet Base, Cougar Base, XR-7, Cyclone Base, 
Montego Base, MX; Spacer to manifold; 1 or 2 Req’d. 

1 

Carb. Mounting Gasket 

68 

60059 

Ford Torino Base, GT; Special; Carb. to manifold 

2 

Carb. Mounting Gasket 

67-66 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-66 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-66 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-66 

11792 


1 

Oil Pump Gasket 

69-66 

72516 

Inlet tube 


427 7.0L (6997cc) OHV V8 Hi-Perf. (16 Valve), 4.2328" Bore (Ford Eng.), 2-4 Bbl. 1969-1964 95 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-64 

8554 SP 

HeadSaver® 

1 

Head Set 

69-64 

HS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-64 

FS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-64 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

69-64 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

69-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-64 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

69-64 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-64 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-64 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-64 

11760 

Plate to block 

1 

Water Pump Gasket 

69-64 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-64 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-64 

16310 

Timing Cover 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


95 427 7.0L (6997cc) OHV V8 Hi-Perf. (16 Valve), 4.2328" 

(cont.) 

Bore (Ford Eng.), 2-4 Bbl. 1969-1964 

QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-64 

PART NO. 

60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-64 

PART NO. 

60059 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-64 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-64 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

69-64 

PART NO. 

11792 

DESCRIPTION 

1 

Oil Pump Gasket 

69-64 

72516 

Inlet tube 

96 427 7.0L (6997cc) OHV V8 Hi-Perf. (16 Valve), 4.2328" 

Bore (Ford Eng.), 4 Bbl. 1969-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-64 

8554 SP 

HeadSaver® 

1 

Head Set 

69-64 

HS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-64 

FS 8554 PT 

Closed heat passage & Hi-Perf. int. manifold gskts. not incl.; 
Exh. pipe packing & flange not incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-64 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

69-64 

69-64 

OS 11701 D 

70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-64 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

69-64 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69-64 

PART NO. 

SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66-64 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-64 

11760 

Plate to block 

1 

Water Pump Gasket 

69-64 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-64 

TCS 45167 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-64 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-64 

PART NO. 

60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-64 

PART NO. 

60059 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-64 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-64 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

69-64 

PART NO. 

11792 

DESCRIPTION 

1 

Oil Pump Gasket 

69-64 

72516 

Inlet tube 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



428 7.0L (7015cc) OHV V8 (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1970-1966 97 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-66 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

70-66 

8554 SP 

HeadSaver® 

1 

Head Set 

70-66 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-66 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

70-66 

PART NO. 

MS 90145 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

70-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

70-66 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-66 

60052 

Flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

70 

60155 

Exc. Ford Fairlane 500, Torino Base, Brougham, GT, Squire; 
Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

70 

60218 

Ford Fairlane 500, Torino Base, Brougham, GT, Squire; 
Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

69 

60155 

Exc. Ford Fairlane 500, Base, Torino Base, Cobra, GT, Squire 

1 Mercury Comet Base, Cyclone Base, CJ, Spoiler, Montego 
Base, MX; Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

69 

60218 

Ford Fairlane 500, Base, Torino Base, Cobra, GT, Squire 1 
Mercury Comet Base, Cyclone Base, CJ, Spoiler, Montego 
Base, MX; Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

68 

60155 

Exc. Mercury Comet Base, Cyclone Base, Montego Base, 

MX; Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

68 

60218 

Mercury Comet Base, Cyclone Base, Montego Base, MX; 
Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

67-66 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

70-66 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-66 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

70-66 

70-66 

OS 11701 D 

70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-66 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-66 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

70-66 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

70-66 

PART NO. 

SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-66 

11760 

Plate to block 

1 

Water Pump Gasket 

70-66 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-66 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70-66 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-66 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-66 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

70-66 

PART NO. 

60032 

DESCRIPTION 

QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

70-68 

67-66 

PART NO. 

60059 

60046 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

5511 

Distributor Mounting 

1 

O-Ring 

70-66 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-66 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

70-66 

PART NO. 

11792 

DESCRIPTION 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


97 428 7.0L (7015cc) OHV V8 (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1970-1966 

(cont.) 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-66 

72516 

Inlet tube 

98 428 7.0L (7015cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN R" 

1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

70-68 

8554 SP 

HeadSaver® 

1 

Head Set 

70-68 

HS 8554 PT 

Int. manifold gskts. not incl.; Exh. pipe packing & flange, exh. 
manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8554 PT 

Int. manifold gskts. not incl.; Exh. pipe packing & flange, exh. 
manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

70-68 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

70-68 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-68 

60052 

Flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

70 

60155 

Exc. Ford Fairlane 500, Torino Base, GT, Super Cobra Jet; 
Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

70 

60218 

Ford Fairlane 500, Torino Base, GT, Super Cobra Jet; 

Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

69 

60155 

Ford Mustang Base, Shelby GT-500, Thunderbird Base 1 
Mercury Cougar Base, Cobra Jet, XR-7; Packing; 2 5/32" ID 
x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

69 

60218 

Exc. Ford Mustang Base, Shelby GT-500, Thunderbird Base 1 
Mercury Cougar Base, Cobra Jet, XR-7; Packing; 2 5/32" ID 
x 3" OD 

2 

Exhaust Pipe Gasket 

68 

60155 

Ford Mustang Base, Shelby GT-500, Shelby GT-500KR 1 
Mercury Cougar Base, XR-7; Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

68 

60218 

Exc. Ford Mustang Base, Shelby GT-500, Shelby GT-500KR 1 
Mercury Cougar Base, XR-7; Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

70-68 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 11701 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

70-68 

70-68 

OS 11701 D 

70822 

Felcoid® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

70-68 

PART NO. 

SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-68 

11760 

Plate to block 

1 

Water Pump Gasket 

70-68 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

70-68 

PART NO. 

60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

70-68 

PART NO. 

60068-1 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

5511 

Distributor Mounting 

1 

O-Ring 

70-68 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-68 

70135 

Adapter 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



428 7.0L (7015cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN R" 98 

1970-1968 (cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-68 

11792 


1 

Oil Pump Gasket 

70-68 

72516 

Inlet tube 


428 7.0L (7015cc) OHV V8 Police (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN P" 1970-1966 99 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-66 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

70-66 

8554 SP 

HeadSaver® 

1 

Head Set 

70-66 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-66 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-66 

MS 90145 


1 

Exh. Manifold Gasket Set 

70-66 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

70-66 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-66 

60052 

Flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

70 

60155 

Exc. Ford Fairlane 500, Torino Base, Brougham, GT, Squire; 
Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

70 

60218 

Ford Fairlane 500, Torino Base, Brougham, GT, Squire; 
Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

69 

60155 

Exc. Ford Fairlane 500, Base, Torino Base, Cobra, GT, Squire 

1 Mercury Comet Base, Cyclone Base, CJ, Spoiler, Montego 
Base, MX; Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

69 

60218 

Ford Fairlane 500, Base, Torino Base, Cobra, GT, Squire 1 
Mercury Comet Base, Cyclone Base, CJ, Spoiler, Montego 
Base, MX; Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

68 

60155 

Exc. Mercury Comet Base, Cyclone Base, Montego Base, 

MX; Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

68 

60218 

Mercury Comet Base, Cyclone Base, Montego Base, MX; 
Packing; 2 5/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

67-66 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

70-66 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-66 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

70-66 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

70-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-66 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-66 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

70-66 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-66 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35063 

Water Outlet; From 12/02/66; 2 1/2" ID 

1 

Water Outlet Gasket 

67 

35004 

Water Outlet; To 12/01/66; 2 1/8" ID 

1 

Water Outlet Gasket 

66 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70-66 

11760 

Plate to block 

1 

Water Pump Gasket 

70-66 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-66 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70-66 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-66 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-66 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-66 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

70 

60068-1 


2 

Carb. Mounting Gasket 

69 

60068-1 

From 06/12/69 

2 

Carb. Mounting Gasket 

69 

60046 

From 11/16/68 to 06/11/69 

2 

Carb. Mounting Gasket 

69 

60059 

To 11/15/68 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


99 428 7.0L (7015cc) OHV V8 Police (16 Valve), 4.13" 

(cont.) 

Bore (Ford Eng.), 4 Bbl. "VIN P" 1970-1966 


CARB & FUEL INJECTION 




QTY 

2 

(cont.) 

Carb. Mounting Gasket 

YEARS 

68-66 

PART NO. 

60059 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

5511 

Distributor Mounting 

1 

O-Ring 

70-66 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-66 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

70-66 

PART NO. 

11792 

DESCRIPTION 

1 

Oil Pump Gasket 

70-66 

72516 

Inlet tube 

100 429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 2 Bbl. “VIN K" 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-69 

8265 PT-1 

PermaTorque® 

1 

Head Set 

71-69 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

71-69 

PART NO. 

MS 90110-1 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

71-69 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71-69 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-69 

60201 

Packing; 2 13/32" IDx3" OD 

2 

Exhaust Pipe Gasket 

71-69 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

71-69 

60218 

Packing; 2 5/32" IDx3” OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

71-69 

71-69 

OS 30408 C 
70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71-69 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71-69 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

35039 

Plate to block 

1 

Water Pump Gasket 

71-69 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

71-69 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71-69 

PART NO. 

60032 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-69 

60094-1 

Carb. to spacer 

1 

Carb. Mounting Gasket 

71-69 

60102 

Spacer to manifold 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

71-69 

PART NO. 

72580 

DESCRIPTION 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 2 Bbl. "VIN K" 1971-1969 1 00 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-69 

5511 

Distributor Mounting 

1 

O-Ring 

71-69 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-69 

70132 


1 

Oil Pump Gasket 

71-69 

72516 

Inlet tube 


429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN N" 1973-1968 1 01 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73-68 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

73-68 

8265 PT-1 

PermaTorque® 

1 

Head Set 

73-68 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-68 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

73-68 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

73-68 

MS 90110-1 


1 

Exh. Manifold Gasket Set 

73-68 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

73-68 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

73-68 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

73-68 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

73-68 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-68 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

73-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-68 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

73-68 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-68 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

73-68 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-68 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-68 

35041 

Water Outlet 

1 

Water Outlet Gasket 

73-68 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

73-68 

35039 

Plate to block 

1 

Water Pump Gasket 

73-68 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-68 

TCS 45024 

w/o Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

73-68 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

73-68 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73-68 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

73 

60184 

Spacer to manifold 

1 

Carb. Mounting Gasket 

72-68 

60059 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

73-68 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

73-69 

5511 

Distributor Mounting 

1 

O-Ring 

71-68 

13069 

Distributor Mounting; Molded tapered washer 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


101 429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN N" 1973-1968 

(cont.) 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

70645 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

73-68 

70132 


1 

Oil Pump Gasket 

73-68 

72516 

Inlet tube 

102 429 7.0L (7031 cc) OHV V8 Boss (16 Valve), 4.36" 

Bore (Ford Eng.), 4 Bbl. "VIN Z" 1970-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

70-69 

HS 8265 PT-1 

Head sealing rings not incl.; Int. manifold gskts. not incl.; Exh. 
pipe packing & exh. manifold heat shields not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-69 

FS 8265 PT-3 

Head sealing rings not incl.; Int. manifold gskts. not incl.; Exh. 
pipe packing & exh. manifold heat shields not incl.; Water 
pump to plate gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-69 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

70-69 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

70-69 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70-69 

60201 

Packing; 2 13/32” ID x 3" OD 

2 

Exhaust Pipe Gasket 

70-69 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

70-69 

60218 

Packing; 2 5/32" ID x 3” OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-69 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

70-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-69 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

70-69 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-69 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

70-69 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-69 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-69 

35041 

Water Outlet 

1 

Water Outlet Gasket 

70-69 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-69 

35039 

Plate to block 

1 

Water Pump Gasket 

70-69 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-69 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

70-69 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

70-69 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-69 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-69 

60148 

Carb. to spacer 

1 

Carb. Mounting Gasket 

70-69 

60059 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-69 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-69 

5511 

Distributor Mounting 

1 

O-Ring 

70-69 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-69 

70132 


1 

Oil Pump Gasket 

70-69 

72516 

Inlet tube 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



429 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN C" 1 03 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8265 PT-1 

PermaTorque® 

1 

Head Set 

71-70 

HS 8265 PT-1 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Premium valve stem seals 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8265 PT-3 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Water pump to plate gskt. not 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

71-70 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

71-70 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71-70 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71-70 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35039 

Plate to block 

1 

Water Pump Gasket 

71-70 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45279 

w/Sleeve 'N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

71-70 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 

Cobra Jet; Carb. to spacer 

1 

Carb. Mounting Gasket 

71-70 

60059 

Spacer to manifold 

1 

Carb. Mounting Gasket 

71-70 

60148 

Super Cobra Jet; Carb. to spacer 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

5511 

Distributor Mounting 

1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

70132 


1 

Oil Pump Gasket 

71-70 

72516 

Inlet tube 


429 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 1 04 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8265 PT-1 

PermaTorque® 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


104 429 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 

(corn.) 1971-1970 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

71-70 

HS 8265 PT-1 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Premium valve stem seals 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8265 PT-3 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Water pump to plate gskt. not 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60201 

Packing; 2 13/32" IDx3“ OD 

2 

Exhaust Pipe Gasket 

71-70 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

71-70 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

71-70 

71-70 

OS 30408 C 
70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71-70 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71-70 

35041T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35039 

Plate to block 

1 

Water Pump Gasket 

71-70 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

71-70 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71-70 

PART NO. 

60032 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 

Cobra Jet; Carb. to spacer 

1 

Carb. Mounting Gasket 

71-70 

60059 

Spacer to manifold 

1 

Carb. Mounting Gasket 

71-70 

60148 

Super Cobra Jet; Carb. to spacer 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

71-70 

PART NO. 

72580 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

5511 

Distributor Mounting 

1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71-70 

PART NO. 

70132 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

72516 

Inlet tube 

105 429 7.0L (7031 cc) OHV V8 Police (16 Valve), 4.36" 

Bore (Ford Eng.), 4 Bbl. "VIN P" 1972-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-71 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72-71 

8265 PT-1 

PermaTorque® 

1 

Head Set 

72-71 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



429 7.0L (7031 cc) OHV V8 Police (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN P" 1972-1971 105 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-71 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72-71 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72-71 

MS 90110-1 


1 

Exh. Manifold Gasket Set 

72-71 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

72-71 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

72-71 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

72-71 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

72-71 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-71 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

72-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-71 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

72-71 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-71 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

72-71 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-71 

35041 

Water Outlet 

1 

Water Outlet Gasket 

72-71 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-71 

35039 

Plate to block 

1 

Water Pump Gasket 

72-71 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-71 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

72-71 

TCS 45279 

w/Sleeve 'N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

72-71 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-71 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-71 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-71 

60059 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

72-71 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

72-71 

5511 

Distributor Mounting 

1 

O-Ring 

71 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72-71 

70132 


1 

Oil Pump Gasket 

72-71 

72516 

Inlet tube 


430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 2 Bbl. "VIN H" 1962-1960 1 06 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-60 

7895 PT-1 


1 

Head Set 

62-61 

HS 7895 PT-3 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 7895 PT-3 

Timing cover seal not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

60 

FS 7895 PT-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-60 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

62-60 

MS 9454 B 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


106 4 30 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" 

(cont.) 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1962-1960 


QTY 

1 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

O-Ring 

Fuel Pump Bowl Gasket 

YEARS 

62-60 

62-60 

62-60 

PART NO. 
6579 

12473 

773 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16“ OD 

Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62-60 

62-60 

PART NO. 
OS 11677 R 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62-60 

PART NO. 
BS 11762-3 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62-60 

PART NO. 
VS 12433 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62-60 

PART NO. 

PS 11676 D 

DESCRIPTION 


QTY 

2 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62-61 

PART NO. 
SS 13399 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62-60 

PART NO. 
35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 


QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

62-60 

PART NO. 
11800 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

60 

PART NO. 
TCS 11763-3 

DESCRIPTION 


QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

62-61 

60 

PART NO. 

60094-1 

60048 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62-60 

PART NO. 
13069 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

1 

OIL PUMP COVER 

Oil Pump Gasket 

Oil Pump Gasket 

YEARS 

62-60 

62-60 

PART NO. 
11792 

72516 

DESCRIPTION 

Inlet tube 


107 430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" 

Bore (Ford Eng.), 4 Bbl. "VIN H" 1959-1958 


QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

59-58 

PART NO. 
7895 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

59-58 

PART NO. 

FS 7895 PT-1 

DESCRIPTION 

1 Valve stem seals not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

59-58 

59-58 

PART NO. 
MS 9466 B 
MS 9454 B 

DESCRIPTION 


QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

59-58 

PART NO. 
9554 

DESCRIPTION 

Flange 


QTY 

1 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

O-Ring 

Fuel Pump Bowl Gasket 

YEARS 

59-58 

59-58 

59-58 

PART NO. 
6579 

12473 

773 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16“ OD 

Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

59-58 

59-58 

PART NO. 
OS 11677 R 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

59-58 

PART NO. 
BS 11762-3 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

59-58 

PART NO. 
VS 12433 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

59-58 

PART NO. 

PS 11676 D 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

59-58 

PART NO. 
35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 


QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

59-58 

PART NO. 
11800 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

59-58 

PART NO. 
TCS 11763-3 

DESCRIPTION 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

59 

PART NO. 
60091 

DESCRIPTION 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN H" 1959-1958 1 07 

(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59-58 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59-58 

11792 


1 

Oil Pump Gasket 

59-58 

72516 

Inlet tube 


430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 3-2 Bbl. "VIN J" 1958 1 08 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7895 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7895 PT-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

58 

MS 9454 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9554 

Lincoln Capri Base, Continental Base, Mark III Base, Premier 
Base, Premiere Base; Flange 

2 

Exhaust Pipe Gasket 

58 

9554 

Exc. Lincoln Capri Base, Continental Base, Mark III Base, 
Premier Base, Premiere Base; Flange; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

58 

12473 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

58 

773 

Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11677 R 


1 

Drain Plug Gasket 

58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 11763-3 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

58 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

58 

11792 


1 

Oil Pump Gasket 

58 

72516 

Inlet tube 


430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN J" 1960-1959 1 09 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60-59 

7895 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60-59 

FS 7895 PT-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-59 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

60-59 

MS 9454 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60-59 

9554 

Flange; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

60-59 

12473 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

60-59 

773 

Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


1 09 4 30 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" 

Bore (Ford Eng.), 4 Bbl. "VIN J" 1960-1959 

(cont.) 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 11677 R 


1 

Drain Plug Gasket 

60-59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60-59 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-59 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-59 

TCS 11763-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60-59 

60091 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60-59 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60-59 

11792 


1 

Oil Pump Gasket 

60-59 

72516 

Inlet tube 

11 o 430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" 

Bore (Ford Eng.), 3-2 Bbl. "VIN K" 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7895 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7895 PT-1 Valve stem seals not incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

59 

MS 9454 B 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

O-Ring 

59 

12473 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

59 

773 

Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11677 R 


1 

Drain Plug Gasket 

59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 11763-3 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59 

11792 


1 

Oil Pump Gasket 

59 

72516 

Inlet tube 

HI 430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" 

Bore (Ford Eng.), 4 Bbl. "VIN K" 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7895 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7895 PT-1 Valve stem seals not incl. | 


(continued on next page) 


352 









Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN K" 1958 1 1 1 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

58 

MS 9454 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

9554 

Flange; 1 or 2 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

58 

12473 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16” OD 

1 

Fuel Pump Bowl Gasket 

58 

773 

Exc. Carter pump; 1 5/8" ID x 2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11677 R 


1 

Drain Plug Gasket 

58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 11763-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

58 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

58 

11792 


1 

Oil Pump Gasket 

58 

72516 

Inlet tube 


430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN L" 1959 1 12 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7895 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7895 PT-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9466 B 


1 

Exh. Manifold Gasket Set 

59 

MS 9454 B 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

59 

12473 

Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

59 

773 

Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11677 R 


1 

Drain Plug Gasket 

59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 11762-3 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 11676 D 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

11800 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 11763-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

60091 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


112 430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN L" 1959 

(cont.) 

QTY 

1 

DISTRIBUTOR MOUNTING YEARS PART NO. DESCRIPTION 

O-Ring 59 13069 Distributor Mounting 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 59 11792 

Oil Pump Gasket 59 72516 Inlet tube 

113 430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 2 Bbl. "VIN M" 1960 

QTY 

2 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 60 7895 PT-1 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 60 FS 7895 PT-1 Valve stem seals not incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 60 MS 9466 B 

Exh. Manifold Gasket Set 60 MS 9454 B 

QTY 

1 

1 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 60 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

O-Ring 60 12473 Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16" OD 

Fuel Pump Bowl Gasket 60 773 Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 60 OS 11677 R 

Drain Plug Gasket 60 70822 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 60 BS 11762-3 Rope 

QTY 

1 

VALVE COVER YEARS PART NO. DESCRIPTION 

Valve Cover Gasket Set 60 VS 12433 

QTY 

1 

PUSH ROD COVER YEARS PART NO. DESCRIPTION 

Push Rod Cover Gasket Set 60 PS 11676 D 

QTY 

1 

WATER OUTLET GASKET YEARS PART NO. DESCRIPTION 

Water Outlet Gasket 60 35063 Water Outlet; 21/2" ID 

QTY 

2 

WATER PUMP YEARS PART NO. DESCRIPTION 

Water Pump Gasket 60 11800 

QTY 

1 

TIMING COVER YEARS PART NO. DESCRIPTION 

Timing Cover Set 60 TCS 11763-3 

QTY 

2 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 60 60048 

QTY 

1 

DISTRIBUTOR MOUNTING YEARS PART NO. DESCRIPTION 

O-Ring 60 13069 Distributor Mounting 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 60 11792 

Oil Pump Gasket 60 72516 Inlet tube 

114 430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN N" 1965-1963 

QTY 

2 

1 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 65-63 7895 PT-1 

HeadSet 65-63 HS7895 PT-3 Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 65-63 FS 7895 PT-3 Timing cover seal not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 65-63 MS 9466 B 

Exh. Manifold Gasket Set 65-63 MS 9454 B 

QTY 

8 

EXHAUST PIPE FLANGE YEARS PART NO. DESCRIPTION 

Exhaust Pipe Gasket 65-63 9827 Resonator inlet pipe; 4 to 8 Req'd. 

QTY 

1 

1 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 65-63 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

O-Ring 65-63 12473 Fuel Pump Bowl; Carter pump; 1" ID x 1 5/16" OD 

Fuel Pump Bowl Gasket 65-63 773 Exc. Carter pump; 1 5/8" ID x 2 1/8" OD 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 65-63 OS 11677 R 

Drain Plug Gasket 65-63 70822 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 65-63 BS 11762-3 Rope 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 



430 7.0L (7048cc) OHV V8 (16 Valve), 4.2969" Bore (Ford Eng.), 4 Bbl. "VIN N" 1965-1963 1 14 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-63 

VS 12433 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65-63 

PS 11676 D 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

65-63 

SS 13399 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-63 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-63 

11800 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-63 

13313 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-63 

13069 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-63 

11792 


1 

Oil Pump Gasket 

65-63 

72516 

Inlet tube 


460 7.5L (7539cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN A" 1978-1968 1 15 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-68 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

78-68 

8265 PT-1 

PermaTorque® 

1 

Head Set 

78-75 

HS 8265 PT-1 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 
heat shields not incl.; Premium valve stem seals incl. 

1 

Head Set 

74-68 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-75 

FS 8265 PT-3 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 
heat shields not incl.; Water pump to plate gskt. not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

74-68 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-68 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74-68 

MS 90110-1 


1 

Valley Pan Gasket Set 

78-75 

MS 96018 


1 

Exh. Manifold Gasket Set 

78-68 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

78-68 

MS 90248 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

78-75 

60309 

Converter; 1 or 2 Req'd.; 2 1/2" ID 

2 

Exhaust Pipe Gasket 

78-75 

60308 

Converter; 1 or 2 Req'd.; 2 11/32" ID 

2 

Exhaust Pipe Gasket 

78-68 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78-68 

8194 

Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78-68 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

78-68 

60218 

Packing; 2 5/32" ID x 3" OD 

8 

Exhaust Pipe Gasket 

69-68 

9827 

Resonator inlet pipe; 4 to 8 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-68 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

78-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-68 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

78-68 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-68 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

78-68 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-68 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-68 

35041 

Water Outlet 

1 

Water Outlet Gasket 

78-68 

35041 T 

Water Outlet; PermaDryPlus® 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


115 460 7.5L (7539cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN A" 1978-1968 

(cont.) 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78-68 

35039 

Plate to block 

1 

Water Pump Gasket 

78-68 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-68 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-68 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

78-68 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-75 

60038 

51/32"ID 

1 

Air Cleaner Gasket 

74 

60032 

Exc. Thermactor Emission 

1 

Air Cleaner Gasket 

74 

60038 

Thermactor Emission; 5 1/32" ID 

1 

Air Cleaner Gasket 

73-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-75 

60301 

Carb. to spacer 

1 

Carb. Mounting Gasket 

78-75 

60291 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60058 

Exc. Thermactor Emission; Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60184 

Spacer to manifold 

1 

Carb. Mounting Gasket 

73-68 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-68 

60059 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-75 

72580 


1 

Choke Mounting Tube Gasket 

74 

72580 

Exc. Thermactor Emission 

1 

Choke Mounting Tube Gasket 

73-68 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78-68 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-77 

70020 


1 

EGR Gasket 

76-75 

70645 

Exc. Adapter; Used on both sides of Back pressure valve 

1 

EGR Gasket 

74 

70645 

Exc. Thermactor Emission 

1 

EGR Gasket 

73 

70645 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

78-68 

70132 


1 

Oil Pump Gasket 

78-68 

72516 

Inlet tube 

116 460 7.5L (7539cc) OHV V8 Police (16 Valve), 4.36" 

Bore (Ford Eng.), 4 Bbl. "VIN C" 1978-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-73 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

78-73 

8265 PT-1 

PermaTorque® 

1 

Head Set 

78-75 

HS 8265 PT-1 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 





heat shields not incl.; Premium valve stem seals incl. 

1 

Head Set 

74-73 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-75 

FS 8265 PT-3 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 





heat shields not incl.; Water pump to plate gskt. not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

74-73 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 





Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-73 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74-73 

MS 90110-1 


1 

Valley Pan Gasket Set 

78-75 

MS 96018 


1 

Exh. Manifold Gasket Set 

78-73 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

78-73 

MS 90248 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

78-75 

60309 

Converter; 1 or 2 Req’d.; 2 1/2" ID 

2 

Exhaust Pipe Gasket 

78-75 

60308 

Converter; 1 or 2 Req’d.; 2 11/32" ID 

2 

Exhaust Pipe Gasket 

78-73 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78-73 

8194 

Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78-73 

60201 

Packing; 2 13/32" IDx3" OD 

2 

Exhaust Pipe Gasket 

78-73 

60218 

Packing; 2 5/32" IDx3"OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


460 7.5L (7539cc) OHV V8 Police (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN C" 1978-1973 1 16 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-73 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

78-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-73 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

78-73 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-73 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

78-73 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-73 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-73 

35041 

Water Outlet 

1 

Water Outlet Gasket 

78-73 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78-73 

35039 

Plate to block 

1 

Water Pump Gasket 

78-73 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-73 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-73 

TCS 45279 

w/Sleeve 'N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

78-73 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-73 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-75 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

74 

60032 

Exc. Thermactor Emission 

1 

Air Cleaner Gasket 

74 

60038 

Thermactor Emission; 5 1/32" ID 

1 

Air Cleaner Gasket 

73 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-75 

60301 

Carb. to spacer 

1 

Carb. Mounting Gasket 

78-75 

60291 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60058 

Exc. Thermactor Emission; Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60184 

Spacer to manifold 

1 

Carb. Mounting Gasket 

73 

60058 

Carb. to spacer 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-75 

72580 


1 

Choke Mounting Tube Gasket 

74 

72580 

Exc. Thermactor Emission 

1 

Choke Mounting Tube Gasket 

73 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78-73 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-77 

70020 


1 

EGR Gasket 

76-75 

70645 

Exc. Adapter; Used on both sides of Back pressure valve 

1 

EGR Gasket 

74 

70645 

Exc. Thermactor Emission 

1 

EGR Gasket 

73 

70645 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

78-73 

70132 


1 

Oil Pump Gasket 

78-73 

72516 

Inlet tube 

462 7.6L (7582cc) OHV V8 (16 Valve) (Lincoln), 4.38" Bore (Ford Eng.), 4 Bbl. "VIN 7" 1968-1967 1 17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-67 

7895 PT-1 


1 

Head Set 

68-67 

HS 7895 PT-3 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-67 

FS 7895 PT-3 

Timing cover seal not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-67 

MS 90006 


1 

Exh. Manifold Gasket Set 

68-67 

MS 9454 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

8 

Exhaust Pipe Gasket 

68-67 

9827 

Resonator inlet pipe; 4 to 8 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-67 

OS 11677 R 



(continued on next page) 
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Ford Car (Incl. Edsel, Ford, Lincoln, Mercury) 


117 462 7.6L (7582cc) OHV V8 (16 Valve) (Lincoln), 4.38" 

(cont.) 

Bore (Ford Eng.), 4 Bbl. "VIN 7" 1968-1967 

QTY 

1 

OIL PAN (cont.) 

Drain Plug Gasket 

YEARS 

68-67 

PART NO. 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

68-67 

PART NO. 

BS 11762-3 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

68-67 

PART NO. 

VS 12433 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68-67 

PART NO. 

PS 11676 D 

DESCRIPTION 

QTY 

2 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

68-67 

PART NO. 

SS 13399 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

68-67 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

68-67 

PART NO. 

11800 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68-67 

PART NO. 

13313 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

68-67 

PART NO. 

13069 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

1 

OIL PUMP COVER 

Oil Pump Gasket 

Oil Pump Gasket 

YEARS 

68-67 

68-67 

PART NO. 

11792 

72516 

DESCRIPTION 

Inlet tube 

118 462 7.6L (7582cc) OHV V8 (16 Valve) (Lincoln), 4.38" 

Bore (Ford Eng.), 4 Bbl. "VIN G" 1968-1966 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

68-66 

68-66 

PART NO. 

7895 PT-1 

HS 7895 PT-3 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

68-66 

PART NO. 

FS 7895 PT-3 

DESCRIPTION 

Timing cover seal not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

68-66 

68-66 

PART NO. 

MS 90006 

MS 9454 B 

DESCRIPTION 

QTY 

8 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

68-66 

PART NO. 

9827 

DESCRIPTION 

Resonator inlet pipe; 4 to 8 Req'd. 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

68-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

68-66 

68-66 

PART NO. 

OS 11677 R 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

68-66 

PART NO. 

BS 11762-3 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

68-66 

PART NO. 

VS 12433 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68-66 

PART NO. 

PS 11676 D 

DESCRIPTION 

QTY 

2 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

68-66 

PART NO. 

SS 13399 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

68-66 

PART NO. 

35063 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

68-66 

PART NO. 

11800 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68-66 

PART NO. 

13313 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

68-66 

PART NO. 

13069 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

1 

OIL PUMP COVER 

Oil Pump Gasket 

Oil Pump Gasket 

YEARS 

68-66 

68-66 

PART NO. 

11792 

72516 

DESCRIPTION 

Inlet tube 


Ford SUV’s - See Ford Truck 
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Ford Truck (Incl. SUV’s) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

144 

2.4L 

2360cc 

OHV L6 

3.5" 

12 

Ford Eng. 

D 


1 Bbl./Gasoline 

1962-1960 

1 

144 

2.4L 

2360cc 

OHV L6 

3.5" 

12 

Ford Eng. 

S 


1 Bbl./Gasoline 

1966-1960 

2 

170 

2.8L 

2786cc 

OHV L6 

3.5" 

12 

Ford Eng. 

F 


1 Bbl./Gasoline 

1972-1966 

3 

170 

2.8L 

2786cc 

OHV L6 

3.5" 

12 

Ford Eng. 

U 


1 Bbl./Gasoline 

1965-1961 

4 

200 

3.3L 

3278cc 

OHV L6 

3.68" 

12 

Ford Eng. 

T 


1 Bbl./Gasoline 

1974-1964 

5 

215 

3.5L 

3524cc 

OHV L6 

3.5625' 

12 

Ford Eng. 



1 Bbl./Gasoline 

1953-1951 

6 

221 

3.6L 

3622cc 

L-HEAD V8 

3.0625' 

16 

Ford Eng. 


Ford 

1 Bbl./Gasoline 

1933-1932 

7 

221 

3.6L 

3622cc 

L-HEAD V8 

3.0625' 

16 

Ford Eng. 


Ford 

2 Bbl./Gasoline 

1947-1932 

8 

223 

3.6L 

3655cc 

OHV L6 

3.625" 

12 

Ford Eng. 

A 


1 Bbl./Gasoline 

1959-1954 

9 

223 

3.6L 

3655cc 

OHV L6 

3.625" 

12 

Ford Eng. 

J 


1 Bbl./Gasoline 

1964-1960 

10 

223 

3.6L 

3655cc 

OHV L6 

3.625" 

12 

Ford Eng. 

V 


1 Bbl./Gasoline 

1960 

11 

226 

3.7L 

3704cc 

L-HEAD L6 

3.2969' 

12 

Ford Eng. 



1 Bbl./Gasoline 

1951-1941 

12 

239 

3.9L 

3917cc 

OHV V8 

3.5" 

16 

Ford Eng. 

U 

Ford 

2 Bbl./Gasoline 

1954 

13 

239 

3.9L 

3917cc 

OHV V8 

3.5" 

16 

Ford Eng. 


Ford 

2 Bbl./Gasoline 

1955-1954 

14 

239.4 

3.9L 

3924cc 

L-HEAD V8 

3.1875' 

16 

Ford Eng. 


Ford/Mercury 2 Bbl./Gasoline 

1953-1939 

15 

240 

3.9L 

3934cc 

OHV L6 

4" 

12 

Ford Eng. 

1 


1 Bbl./Gasoline 

1976-1972 

16 

240 

3.9L 

3934cc 

OHV L6 

4" 

12 

Ford Eng. 

A 


1 Bbl./Gasoline 

1976-1966 

17 

240 

3.9L 

3934cc 

OHV L6 

4" 

12 

Ford Eng. 

J 


1 Bbl./Gasoline 

1965 

18 

250 

4.1 L 

4098cc 

OHV L6 

3.68" 

12 

Ford Eng. 

L 


1 Bbl./Gasoline 

1974-1969 

19 

255.4 

4.2L 

4186cc 

L-HEAD V8 

3.1875' 

16 

Ford Eng. 


Mercury 

2 Bbl./Gasoline 

1954-1948 

20 

256 

4.2L 

4196cc 

OHV V8 

3.625" 

16 

Ford Eng. 


Mercury 

2 Bbl./Gasoline 

1955-1954 

21 

260 

4.3L 

4261cc 

OHV V8 

3.7969' 

16 

Ford Eng. 

F 


2 Bbl./Gasoline 

1964-1962 

22 

262 

4.3L 

4294cc 

OHV L6 

3.7188' 

12 

Ford Eng. 

B 


1 Bbl./Gasoline 

1964-1961 

23 

272 

4.5L 

4458cc 

OHV V8 

3.625" 

16 

Ford Eng. 

B 


2 Bbl./Gasoline 

1957 

24 

272 

4.5L 

4458cc 

OHV V8 

3.625" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1958-1955 

25 

272 

4.5L 

4458cc 

OHV V8 

3.625" 

16 

Ford Eng. 

U 


2 Bbl./Gasoline 

1958-1955 

26 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

A 


4 Bbl./Gasoline 

1968-1965 

27 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

C 


2 Bbl./Gasoline 

1968-1965 

28 

289 

4.7L 

4737cc 

OHV V8 

4" 

16 

Ford Eng. 

N 


2 Bbl./Gasoline 

1968-1966 

29 

292 

4.8L 

4786cc 

OHV V8 

3.75" 

16 

Ford Eng. 

C 


2 Bbl./Gasoline 

1965-1957 

30 

292 

4.8L 

4786cc 

OHV V8 

3.75" 

16 

Ford Eng. 

D 


4 Bbl./Gasoline 

1965-1957 

31 

300 

4.9L 

4917cc 

OHV L6 

4" 

12 

Ford Eng. 

B 


1 Bbl./Gasoline 

1980-1965 

32 

302 

5.0L 

4950cc 

OHV V8 

4" 

16 

Ford Eng. 

F 


2 Bbl./Gasoline 

1980-1968 

33 

302 

5.0L 

4950cc 

OHV V8 

4" 

16 

Ford Eng. 

G 


2 Bbl./Gasoline 

1979-1968 

34 

330 

5.4L 

5409cc 

OHV V8 

3.875" 

16 

Ford Eng. 



2 Bbl./Gasoline 

1977-1975 

35 

332 

5.4L 

5441cc 

OHV V8 

4" 

16 

Ford Eng. 



2 Bbl./Gasoline 

1963-1960 

36 

332 

5.4L 

5441cc 

OHV V8 

4" 

16 

Ford Eng. 



4 Bbl./Gasoline 

1963-1960 

37 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1974-1970 

38 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1979-1975 

39 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1979-1969 

40 

351 

5.8L 

5753cc 

OHV V8 

4" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1971-1969 

41 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

D 


2 Bbl./Gasoline 

1967-1965 

42 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

H 


4 Bbl./Gasoline 

1960-1957 

43 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

X 


2 Bbl./Gasoline 

1960 

44 

352 

5.8L 

5769cc 

OHV V8 

4" 

16 

Ford Eng. 

Y 


4 Bbl./Gasoline 

1960 

45 

360 

5.9L 

5900cc 

OHV V8 

4.05" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1976-1975 

46 

360 

5.9L 

5900cc 

OHV V8 

4.05" 

16 

Ford Eng. 

Y 


2 Bbl./Gasoline 

1977-1968 

47 

361 

5.9L 

5917cc 

OHV V8 

4.05" 

16 

Ford Eng. 



2 Bbl./Gasoline 

1966-1964 

48 

361 

5.9L 

5917cc 

OHV V8 

4.05" 

16 

Ford Eng. 



4 Bbl./Gasoline 

1966-1964 

49 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

H 


2 Bbl./Gasoline 

1977-1967 

50 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

M 


4 Bbl./Gasoline 

1977-1974 

51 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

Y 


2 Bbl./Gasoline 

1969-1967 

52 

390 

6.4L 

6392cc 

OHV V8 

4.05" 

16 

Ford Eng. 

S 


4 Bbl./Gasoline 

1969-1968 

53 

400 

6.6L 

6556cc 

OHV V8 

4" 

16 

Ford Eng. 

S 


2 Bbl./Gasoline 

1980-1972 

54 

428 

7.0L 

7015cc 

OHV V8 

4.13" 

16 

Ford Eng. 

Q 


4 Bbl./Gasoline 

1969-1968 

55 

428 

7.0L 

7015cc 

OHV V8 

4.13" 

16 

Ford Eng. 

R 


4 Bbl./Gasoline 

1969-1968 

56 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

N 


4 Bbl./Gasoline 

1973-1970 

57 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

R 


4 Bbl./Gasoline 

1971 

58 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

C 


4 Bbl./Gasoline 

1971-1970 

59 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

J 


4 Bbl./Gasoline 

1971-1970 

60 

429 

7.0L 

7031cc 

OHV V8 

4.36" 

16 

Ford Eng. 

P 


4 Bbl./Gasoline 

1972-1971 

61 

460 

7.5L 

7539cc 

OHV V8 

4.36" 

16 

Ford Eng. 

A 


4 Bbl./Gasoline 

1979-1973 

62 

460 

7.5L 

7539cc 

OHV V8 

4.36" 

16 

Ford Eng. 

J 


4 Bbl./Gasoline 

1979-1973 

63 




144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN D" 1962-1960 1 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62-60 

7916 PT-1 


1 

Head Set 

62-60 

HS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


1 144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN D" 1962-1960 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-60 

FS 7916PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

62-60 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62-60 

60052 

Flange; 2 1/8” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-60 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-60 

OS 12701 C 


1 

Drain Plug Gasket 

62-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-60 

BS 30135 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-60 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

62-60 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-60 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-60 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62-60 

12695 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-60 

TCS 13059-1 

w/o Sleeve ’N' Seal® 

1 

Repair Sleeve Tool 

62-60 

16312 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

13130 

Carb. to spacer 

1 

Carb. Mounting Gasket 

62 

13130 

Spacer to manifold 

2 

Carb. Mounting Gasket 

61-60 

13130 


2 

| 144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN S" 1966-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66-60 

7916 PT-1 


1 

Head Set 

66-60 

HS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-60 

FS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

66-60 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

9712 

Flange 

1 

Exhaust Pipe Gasket 

64-61 

9712 

Ford Econoline Base, P-100 Base; Flange 

1 

Exhaust Pipe Gasket 

64-61 

60052 

Exc. Ford Econoline Base, P-100 Base; Flange; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

60 

60052 

Ford Ranchero Base; Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-60 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-60 

OS 12701 C 


1 

Drain Plug Gasket 

66-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-60 

BS 30135 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-60 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

66-60 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-60 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-60 

35067 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



144 2.4L (2360cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN S" 1966-1960 2 

(cont.) 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

66-60 

PART NO. 

12695 

DESCRIPTION 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-60 

TCS 13059-1 

w/o Sleeve ’N' Seal® 


1 

Repair Sleeve Tool 

66-60 

16312 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66-63 

5462 

Carb. to spacer 


1 

Carb. Mounting Gasket 

66-62 

13130 

Spacer to manifold 


1 

2 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

62 

61-60 

13130 

13130 

Carb. to spacer 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN F" 1972-1966 

3 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

72-66 

PART NO. 

7916 PT-1 

DESCRIPTION 


1 

Head Set 

72-66 

HS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

72-66 

FS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 


QTY 

1 

MANIFOLD - INT. & EXH. 

Exh. Manifold Gasket Set 

YEARS 

72-66 

PART NO. 

MS 9789-1 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

72-68 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

72-68 

8194 

Packing; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

67-66 

60985 

Exc. Ford P-100 Base; Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

67-66 

9802 

Ford P-100 Base; Packing; 1 25/32" ID 


1 

Exhaust Pipe Gasket 

67-66 

8194 

Exc. Ford P-100 Base; Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

72-66 

72-66 

PART NO. 

OS 12701 C 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

72-66 

BS 30135 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

72-66 

VS 12692 

Cork 


1 

Valve Cover Gasket Set 

72-66 

VS 12692 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

72-66 

SS 72616 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

72-66 

35067 

Water Outlet; 1 13/16" ID 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

72-66 

PART NO. 

12695 

DESCRIPTION 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

72-66 

TCS 13059-1 

w/o Sleeve ’N’ Seal® 


1 

Repair Sleeve Tool 

72-66 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

72-66 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

72-70 

60084 

Carb. to spacer 


1 

Carb. Mounting Gasket 

72-70 

60081 

Spacer to manifold 


1 

Carb. Mounting Gasket 

68-66 

5462 

Carb. to spacer 


1 

Carb. Mounting Gasket 

68-66 

13130 

Spacer to manifold 



170 2.8L (2786cc) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN U" 1965-1961 

4 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

65-61 

PART NO. 

7916 PT-1 

DESCRIPTION 


1 

Head Set 

65-61 

HS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65-61 

FS 7916 PT-2 

Exh. pipe flange & packing not incl.; Premium valve stem 
seals incl. 


QTY 

1 

MANIFOLD - INT. & EXH. 

Exh. Manifold Gasket Set 

YEARS 

65-61 

PART NO. 

MS 9789-1 

DESCRIPTION 



(continued on next page) 
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Ford Truck (Incl. SUV’s) 


4 170 2.8L (2786CC) OHV L6 (12 Valve), 3.5" Bore (Ford Eng.), 1 Bbl. "VIN U" 1965-1961 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Exc. Ford P-100 Base; Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

9802 

Ford P-100 Base; Packing; 1 25/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Exc. Ford P-100 Base; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64-61 

9712 

Ford Econoline Base, P-100 Base; Flange 

1 

Exhaust Pipe Gasket 

64-61 

60052 

Exc. Ford Econoline Base, P-100 Base; Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-61 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-61 

OS 12701 C 


1 

Drain Plug Gasket 

65-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-61 

BS 30135 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-61 

VS 12692 

Cork 

1 

Valve Cover Gasket Set 

65-61 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-61 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-61 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65-61 

12695 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-61 

TCS 13059-1 

w/o Sleeve ’N' Seal® 

1 

Repair Sleeve Tool 

65-61 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-63 

5462 

Carb. to spacer 

1 

Carb. Mounting Gasket 

65-62 

13130 

Spacer to manifold 

1 

Carb. Mounting Gasket 

62 

13130 

Carb. to spacer 

2 

Carb. Mounting Gasket 

61 

13130 


5 

| 200 3.3L (3278cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN T" 1974-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

74-73 

7916 PT-1 


1 

Head Gasket 

68-64 

7916 PT-1 


1 

Head Set 

74-73 

HS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

1 

Head Set 

68-64 

HS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-73 

FS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

68-64 

FS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

74-73 

MS 9789-1 


1 

Exh. Manifold Gasket Set 

68-64 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-73 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-73 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

68 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

68 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67-64 

9802 

Packing; 1 25/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-73 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-73 

OS 12701 C 


1 

Oil Pan Gasket Set 

68-64 

OS 12701 C 


1 

Drain Plug Gasket 

74-73 

70822 


1 

Drain Plug Gasket 

68-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-73 

BS 30135 

Rubber; Two-piece 

1 

Rear Main Seal Set 

68-64 

BS 30135 

Rubber; Two-piece 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



200 3.3L (3278cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN T" 1974-1964 

5 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

74-73 

VS 12692 

Cork 


1 

Valve Cover Gasket Set 

74-73 

VS 12692 R 

Rubber 


1 

Valve Cover Gasket Set 

68-64 

VS 12692 

Cork 


1 

Valve Cover Gasket Set 

68-64 

VS 12692 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74-73 

SS 72616 

Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

68-64 

SS 72616 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74-73 

35067 

Water Outlet; 1 13/16” ID 


1 

Water Outlet Gasket 

68-64 

35067 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

74-73 

12695 



1 

Water Pump Gasket 

68-64 

12695 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

74-73 

TCS 13059-1 

w/o Sleeve ’N' Seal® 


1 

Timing Cover Set 

68-64 

TCS 13059-1 

w/o Sleeve ’N' Seal® 


1 

Repair Sleeve Tool 

74-73 

16312 

Timing Cover 


1 

Repair Sleeve Tool 

68-64 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

74-73 

5198 

2 5/8” ID 


1 

Air Cleaner Gasket 

68-64 

5198 

2 5/8” ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

74-73 

60269 

Carb. to heat shield 


1 

Carb. Mounting Gasket 

74-73 

60196 

Spacer to manifold 


1 

Carb. Mounting Gasket 

68-64 

5462 

Carb. to spacer 


1 

Carb. Mounting Gasket 

68-64 

13130 

Spacer to manifold 




215 3.5L (3524cc) OHV L6 (12 Valve), 3.5625" Bore (Ford Eng.), 1 Bbl. 1953-1951 

6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

53-51 

7994 PT-1 



1 

Head Set 

53-51 

HS 7994 PT-3 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

53-51 

FS 7994 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

53-51 

MS 9960 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

53-51 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

53-51 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

53-51 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

53-51 

OS 10605 D 



1 

Drain Plug Gasket 

53-51 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

53-51 

BS 6141-3 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

53-51 

VS 10604 

w/Grommets 


2 

Grommet Set 

53-51 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

53-51 

PS 10603 R 

w/Grommets 


4 

Grommet Set 

53-51 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

53-51 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

53-51 

SS 10777 

Umbrella 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

53-51 

11501 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

53-51 

10610 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


6 

Carb. Mounting Gasket 

53-51 

8013 

3 to 6 Req’d. 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

53-51 

72516 

Inlet tube 
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Ford Truck (Incl. SUV’s) 


7 

' 221 3.6L (3622cc) L-HEAD V8 (16 Valve) (Ford), 3.0625" 

Bore (Ford Eng.), 1 Bbl. 1933-1932 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

33-32 

FS 7246 S-2 

21 stud head; 85 HP eng. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

33-32 

MS 2853 


1 

Exh. Manifold Gasket Set 

33-32 

MS 8028 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

33-32 

9242 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

33-32 

773 

1 5/8" ID x2 1/8” OD 

1 

Fuel Pump Bowl Gasket 

33-32 

4081 

Loc. Upper Body Cover 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

33-32 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

33-32 

SS 5566 

Loc. Int. 

8 221 3.6L (3622cc) L-HEAD V8 (16 Valve) (Ford), 3.0625" 

Bore (Ford Eng.), 2 Bbl. 1947-1932 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

47-38 

7283 B 

24 stud head; 90 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

47-38 

7548 B 

24 stud head; 90 HP eng.; w/3 large irregular water holes on 
centerline 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

47-38 

FS 7283 B 

24 stud head; 90 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

47-38 

FS 7548 B 

24 stud head; 90 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Full Gasket Set 

37-32 

FS 7246 S-2 

21 stud head; 85 HP eng. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

47-32 

MS 2853 


1 

Exh. Manifold Gasket Set 

47-32 

MS 8028 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

47-32 

9242 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

47-32 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

40-32 

4081 

Loc. Upper Body Cover 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

47-32 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

47-32 

SS 5566 

Loc. Int. 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

47-32 

9264 

1 to 6 Req'd. 

g 

1 223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN A" 1959-1954 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

59-54 

7994 PT-1 


1 

Head Set 

59-54 

HS 7994 PT-3 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-54 

FS 7994 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

59-54 

MS 9960 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59-54 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

56-55 

12473 

Fuel Pump Bowl; Pump w/3553 stamped on flange; 1" ID x 1 
5/16" OD 

1 

Fuel Pump Bowl Gasket 

59-57 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

56-55 

773 

Exc. Pump w/3553 stamped on flange; 1 5/8" ID x 2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

54 

5019 

1 55/64" ID x 2 19/64” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59-54 

OS 10605 D 


1 

Drain Plug Gasket 

59-54 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-54 

BS 6141-3 

Rubber; Two-piece 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN A" 1959-1954 

9 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

59-54 

VS 10604 

w/Grommets 


2 

Grommet Set 

59-54 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

59-54 

PS 10603 R 

w/Grommets 


4 

Grommet Set 

59-54 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

59-54 

SS 10777 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

59-54 

11501 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

59-54 

10610 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

59-57 

TCS 13095-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


6 

Carb. Mounting Gasket 

59-54 

8013 

3 to 6 Req’d. 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

59-54 

72516 

Inlet tube 



223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN J" 1964-1960 

10 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

64-60 

7994 PT-1 



1 

Head Set 

64-60 

HS 7994 PT-3 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64-60 

FS 7994 PT-4 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

64-60 

MS 9960 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

64-60 

60052 

Flange; 1 or 2 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

64-60 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64-60 

OS 10605 D 



1 

Drain Plug Gasket 

64-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64-60 

BS 6141-3 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64-60 

VS 12690 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64-60 

PS 10603 R 

w/Grommets 


4 

Grommet Set 

64-60 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64-62 

SS 13807 

Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

61 

SS 13807 

From 04/02/61; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

61 

SS 10777 

To 04/01/61 


1 

Valve Stem Seal Set 

60 

SS 10777 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64-60 

11501 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64-60 

10610 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64-60 

TCS 13095-2 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


6 

Carb. Mounting Gasket 

64-60 

8013 

3 to 6 Req’d. 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64-60 

72516 

Inlet tube 




223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN V" 1960 

11 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

60 

7994 PT-1 



1 

Head Set 

60 

HS 7994 PT-3 

Premium valve stem seals incl. 



(continued on next page) 
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Ford Truck (Incl. SUV’s) 


1 1 223 3.6L (3655cc) OHV L6 (12 Valve), 3.625" Bore (Ford Eng.), 1 Bbl. "VIN V" 1960 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7994 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

60 

MS 9960 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

60052 

Flange; 1 or 2 Req'd.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

60 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 10605 D 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 6141-3 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12690 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 10603 R 

w/Grommets 

4 

Grommet Set 

60 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 10777 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

11501 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

10610 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 13095-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

60 

8013 

3 to 6 Req'd. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

72516 

Inlet tube 

12 226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.2969" 

Bore (Ford Eng.),1 Bbl. 1951-1941 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

51-47 

7524 S 

95 HP eng.; Series H 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

51-47 

FS 7524 S 

95 HP eng.; Series H; Crankshaft front & rear rope packing 





not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

51-46 

MS 8793 B 


1 

Int. & Exh. Gasket Set 

42-41 

MS 8793 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

51-46 

60052 

Flange; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

42-41 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

51-46 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

42-41 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

51-48 

773 

1 5/8" ID x2 1/8" OD 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

51-47 

VS 2976 

95 HP eng.; Series H 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

51-46 

8013 

1 to 6 Req'd. 

6 

Carb. Mounting Gasket 

42-41 

8013 

1 to 6 Req'd. 

13 239 3.9L (3917cc) OHV V8 (16 Valve) (Ford), 3.5" 

Bore (Ford Eng.), 2 Bbl. "VIN U" 1954 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

54 

7999 PT 

w/Cyl. heads & blocks marked EBV 

1 

Head Set 

54 

HS 7999 PT-3 

w/Cyl. heads & blocks marked EBV 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

54 

FS 7636 SH 

w/Cyl. heads & blocks marked EBU 

1 

Full Gasket Set 

54 

FS 7999 PT-3 

w/Cyl. heads & blocks marked EBV 


(continued on next page) 


366 








Ford Truck (Incl. SUV’s) 



239 3.9L (3917cc) OHV V8 (16 Valve) (Ford), 3.5" Bore (Ford Eng.), 2 Bbl. "VIN U" 1954 13 

(cont.) 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

54 

54 

PART NO. 

MS 9243 B 

MS 9492 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

54 

9242 

Crossover flange; 2 or 3 Req’d. 

1 

Exhaust Pipe Gasket 

54 

60052 

Pipe to manifold; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

54 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

54 

773 

1 5/8" ID x 2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

54 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

54 

PART NO. 

OS 10701 C-1 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54 

BS 10743 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

54 

VS 10680 C 

w/Grommets 

4 

Grommet Set 

54 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

54 

10740 

Push Rod Cover 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

54 

PART NO. 

SS 10777 

DESCRIPTION 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

54 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

54 

10714 

Water Outlet; Bypass tube 

QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

54 

PART NO. 

10738 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

54 

PART NO. 

TCS 10677-3 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

54 

9264 

1 to 6 Req’d. 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

54 

PART NO. 

10784 

DESCRIPTION 


239 3.9L (3917cc) OHV V8 (16 Valve) (Ford), 3.5" Bore (Ford Eng.), 2 Bbl. 1955-1954 14 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

55-54 

7999 PT 

w/Cyl. heads & blocks marked EBV 

1 

Head Set 

55-54 

HS 7999 PT-3 

w/Cyl. heads & blocks marked EBV 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-54 

FS 7999 PT-3 

w/Cyl. heads & blocks marked EBV 

1 

Full Gasket Set 

54 

FS 7636 SH 

w/Cyl. heads & blocks marked EBU 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

55-54 

55-54 

PART NO. 

MS 9243 B 

MS 9492 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

55 

60052 

Crossover flange; 2 or 3 Req’d.; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

55-54 

60052 

Pipe to manifold; 2 1/8" ID 

3 

Exhaust Pipe Gasket 

54 

9242 

Crossover flange; 2 or 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

55-54 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

55-54 

773 

1 5/8" ID x 2 1/8” OD 

1 

Fuel Pump Bowl Gasket 

55-54 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

55-54 

PART NO. 

OS 10701 C-1 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55-54 

BS 10743 

Rope 

1 

Rear Main Seal Set 

55 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55-54 

VS 10680C 

w/Grommets 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


14 239 3.9L (3917cc) OHV V8 (16 Valve) (Ford), 3.5" 

(cont.) 

Bore (Ford Eng.), 2 Bbl. 1955-1954 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

4 

Grommet Set 

55-54 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55-54 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

55-54 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55-54 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

55-54 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-54 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

55-54 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55-54 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

55-54 

9264 

1 to 6 Req'd. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

55-54 

10784 


15 239.4 3.9L (3924cc) L-HEAD V8 (16 Valve) (Ford/Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. 1953-1939 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

53-48 

7526 B-1 

Loc. L.H.; Overbore 3.420" 

1 

Head Gasket 

53-48 

7526 B 

Loc. L.H.; Standard bore 3.270" 

1 

Head Gasket 

53-48 

7525 B-1 

Loc. R.H.; Overbore 3.420" 

1 

Head Gasket 

53-48 

7525 B 

Loc. R.H.; Standard bore 3.270" 

2 

Head Gasket 

47-39 

7283 B 

24 stud head; 100 HP eng.; w/2 small round water holes on 
centerline 

2 

Head Gasket 

47-39 

7548 B 

24 stud head; 100 HP eng.; w/3 large irregular water holes on 
centerline 

1 

Head Set 

53-48 

HS 7525 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-48 

FS 7525 B 


1 

Full Gasket Set 

47-39 

FS 7283 B 

24 stud head; 100 HP eng.; w/2 small round water holes on 
centerline; Valve stem seals not incl. 

1 

Full Gasket Set 

47-39 

FS 7548 B 

24 stud head; 100 HP eng.; w/3 large irregular water holes on 
centerline 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

53-48 

MS 8903 


1 

Int. Manifold Gasket Set 

47-39 

MS 2853 


1 

Exh. Manifold Gasket Set 

53-39 

MS 8028 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

53-48 

60052 

Flange; 1 to 3 Req’d.; 2 1/8“ ID 

3 

Exhaust Pipe Gasket 

47-39 

9242 

Flange; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-48 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

53-39 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

40-39 

4081 

Loc. Upper Body Cover 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-48 

OS 2996 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-39 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

53-39 

SS 5566 

Loc. Int. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

53-48 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

53-48 

2972 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

6 

Carb. Mounting Gasket 

53-39 

9264 

1 to 6 Req'd. 

16 240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN 1" 1976-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

76-72 

525 SD 

PermaTorque Severe Duty® 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 




240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN 1" 1976-1972 

16 






(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

76-72 

8168 PT 

PermaTorque® 


1 

Head Gasket Spacer Shim 

76-72 

8168 SP 

HeadSaver® 


1 

Head Set 

76-72 

HS 8168 PT-3 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

76-72 

FS 8168 PT-2 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

76-72 

CS 8168 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

76-72 

MS 90157-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

76-72 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

76-72 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

76-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

76-72 

OS 13811 C 

Cork 


1 

Drain Plug Gasket 

76-72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

76-72 

BS 40645 

PTFE Rubber; One-piece 


1 

Rear Main Seal Set 

76-72 

BS 40509 

Rubber; One-piece 


1 

Repair Sleeve 

76-72 

16251 

Crankshaft; Use w/installation tool 


1 

Repair Sleeve Tool 

76-72 

16301 

Crankshaft 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

76-72 

VS 50033 C-1 

Cork 


1 

Valve Cover Gasket Set 

76-72 

VS 50033 R 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

76-72 

PS 13809 R 

w/Grommets 


6 

Grommet Set 

76-72 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

76-72 

SS 13807 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

76-72 

35067 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

76-72 

13816 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

76-72 

TCS 45044 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

76-72 

TCS 45278 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

76-72 

16207 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

76-72 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

76-72 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

76-73 

60187 

Exc. Evaporative Emission 


1 

Carb. Mounting Gasket 

74-73 

60187 

Ford E-100 Econoline Base, Club Wagon, E-300 Econoline 





Base, Club Wagon; Carb. to spacer 


1 

Carb. Mounting Gasket 

74-73 

60204 

Ford E-100 Econoline Base, Club Wagon, E-300 Econoline 





Base, Club Wagon; Spacer to manifold 


2 

Carb. Mounting Gasket 

72 

60066 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

76-73 

70826 

Valve 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

76-72 

70374 

To block 



240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN A" 1976-1966 

17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

76-66 

525 SD 

PermaTorque Severe Duty® 


1 

Head Gasket 

76-66 

8168 PT 

PermaTorque® 


1 

Head Gasket Spacer Shim 

76-66 

8168 SP 

HeadSaver® 


1 

Head Set 

76-68 

HS 8168 PT-3 

Premium valve stem seals incl. 


1 

Head Set 

67-66 

HS 8168 PT-3 

Valve cover gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

76-68 

FS 8168 PT-2 

Premium valve stem seals incl. 
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Ford Truck (Incl. SUV’s) 


17 240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN A" 1976-1966 

(cont.) 




QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8168 PT-2 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-66 

CS 8168 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

76-66 

MS 90157-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-66 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-66 

OS 13811 C 

Cork 

1 

Drain Plug Gasket 

76-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-66 

BS 40645 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

76-66 

BS 40509 

Rubber; One-piece 

1 

Repair Sleeve 

76-66 

16251 

Crankshaft; Use w/installation tool 

1 

Repair Sleeve Tool 

76-66 

16301 

Crankshaft 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-68 

VS 50033 C-1 

Cork 

1 

Valve Cover Gasket Set 

76-68 

VS 50033 R 

Rubber 

1 

Valve Cover Gasket Set 

67-66 

VS 13799 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-66 

PS 13809 R 

w/Grommets 

6 

Grommet Set 

76-66 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-66 

SS 13807 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-66 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76-66 

13816 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-66 

TCS 45044 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-66 

TCS 45278 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-66 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-66 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

76-73 

60187 

Exc. Evaporative Emission 

1 

Carb. Mounting Gasket 

74-73 

60187 

Ford E-100 Econoline Base, Club Wagon, E-300 Econoline 
Base, Club Wagon; Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60204 

Ford E-100 Econoline Base, Club Wagon, E-300 Econoline 
Base, Club Wagon; Spacer to manifold 

2 

Carb. Mounting Gasket 

72-70 

60066 


2 

Carb. Mounting Gasket 

69-68 

60066 

Exc. Holley 

2 

Carb. Mounting Gasket 

69-68 

60066 

Exc. Thermactor Emission 

1 

Carb. Mounting Gasket 

69-66 

60131 

Holley Service Carb. 

2 

Carb. Mounting Gasket 

69-68 

60084 

Thermactor Emission; 1 or 2 Req’d. 

3 

Carb. Mounting Gasket 

67-66 

11662 

Exc. Holley; 1 to 3 Req’d. 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-66 

70374 

To block 

18 240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN J" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

525 SD 

PermaTorque Severe Duty® 

1 

Head Gasket 

65 

8168 PT 

PermaTorque® 

1 

Head Gasket Spacer Shim 

65 

8168 SP 

HeadSaver® 

1 

Head Set 

65 

HS 8168 PT-3 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8168 PT-2 

Valve cover gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 




240 3.9L (3934cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN J" 1965 18 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8168 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 90157-1 


1 

Intake to Exhaust Gasket 

65 

9979 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13811 C 

Cork 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40645 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

65 

BS 40509 

Rubber; One-piece 

1 

Repair Sleeve 

65 

16251 

Crankshaft; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16301 

Crankshaft 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13799 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13809 R 

w/Grommets 

6 

Grommet Set 

65 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 13807 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13816 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 45044 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45278 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

65 

11662 

Exc. Holley; 1 to 3 Req’d. 

1 

Carb. Mounting Gasket 

65 

60131 

Holley Service Carb. 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

70374 

To block 


250 4.1 L (4098cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN L" 1974-1969 19 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

74-69 

7916 PT-1 


1 

Head Set 

74-69 

HS 7916 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-69 

FS 7916PT-3 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

74-69 

MS 9789-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-69 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-69 

OS 30217 C 


1 

Drain Plug Gasket 

74-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-69 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-69 

VS 12692 

Cork 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


19 250 4.1 L (4098cc) OHV L6 (12 Valve), 3.68" Bore (Ford Eng.), 1 Bbl. "VIN L" 1974-1969 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-69 

VS 12692 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-69 

SS 72616 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-69 

35054 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-69 

TCS 45059 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-69 

TCS 45660 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-69 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-69 

16310 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-73 

60190 

Carb. to heat shield 

1 

Carb. Mounting Gasket 

74 

60090-1 

Exc. Thermactor Emission; Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60196 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60090-1 

w/M/T; Carb. to spacer 

1 

Carb. Mounting Gasket 

73-70 

60090-1 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-69 

60081 

Spacer to manifold 

1 

Carb. Mounting Gasket 

69 

60084 

Exc. Holley; Carb. to spacer 

1 

Carb. Mounting Gasket 

69 

60131 

Holley; Carb. to spacer 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

70826 


20 255-4 4.2L (4186cc) L-HEAD V8 (16 Valve) (Mercury), 3.1875" Bore (Ford Eng.), 2 Bbl. 1954-1948 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

54-48 

7526 B-1 

Loc. L.H.; Overbore 3.420" 

1 

Head Gasket 

54-48 

7526 B 

Loc. L.H.; Standard bore 3.270“ 

1 

Head Gasket 

54-48 

7525 B-1 

Loc. R.H.; Overbore 3.420" 

1 

Head Gasket 

54-48 

7525 B 

Loc. R.H.; Standard bore 3.270" 

1 

Head Set 

54-48 

HS 7525 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

54-48 

FS 7525 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

54-48 

MS 8903 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-48 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

54-48 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

54-48 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-48 

OS 2996 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54-48 

BS 10642-2 

Rope 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

54-48 

SS 5566 

Loc. Int. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

54-48 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

54-48 

2972 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-48 

9093 


21 256 4.2L (4196cc) OHV V8 (16 Valve) (Mercury), 3.625" 

Bore (Ford Eng.), 2 Bbl. 1955-1954 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

55-54 

7999 PT 


1 

Head Set 

55-54 

HS 7999 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-54 

FS 7999 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

55-54 

MS 9492 B 
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Ford Truck (Incl. SUV’s) 



256 4.2L (4196cc) OHV V8 (16 Valve) (Mercury), 3.625" Bore (Ford Eng.), 2 Bbl. 1955-1954 21 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

55 

60052 

Crossover flange; 2 or 3 Req’d.; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

55-54 

60052 

Pipe to manifold; 2 1/8" ID 

3 

Exhaust Pipe Gasket 

54 

9242 

Crossover flange; 2 or 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

55-54 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

55-54 

773 

1 5/8" ID x 2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

55-54 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55-54 

OS 10701 C-1 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55-54 

BS 10743 

Rope 

1 

Rear Main Seal Set 

55 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55-54 

VS 10680C 

w/Grommets 

4 

Grommet Set 

55-54 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55-54 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

55-54 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55-54 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

55-54 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-54 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

55-54 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55-54 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

55-54 

9264 

Carb. to governor 

2 

Carb. Mounting Gasket 

55-54 

9093 

Carb. to valve chamber cover 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

55-54 

10784 



260 4.3L (4261 cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2 Bbl. "VIN F" 1964-1962 22 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-62 

9333 PT-1 

H/D eng. 

2 

Head Gasket 

64-62 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

64-62 

8548 SP-1 

HeadSaver® 

1 

Head Set 

64-62 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-62 

FS 8548 PT-16 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-62 

CS 8548-4 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-62 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

64-62 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

64-62 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

64-62 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

63 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-62 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

64-62 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

64-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-62 

BS 30136 

Rubber; Two-piece 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


22 260 4.3L (4261 cc) OHV V8 (16 Valve), 3.7969" Bore (Ford Eng.), 2 Bbl. "VIN F" 1964-1962 

(cont.) 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-62 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

64-62 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

64-62 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

64-62 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-62 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64-62 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-62 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-62 

13267 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-62 

TCS 45008 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64-62 

TCS 45168 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-62 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64-62 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-62 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-62 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64-62 

5511 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-62 

70083 


1 

Oil Pump Gasket 

64-62 

72516 

Inlet tube 

23 262 4.3L (4294cc) OHV L6 (12 Valve), 3.7188" Bore (Ford Eng.), 1 Bbl. "VIN B" 1964-1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64-61 

7994 PT-1 


1 

Head Set 

64-61 

HS 7994 PT-3 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-61 

FS 7994 PT-4 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64-61 

MS 9960 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64-61 

60052 

Flange; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

64-61 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-61 

OS 10605 D 


1 

Drain Plug Gasket 

64-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-61 

BS 6141-3 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-61 

VS 12690 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-61 

PS 10603 R 

w/Grommets 

4 

Grommet Set 

64-61 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 13807 

H/D; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

64 

SS 10777 

L/D 

1 

Valve Stem Seal Set 

63-61 

SS 13807 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-61 

11501 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-61 

10610 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-61 

TCS 13095-2 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

64 

8013 

Exc. Governor; Carb. to manifold 

2 

Carb. Mounting Gasket 

64 

13130 

Exc. Governor; Carb. to spacer 
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Ford Truck (Incl. SUV’s) 



262 4.3L (4294cc) OHV L6 (12 Valve), 3.7188" Bore (Ford Eng.), 1 Bbl. "VIN B" 1964-1961 

23 

(cont.) 


CARB & FUEL INJECTION 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

63-61 

13130 

Carb. to spacer 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64-61 

72516 

Inlet tube 




272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 2 Bbl. "VIN B" 1957 

24 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

57 

7999 PT 



1 

Head Set 

57 

HS 7999 PT-3 

Exh. manifold heat shields not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57 

FS 7999 PT-3 

Exh. manifold heat shields not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

57 

MS 9361 B-1 



1 

Exh. Manifold Gasket Set 

57 

MS 9492 B 

Gskt. for use w/old heat shield 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

57 

60052 

Crossover flange; 2 1/8" ID 


2 

Exhaust Pipe Gasket 

57 

60052 

Pipe to manifold; 1 or 2 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

O-Ring 

57 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 


1 

Fuel Pump Bowl Gasket 

57 

773 

1 5/8" ID x 2 1/8" OD 


1 

Fuel Pump Bowl Gasket 

57 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

57 

OS 10701 C-1 



1 

Drain Plug Gasket 

57 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57 

BS 10743 

Rope 


1 

Rear Main Seal Set 

57 

BS 6141 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

57 

VS 10680 C 

w/Grommets 


4 

Grommet Set 

57 

10740 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

57 

PS 10700 R 

w/Grommets 


2 

Grommet Set 

57 

10740 

Push Rod Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

57 

SS 10777 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

57 

10676 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

57 

10714 

Water Outlet; Bypass tube 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

57 

10738 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

57 

TCS 10677-3 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

57 

9264 

Carb. to manifold 


2 

Carb. Mounting Gasket 

57 

60048 

Governor to manifold 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

57 

10784 




272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 4 Bbl. "VIN M" 1958-1955 

25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

58-55 

7999 PT 



1 

Head Set 

58-55 

HS 7999 PT-3 

Exh. manifold heat shields not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58-55 

FS 7999 PT-3 

Exh. manifold heat shields not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

58-55 

MS 9361 B-1 



1 

Exh. Manifold Gasket Set 

58-55 

MS 9492 B 

Gskt. for use w/old heat shield 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

58-55 

60052 

Crossover flange; 2 1/8" ID 


2 

Exhaust Pipe Gasket 

58-55 

60052 

Pipe to manifold; 1 or 2 Req’d.; 2 1/8" ID 
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25 272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 4 Bbl. "VIN M" 1958-1955 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

58-55 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

58-55 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

58-55 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-55 

OS 10701 C-1 


1 

Drain Plug Gasket 

58-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-55 

BS 10743 

Rope 

1 

Rear Main Seal Set 

58-55 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-55 

VS 10680C 

w/Grommets 

4 

Grommet Set 

58-55 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58-55 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

58-55 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-55 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

58-55 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-55 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58-55 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-55 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58-57 

60059 

Carb. to manifold 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

58-55 

10784 


26 272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 2 Bbl. "VIN U" 1958-1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-55 

7999 PT 


1 

Head Set 

58-55 

HS 7999 PT-3 

Exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-55 

FS 7999 PT-3 

Exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58-55 

MS 9361 B-1 


1 

Exh. Manifold Gasket Set 

58-55 

MS 9492 B 

Gskt. for use w/old heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58-55 

60052 

Crossover flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

58-55 

60052 

Pipe to manifold; 1 or 2 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

58-55 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

58-55 

773 

1 5/8" ID x2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

58-55 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-55 

OS 10701 C-1 


1 

Drain Plug Gasket 

58-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-55 

BS 10743 

Rope 

1 

Rear Main Seal Set 

58-55 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-55 

VS 10680C 

w/Grommets 

4 

Grommet Set 

58-55 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58-55 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

58-55 

10740 

Push Rod Cover 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



272 4.5L (4458cc) OHV V8 (16 Valve), 3.625" Bore (Ford Eng.), 2 Bbl. "VIN U" 1958-1955 26 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

58-55 

SS 10777 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

58-55 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-55 

10714 

Water Outlet; Bypass tube 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58-55 

10738 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-55 

TCS 10677-3 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

57 

9264 

Carb. to manifold 

2 

Carb. Mounting Gasket 

57 

60048 

Governor to manifold 

2 

Carb. Mounting Gasket 

56-55 

9264 

Carb. to governor 

1 

Carb. Mounting Gasket 

56-55 

9093 

Carb. to manifold 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

58-55 

10784 



289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN A" 1968-1965 27 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-65 

9333 PT-1 

H/D eng. 

2 

Head Gasket 

68-65 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-65 

8548 SP-1 

HeadSaver® 

1 

Head Set 

68-65 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-65 

FS 8548 PT-16 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-65 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-65 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

68-65 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68-65 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-65 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-65 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

68-65 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

68-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-65 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-65 

VS 13264 C 

Cork 

1 

Valve Cover Gasket Set 

68-65 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

68-65 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Vaive Cover Gasket Set 

68-65 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-65 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

68-65 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-65 

35067 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

35211 

Plate to block 

1 

Water Pump Gasket 

68-65 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-65 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

68-65 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

68-65 

16213 

Timing Cover; Use w/installation tool 
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Ford Truck (Incl. SUV’s) 


27 289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN A" 1968-1965 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

68-65 

16310 

Timing Cover 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-65 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68-65 

70083 


1 

Oil Pump Gasket 

68-65 

72516 

Inlet tube 

28 289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN C" 1968-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-65 

9333 PT-1 

H/D eng. 

2 

Head Gasket 

68-65 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-65 

8548 SP-1 

HeadSaver® 

1 

Head Set 

68-65 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-65 

FS 8548 PT-16 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-65 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-65 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

68-65 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68-65 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-65 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-65 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

68-65 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

68-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-65 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-65 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

68-65 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

68-65 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

68-65 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-65 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

68-65 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-65 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

35211 

Plate to block 

1 

Water Pump Gasket 

68-65 

35019 

Pump to plate 

1 

Water Pump Gasket 

65 

13267 

1st Design; Plate to block 

1 

Water Pump Gasket 

65 

35211 

2nd Design; Plate to block 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-65 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

68-65 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

68-65 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-65 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

68-65 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-65 

5511 

Distributor Mounting 

1 

O-Ring 

67-65 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68-65 

70083 
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Ford Truck (Incl. SUV’s) 


289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN C" 1968-1965 28 

(cont.) 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68-65 

72516 

Inlet tube 

289 4.7L (4737cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN N" 1968-1966 29 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-66 

9333 PT-1 

H/D eng. 

2 

Head Gasket 

68-66 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

68-66 

8548 SP-1 

HeadSaver® 

1 

Head Set 

68-66 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-66 

FS 8548 PT-16 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 





incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-66 

CS 8548-4 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-66 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

68-66 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68-66 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-66 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 68-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-66 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

68-66 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 





SnapUps® incl. 

1 

Drain Plug Gasket 

68-66 

70822 


QTY 

CRANKSHAFT REAR SEAL YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-66 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-66 

VS 13264 C 

Cork 

1 

Valve Cover Gasket Set 

68-66 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

68-66 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

68-66 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-66 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

68-66 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-66 

35067 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-66 

35211 

Plate to block 

1 

Water Pump Gasket 

68-66 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-66 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

68-66 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

68-66 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-66 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-66 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

68-66 

60094-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68-66 

5511 

Distributor Mounting 

1 

O-Ring 

67-66 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68-66 

70083 


1 

Oil Pump Gasket 

68-66 

72516 

Inlet tube 

292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 2 Bbl. "VIN C" 1965-1957 30 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-57 

7999 PT 


1 

Head Set 

65-57 

HS 7999 PT-3 

Exh. manifold heat shields not incl. 
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Ford Truck (Incl. SUV’s) 


30 292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 2 Bbl. "VIN C" 1965-1957 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-57 

FS 7999 PT-3 

Exh. manifold heat shields not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

65-57 

PART NO. 

MS 9361 B-1 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

65-57 

MS 9492 B 

Gskt. for use w/old heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

65-57 

60052 

Crossover flange; 1 to 3 Req’d.; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

65-57 

60052 

Pipe to manifold; 1 or 2 Req’d.; 2 1/8” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

65-57 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

65-57 

773 

1 5/8" ID x2 1/8” OD 

1 

Fuel Pump Bowl Gasket 

65-57 

5019 

1 55/64" ID x2 19/64” OD 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65-57 

65-57 

PART NO. 

OS 10701 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-57 

BS 10743 

Rope 

1 

Rear Main Seal Set 

65-57 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-60 

VS 12949 

w/Grommets 

1 

Valve Cover Gasket Set 

59-57 

VS 10680C 

w/Grommets 

4 

Grommet Set 

65-57 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65-57 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

65-57 

10740 

Push Rod Cover 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

65-57 

PART NO. 

SS 10777 

DESCRIPTION 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65-57 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-57 

10714 

Water Outlet; Bypass tube 

QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

65-57 

PART NO. 

10738 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

65-57 

PART NO. 

TCS 10677-3 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-57 

60048 

Carb. to manifold 

2 

Carb. Mounting Gasket 

59-57 

9264 

Carb. to governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65-61 

70194 

Crankcase vent cover & tube gskt. 

1 

O-Ring 

65-57 

5511 

Distributor Mounting 

1 

O-Ring 

65-57 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

65-57 

PART NO. 

10784 

DESCRIPTION 

31 292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 4 Bbl. "VIN D" 1965-1957 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

65-57 

PART NO. 

7999 PT 

DESCRIPTION 

1 

Head Set 

65-57 

HS 7999 PT-3 

Exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-57 

FS 7999 PT-3 

Exh. manifold heat shields not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

65-57 

PART NO. 

MS 9361 B-1 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

65-57 

MS 9492 B 

Gskt. for use w/old heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

65-57 

60052 

Crossover flange; 1 to 3 Req’d.; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

65-57 

60052 

Pipe to manifold; 1 or 2 Req’d.; 2 1/8” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

O-Ring 

65-57 

12473 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

1 

Fuel Pump Bowl Gasket 

65-57 

773 

1 5/8" ID x2 1/8” OD 

1 

Fuel Pump Bowl Gasket 

65-57 

5019 

1 55/64" ID x2 19/64” OD 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



292 4.8L (4786cc) OHV V8 (16 Valve), 3.75" Bore (Ford Eng.), 4 Bbl. "VIN D" 1965-1957 31 

(cont.) 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65-57 

65-57 

PART NO. 

OS 10701 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-57 

BS 10743 

Rope 

1 

Rear Main Seal Set 

65-57 

BS 6141 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-60 

VS 12949 

w/Grommets 

1 

Valve Cover Gasket Set 

59-57 

VS 10680 C 

w/Grommets 

4 

Grommet Set 

65-57 

10740 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65-57 

PS 10700 R 

w/Grommets 

2 

Grommet Set 

65-57 

10740 

Push Rod Cover 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

65-57 

PART NO. 

SS 10777 

DESCRIPTION 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65-57 

10676 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-57 

10714 

Water Outlet; Bypass tube 

QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

65-57 

PART NO. 

10738 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

65-57 

PART NO. 

TCS 10677-3 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-57 

60059 

Carb. to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65-61 

70194 

Crankcase vent cover & tube gskt. 

1 

O-Ring 

65-57 

5511 

Distributor Mounting 

1 

O-Ring 

65-57 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

65-57 

PART NO. 

10784 

DESCRIPTION 


300 4.9L (4917cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN B" 1980-1965 32 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-65 

525 SD 

PermaTorque Severe Duty® 

1 

Head Gasket 

80-65 

8168 PT 

PermaTorque® 

1 

Head Gasket Spacer Shim 

80-65 

8168 SP 

HeadSaver® 

1 

Head Set 

80-68 

HS 8168 PT-3 

Premium valve stem seals incl. 

1 

Head Set 

67-65 

HS 8168 PT-3 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-68 

FS 8168 PT-2 

Premium valve stem seals incl. 

1 

Full Gasket Set 

67-65 

FS 8168 PT-2 

Valve cover gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-65 

PART NO. 

CS 8168 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

80-65 

PART NO. 

MS 90157-1 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60679 

Converter 

1 

Exhaust Pipe Gasket 

80-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

80-65 

80-65 

OS 13811 C 

70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-65 

BS 40645 

PTFE Rubber; One-piece 

1 

Rear Main Seal Set 

80-65 

BS 40509 

Rubber; One-piece 

1 

Repair Sleeve 

80-65 

16251 

Crankshaft; Use w/installation tool 

1 

Repair Sleeve Tool 

80-65 

16301 

Crankshaft 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-68 

VS 50033 C-1 

Cork 

1 

1 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

80-68 

67-65 

VS 50033 R 

VS 13799 R 

Rubber 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


32 300 4.9L (4917cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN B" 1980-1965 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

80-65 

PS 13809 R 

w/Grommets 

6 

Grommet Set 

80-65 

10740 

Push Rod Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-71 

SS 13807 

Loc. Int. & Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

70-65 

SS 5112 

Loc. Exh.; H/D; O-ring 

1 

Valve Stem Seal Set 

70-65 

SS 13807 

Loc. Int. & Exh.; L/D; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

70-65 

SS 13807 

Loc. Int.; H/D; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-65 

35067 

Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-65 

PART NO. 

13816 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-65 

TCS 45044 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-65 

TCS 45278 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-65 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60204 

Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

80-78 

60269 

Carb. to spacer 

1 

Carb. Mounting Gasket 

80 

60359 

Exc. Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

79 

60204 

Ford E-100 Econoline Base, Chateau, Custom, E-100 

Econoline Club Wagon Base, Chateau, Custom, F-100 

Pickup Custom, Ranger, Ranger Lariat, Ranger XLT; 

Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

79 

60359 

Ford E-100 Econoline Base, Chateau, Custom, E-100 

Econoline Club Wagon Base, Chateau, Custom, F-100 

Pickup Custom, Ranger, Ranger Lariat, Ranger XLT; Exc. 
Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

78 

60204 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 

E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, F-100 Pickup Base, Custom, Northland, Ranger, 
Ranger Lariat, Ranger XLT; Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

78 

60359 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 

E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, F-100 Pickup Base, Custom, Northland, Ranger, 
Ranger Lariat, Ranger XLT; Exc. Canada; Spacer to manifold 

1 

Carb. Mounting Gasket 

77 

60269 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 

E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland, E-350 Econoline Club Wagon Base, Chateau, 
Custom, Northland, F-100 Pickup Base, Custom, Northland, 
Ranger, Ranger XLT, XLT, F-350 Pick; Exc. Governor; Carb. 
to spacer 

1 

Carb. Mounting Gasket 

77 

60359 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 

E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland, E-350 Econoline Club Wagon Base, Chateau, 
Custom, Northland, F-100 Pickup Base, Custom, Northland, 
Ranger, Ranger XLT, XLT, F-350 Pick; Exc. Governor; 

Spacer to manifold 

2 

Carb. Mounting Gasket 

77-70 

60066 

Governor 

1 

Carb. Mounting Gasket 

76 

60187 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland, F-150 Pickup Base, Custom, Northland, Ranger, 
Ranger XLT, F-350 Pickup Base, Custom, Northland, 

Ranger, Ranger XLT; Carb. to spacer 

1 

Carb. Mounting Gasket 

76 

60084 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 

E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, F-100 Pickup Base, Custom, Northland, Ranger, 
Ranger XLT, P-350 Base, Custom, P-400 Base, Custom, 

P-500 Base, Custom; Exc. Governor; Carb. to spacer 

1 

Carb. Mounting Gasket 

76 

60204 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 

E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, F-100 Pickup Base, Custom, Northland, Ranger, 
Ranger XLT, P-350 Base, Custom, P-400 Base, Custom, 

P-500 Base, Custom; Exc. Governor; Spacer to manifold 
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382 





Ford Truck (Incl. SUV’s) 




300 4.9L (4917cc) OHV L6 (12 Valve), 4" Bore (Ford Eng.), 1 Bbl. "VIN B" 1980-1965 32 





(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60204 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 





E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland, F-150 Pickup Base, Custom, Northland, Ranger, 
Ranger XLT, F-350 Pickup Base, Custom, Northland, 

Ranger, Ranger XLT; Spacer to manifold 

1 

Carb. Mounting Gasket 

75 

60187 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 




E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Club Wagon, 
Custom, Northland, F-150 Pickup Custom, Northland, 

Ranger, Ranger XLT, F-350 Pickup Custom, Northland, 
Ranger, Ranger XLT; Carb. to spacer 




1 

Carb. Mounting Gasket 

75 

60084 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 




E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, F-100 Pickup Custom, Northland, Ranger, Ranger 
XLT, P-350 Custom, P-400 Base, Custom, P-500 Base, 
Custom; Exc. Governor; Carb. to spacer 



1 

Carb. Mounting Gasket 

75 

60204 

Ford E-100 Econoline Base, Chateau, Custom, Northland, 




E-100 Econoline Club Wagon Base, Chateau, Custom, 
Northland, F-100 Pickup Custom, Northland, Ranger, Ranger 
XLT, P-350 Custom, P-400 Base, Custom, P-500 Base, 
Custom; Exc. Governor; Spacer to manifold 



1 

Carb. Mounting Gasket 

75 

60204 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 




E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Club Wagon, 
Custom, Northland, F-150 Pickup Custom, Northland, 

Ranger, Ranger XLT, F-350 Pickup Custom, Northland, 
Ranger, Ranger XLT; Spacer to manifold 



1 

Carb. Mounting Gasket 

74 

60084 

Carb. to manifold 

1 

Carb. Mounting Gasket 

74 

60187 

Ford E-300 Econoline Base, Club Wagon, F-250 Pickup Base, 





F-350 Pickup Base; Carb. to spacer 

1 

Carb. Mounting Gasket 

74 

60084 

Ford E-100 Econoline Base, Club Wagon, E-200 Econoline 
Base, Club Wagon, F-100 Pickup Base; Exc. Governor; 
w/M/T; Thermactor Emission; Carb. to spacer 


1 

Carb. Mounting Gasket 

74 

60204 

Ford E-100 Econoline Base, Club Wagon, E-200 Econoline 
Base, Club Wagon, F-100 Pickup Base; Exc. Governor; 
w/M/T; Thermactor Emission; Spacer to manifold 


1 

Carb. Mounting Gasket 

74 

60204 

Ford F-250 Pickup Base, F-350 Pickup Base; Spacer to 





manifold 

1 

Carb. Mounting Gasket 

74 

60204 

Ford F-100 Pickup Base; w/A/T; Exc. Thermactor Emission; 
Spacer to manifold 

1 

Carb. Mounting Gasket 

73 

60084 

Ford P-350 Base; Exc. Governor 

2 

Carb. Mounting Gasket 

73 

60187 

Ford E-300 Econoline Base, Club Wagon, F-250 Pickup Base, 





F-350 Pickup Base; Exc. Governor 

1 

Carb. Mounting Gasket 

72-69 

60084 

Exc. Governor 

1 

Carb. Mounting Gasket 

69 

60084 

Exc. Holley 

3 

Carb. Mounting Gasket 

69 

11662 

Governor 

1 

Carb. Mounting Gasket 

69-65 

60131 

Holley Service Carb. 

3 

Carb. Mounting Gasket 

68-65 

11662 

Governor; Exc. Holley; 1 to 3 Req'd. 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

70020 

Adapter 

1 

EGR Gasket 

80 

70020 

Valve 

1 

EGR Gasket 

79-73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-65 

70374 

To block 

302 5.0L (4950cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN F" 1980-1968 33 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-68 

9333 PT-1 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

80-68 

8548 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

80-68 

8548 SP-1 

HeadSaver® 

1 

Head Set 

80-68 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-68 

FS 8548 PT-16 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl.; Premium valve stem seals incl. 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


33 302 5.0L (4950CC) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN F" 1980-1968 

(cont.) 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-68 

CS 8548-4 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-77 

MS 90361 


1 

Int. Manifold Gasket Set 

76-68 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

80-68 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60679 

Inlet pipe to converter 

2 

Exhaust Pipe Gasket 

80-68 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80-68 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-68 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

80-68 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

80-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-68 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-68 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

80-68 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

80-68 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

80-68 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-68 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

80-68 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-68 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-68 

35211 

Plate to block 

1 

Water Pump Gasket 

80-70 

35066 

Pump to plate 

1 

Water Pump Gasket 

69-68 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 45449 

w/o Sleeve 'N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Cover Set 

78-68 

TCS 45008 

w/o Sleeve 'N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45450 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-68 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

80-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-68 

16310 

Timing Cover 

1 

Dowel Pin 

80-68 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0,001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0,001 

1 

Air Cleaner Gasket 

77-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60529 

Aluminum Int. manifold; Phenolic spacer; .630" thick 

1 

Carb. Mounting Gasket 

80-75 

60716 

Cast iron Int. manifold; Carb. to spacer 

1 

Carb. Mounting Gasket 

80-75 

60244 

Cast iron Int. manifold; Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60716 

Carb. to spacer 

2 

Carb. Mounting Gasket 

72-68 

60094-1 


1 

Carburetor Mounting Set 

80-75 

ES 70582 

Cast iron Int. manifold; Carb. to spacer, Spacer to manifold, 




EGR incl. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-68 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-73 

70020 

Adapter 

1 

EGR Gasket 

76-73 

70826 

Valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

73 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-68 

72516 

Inlet tube 

1 

Oil Pump Gasket 

72-68 

70083 
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QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-68 

9333 PT-1 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

79-68 

8548 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

79-68 

8548 SP-1 

HeadSaver® 

1 

Head Set 

79-68 

HS 8548 PT-11 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-68 

FS 8548 PT-16 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-68 

CS 8548-4 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-77 

MS 90361 


1 

Int. Manifold Gasket Set 

76-68 

MS 90103-1 


1 

Exh. Manifold Gasket Set 

79-68 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

79-68 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

79-68 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-68 

OS 13260 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

79-68 

OS 13260 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

79-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-68 

BS 30136 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-68 

VS 13264 C 

Cork 

1 

Valve Cover Gasket Set 

79-68 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

79-68 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

79-68 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-68 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

79-68 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-68 

35067 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-68 

35211 

Plate to block 

1 

Water Pump Gasket 

79-75 

35066 

Pump to plate 

1 

Water Pump Gasket 

74 

35019 

Exc. Ford Bronco Base, F-100 Pickup Base, F-250 Pickup 

Base, F-350 Pickup Base, Ranchero 500, GT, Squire; Pump 
to plate 

1 

Water Pump Gasket 

74 

35066 

Ford Bronco Base, F-100 Pickup Base, F-250 Pickup Base, 




F-350 Pickup Base, Ranchero 500, GT, Squire; Pump to 
plate 


1 

Water Pump Gasket 

73 

35019 

Exc. Ford Bronco Wagon, F-100 Pickup Base, F-250 Pickup 
Base, F-350 Pickup Base, Ranchero 500, GT, Squire; Pump 
to plate 

1 

Water Pump Gasket 

73 

35066 

Ford Bronco Wagon, F-100 Pickup Base, F-250 Pickup Base, 





F-350 Pickup Base, Ranchero 500, GT, Squire; Pump to 
plate 

1 

Water Pump Gasket 

72 

35019 

Exc. Ford Bronco Base, Wagon, F-100 Pickup Base, F-250 




Pickup Base, F-350 Pickup Base, Ranchero 500, GT, Squire; 
Pump to plate 


1 

Water Pump Gasket 

72 

35066 

Ford Bronco Base, Wagon, F-100 Pickup Base, F-250 Pickup 
Base, F-350 Pickup Base, Ranchero 500, GT, Squire; Pump 
to plate 

1 

Water Pump Gasket 

71-70 

35019 

Exc. Ford Bronco Base, Wagon, F-100 Pickup Base, F-250 





Pickup Base, Ranchero 500, Base, GT, Squire; Pump to plate 

1 

Water Pump Gasket 

71-70 

35066 

Ford Bronco Base, Wagon, F-100 Pickup Base, F-250 Pickup 





Base, Ranchero 500, Base, GT, Squire; Pump to plate 

1 

Water Pump Gasket 

69 

35019 

Exc. Ford F-100 Pickup Base, F-250 Pickup Base; Pump to 





plate 

1 

Water Pump Gasket 

69 

35066 

Ford F-100 Pickup Base, F-250 Pickup Base; Pump to plate 

1 

Water Pump Gasket 

68 

35019 

Ford Bronco Base, Roadster, Wagon, Ranchero Base, GT; 





Pump to plate 
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Ford Truck (Incl. SUV’s) 


34 302 5.0L (4950CC) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN G" 1979-1968 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79 

TCS 45449 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Cover Set 

78-68 

TCS 45008 

w/o Sleeve ’N' Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

79 

TCS 45450 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-68 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

79-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-68 

16310 

Timing Cover 

1 

Dowel Pin 

79-68 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0.001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0.001 

1 

Air Cleaner Gasket 

77-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-75 

60716 

Cast iron Int. manifold; Carb. to spacer 

1 

Carb. Mounting Gasket 

79-75 

60244 

Cast iron Int. manifold; Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60102 

Ford E-100 Econoline Base, Club Wagon, E-200 Econoline 
Base, Club Wagon, F-100 Pickup Base; Spacer to manifold 

2 

Carb. Mounting Gasket 

72-68 

60094-1 


1 

Carburetor Mounting Set 

79-75 

ES 70582 

Cast iron Int. manifold; Carb. to spacer, Spacer to manifold, 





EGR incl. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-68 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-73 

70020 

Adapter 

1 

EGR Gasket 

76-73 

70826 

Valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

73 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-68 

72516 

Inlet tube 

1 

Oil Pump Gasket 

72-68 

70083 


35 330 5.4L (5409cc) OHV V8 M/D (16 Valve), 3.875" 

Bore (Ford Eng.), 2 Bbl. 1977-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-75 

9061 PT 

.010" thicker for use when block is refaced 

2 

Head Gasket 

77-75 

8045 PT 

Standard thickness 

1 

Head Set 

77-75 

HS 8045 PT-5 

Exh. manifold heat shields not incl.; Premium valve stem 





seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-75 

FS 8045 PT-2 

Exh. manifold heat shields not incl.; Premium valve stem 





seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

77-75 

MS 90091 


1 

Exh. Manifold Gasket Set 

77-75 

MS 9945 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

77-75 

MS 95001 

Heat shield 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-75 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-75 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

77-75 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

77-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-75 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-75 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

77-75 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-75 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77-75 

35004 

Water Outlet; Loc. Lower; 2 1/8" ID 

1 

Water Outlet Gasket 

77-75 

35067 

Water Outlet; Loc. Upper; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

77-75 

11758 

Pump to plate 
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Ford Truck (Incl. SUV’s) 



330 5.4L (5409cc) OHV V8 M/D (16 Valve), 3.875" Bore (Ford Eng.), 2 Bbl. 1977-1975 

35 

(cont.) 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

77-75 

11760 

Water manifold 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

77-75 

TCS 6688 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

77-75 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

77-75 

60716 

California Emission; Carb. to spacer 


1 

Carb. Mounting Gasket 

77-75 

60048 

Exc. California Emission; Carb. to spacer 


1 

Carb. Mounting Gasket 

77-75 

60048 

Exc. California Emission; Spacer to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

77-75 

13069 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

77-75 

70826 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

77-75 

70135 

Adapter 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

77-75 

72516 

Inlet tube 


1 

Oil Pump Gasket 

77-75 

11792 

Mounting 




332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. 1963-1960 

36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

63-60 

8554 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

63-60 

8554 SP 

HeadSaver® 


1 

Head Set 

63-60 

HS 8554 PT 

Exh. pipe flange not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

63-60 

FS 8554 PT 

Exh. pipe flange not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

63-60 

MS 90145 



1 

Exh. Manifold Gasket Set 

63-60 

MS 9906 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

63-60 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

63-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

63-60 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

63-60 

OS 11701 C 

Cork 


1 

Oil Pan Gasket Set 

63-60 

OS 11701 D 

Felcoid® 


1 

Drain Plug Gasket 

63-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

63-60 

BS 30138 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

63-60 

VS 13049 C 

Cork 


1 

Valve Cover Gasket Set 

63-60 

VS 13049 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

63-60 

SS 13401 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Outlet Gasket 

63-60 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

63-60 

11760 

Plate to block 


1 

Water Pump Gasket 

63-60 

11758 

Pump to plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63-61 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Cover Set 

60 

TCS 11700-1 



1 

Timing Set w/Sleeve & Seal 

63-61 

TCS 45167 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

63-61 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

63-61 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

63 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

63-60 

60048 




(continued on next page) 


387 







Ford Truck (Incl. SUV’s) 


36 332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. 1963-1960 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-60 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

63-60 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-60 

11792 


1 

Oil Pump Gasket 

63-60 

72516 

Inlet tube 

37 332 5.4L (5441 cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. 1963-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-60 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

63-60 

8554 SP 

HeadSaver® 

1 

Head Set 

63-60 

HS 8554 PT 

Exh. pipe flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-60 

FS 8554 PT 

Exh. pipe flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-60 

MS 90145 


1 

Exh. Manifold Gasket Set 

63-60 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

63-60 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-60 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-60 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

63-60 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

63-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-60 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-60 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

63-60 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-60 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

63-60 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

63-60 

11760 

Plate to block 

1 

Water Pump Gasket 

63-60 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-61 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

60 

TCS 11700-1 


1 

Timing Set w/Sleeve & Seal 

63-61 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63-61 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

63-61 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63-60 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-60 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

63-60 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-60 

11792 


1 

Oil Pump Gasket 

63-60 

72516 

Inlet tube 

38 351 5.8L (5753CC) OHV V8 Cleveland (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1974-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-70 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

74-70 

8347 SP 

HeadSaver® 

1 

Head Set 

74-70 

HS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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Ford Truck (Incl. SUV’s) 



351 5.8L (5753cc) OHV V8 Cleveland (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1974-1970 

38 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

74-70 

FS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

74-70 

MS 96010 



1 

Exh. Manifold Gasket Set 

74-70 

MS 90526 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

74-70 

70272 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

74-70 

OS 30227 C 



1 

Drain Plug Gasket 

74-70 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

74-70 

BS 40042 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

74-70 

VS 50068 C 

Cork 


1 

Valve Cover Gasket Set 

74-70 

VS 50068 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74-70 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 


1 

Valve Stem Seal Set 

74-70 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74-70 

35041 

Water Outlet 


1 

Water Outlet Gasket 

74-70 

35041 T 

Water Outlet; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

74-70 

35066 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

74-70 

TCS 45061 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

74-70 

TCS 45283 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

74-70 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

74-70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

74-70 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

74-73 

60716 

Carb. to spacer 


1 

Carb. Mounting Gasket 

74 

60185 

Exc. Thermactor Emission; Spacer to manifold 


1 

Carb. Mounting Gasket 

74 

60716 

Thermactor Emission; Spacer to manifold 


1 

Carb. Mounting Gasket 

73 

60185 

Spacer to manifold 


2 

Carb. Mounting Gasket 

72-70 

60101 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

74-70 

72579 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

74-70 

5511 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

74 

70826 



1 

EGR Gasket 

73 

70826 

Valve 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

74-70 

70273 



1 

Oil Pump Gasket 

74-70 

72516 

Inlet tube 



351 5.8L (5753cc) OHV V8 Modified (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1975 

39 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

79-75 

8347 PT-1 

PermaTorque® 


2 

Head Gasket Spacer Shim 

79-75 

8347 SP 

HeadSaver® 


1 

Head Set 

79-75 

HS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

79-75 

FS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

79-75 

MS 96020 



1 

Exh. Manifold Gasket Set 

79-75 

MS 90526 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-75 

70272 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-75 

OS 30227 C 



1 

Drain Plug Gasket 

79-75 

70822 




(continued on next page) 
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Ford Truck (Incl. SUV’s) 


39 351 5.8L (5753CC) OHV V8 Modified (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1975 

(cont.) 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-75 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-75 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

79-75 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-75 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

79-75 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-75 

35041 

Water Outlet 

1 

Water Outlet Gasket 

79-75 

35041T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-75 

35088 

Plate to block 

1 

Water Pump Gasket 

79-75 

35066 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-75 

TCS 45061 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-75 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-75 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-75 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0.001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0.001 

1 

Air Cleaner Gasket 

77 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-75 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79-77 

60332 

Spacer to manifold 

1 

Carb. Mounting Gasket 

76-75 

60303 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-75 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-75 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


1 

EGR Gasket 

76-75 

70826 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-75 

70273 


1 

Oil Pump Gasket 

79-75 

72516 

Inlet tube 

40 351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-69 

9333 PT-1 

H/D eng. 

2 

Head Gasket 

79-69 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

79-69 

8548 SP-1 

HeadSaver® 

1 

Head Set 

79 

HS 8541 PT 

Ford E-150 Econoline Base, Chateau, Club Wagon, Custom, 
Super, Super Wagon, E-150 Econoline Club Wagon Base, 
Chateau, Custom, E-350 Econoline Base, Chateau, Custom, 
Super, Super Wagon, E-350 Econoline Club Wagon Base, 
Chateau, Custom; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

79 

HS 8548 PT-6 

Exc. Ford E-150 Econoline Base, Chateau, Club Wagon, 
Custom, Super, Super Wagon, E-150 Econoline Club Wagon 
Base, Chateau, Custom, E-350 Econoline Base, Chateau, 
Custom, Super, Super Wagon, E-350 Econoline Club Wagon 
Base, Chateau, Custom; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8541 PT 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 
Super, Super Wagon, E-150 Econoline Club Wagon Base, 
Chateau, Custom, Northland, E-350 Econoline Base, 

Chateau, Custom, Northland, Super, Super Wagon, E-350 
Econoline Club Wagon Base, Chateau, Custom, Northland; 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8548 PT-6 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 





Northland, Super, Super Wagon, E-150 Econoline Club 

Wagon Base, Chateau, Custom, Northland, E-350 Econoline 
Base, Chateau, Custom, Northland, Super, Super Wagon, 
E-350 Econoline Club Wagon Base, Chateau, Custom, 
Northland; Premium valve stem seals incl. 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 40 

(cont.) 

QTY 

CYLINDER HEAD (cont) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

77 

HS 8541 PT 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 
Super, E-150 Econoline Club Wagon Base, Chateau, 

Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland, E-350 Econoline Club Wagon Base, 
Chateau, Custom, Northland; Int. manifold gskt. not incl.; 
Premium valve stem seals incl. 

1 

Head Set 

77 

HS 8548 PT-6 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, Super, E-150 Econoline Club Wagon Base, 
Chateau, Custom, Northland, E-350 Econoline Base, 

Chateau, Custom, Northland, E-350 Econoline Club Wagon 
Base, Chateau, Custom, Northland; Premium valve stem 
seals incl. 

1 

Head Set 

76 

HS 8541 PT 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland; From 12/02/75; Int. manifold gskt. not incl.; 

Premium valve stem seals incl. 

1 

Head Set 

76 

HS 8548 PT-6 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland; From 12/02/75; Premium valve stem 
seals incl. 

1 

Head Set 

76 

HS 8541 PT 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland; To 12/01/75; Int. manifold gskt. not incl.; Valve 
stem seals not incl. 

1 

Head Set 

76 

HS 8548 PT-6 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland; To 12/01/75; Valve stem seals not incl. 

1 

Head Set 

75 

HS 8541 PT 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Club Wagon, 
Custom, Northland; Int. manifold gskt. not incl.; Valve stem 
seals not incl. 

1 

Head Set 

75 

HS 8548 PT-6 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, Club 
Wagon, Custom, Northland; Valve stem seals not incl. 

1 

Head Set 

74-69 

HS 8548 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8541 PT-2 

Ford E-150 Econoline Base, Chateau, Club Wagon, Custom, 
Super, Super Wagon, E-150 Econoline Club Wagon Base, 
Chateau, Custom, E-350 Econoline Base, Chateau, Custom, 
Super, Super Wagon, E-350 Econoline Club Wagon Base, 
Chateau, Custom; Int. manifold gskt. not incl.; Water pump to 
plate gskt. not incl.; Multi-piece oil pan gskt. incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

79 

FS 8548 PT-15 

Exc. Ford E-150 Econoline Base, Chateau, Club Wagon, 
Custom, Super, Super Wagon, E-150 Econoline Club Wagon 
Base, Chateau, Custom, E-350 Econoline Base, Chateau, 
Custom, Super, Super Wagon, E-350 Econoline Club Wagon 
Base, Chateau, Custom; Water pump to plate gskt. not incl.; 
Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8541 PT-2 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 
Super, Super Wagon, E-150 Econoline Club Wagon Base, 
Chateau, Custom, Northland, E-350 Econoline Base, 

Chateau, Custom, Northland, Super, Super Wagon, E-350 
Econoline Club Wagon Base, Chateau, Custom, Northland; 

Int. manifold gskt. not incl.; Water pump to plate gskt. not 
incl.; Multi-piece oil pan gskt. incl.; Premium valve stem seals 
incl. 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, Super, Super Wagon, E-150 Econoline Club 

Wagon Base, Chateau, Custom, Northland, E-350 Econoline 
Base, Chateau, Custom, Northland, Super, Super Wagon, 
E-350 Econoline Club Wagon Base, Chateau, Custom, 
Northland; Water pump to plate gskt. not incl.; Multi-piece oil 
pan gskt. incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8548 PT-15 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


40 351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 

(cont.) 




QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77 

FS 8541 PT-2 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 





Super, E-150 Econoline Club Wagon Base, Chateau, 

Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland, E-350 Econoline Club Wagon Base, 
Chateau, Custom, Northland; Int. manifold gskt. not incl.; 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

77 

FS 8548 PT-15 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 





Northland, Super, E-150 Econoline Club Wagon Base, 
Chateau, Custom, Northland, E-350 Econoline Base, 

Chateau, Custom, Northland, E-350 Econoline Club Wagon 
Base, Chateau, Custom, Northland; Water pump to plate 
gskt. not incl.; Multi-piece oil pan gskt. incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

76 

FS 8541 PT-2 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 





E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland; From 12/02/75; Int. manifold gskt. not incl.; Water 
pump to plate gskt. not incl.; Multi-piece oil pan gskt. incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

76 

FS 8548 PT-15 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 





Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, 





Custom, Northland; From 12/02/75; Water pump to plate 
gskt. not incl.; Multi-piece oil pan gskt. incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

76 

FS 8541 PT-2 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 
Northland; To 12/01/75; Int. manifold gskt. not incl.; Valve 
stem seals not incl.; Water pump to plate gskt. not incl.; 
Multi-piece oil pan gskt. incl. 

1 

Full Gasket Set 

76 

FS 8548 PT-15 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland; To 12/01/75; Valve stem seals not incl.; 
Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

1 

Full Gasket Set 

75 

FS 8541 PT-2 





E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Club Wagon, 
Custom, Northland; Int. manifold gskt. not incl.; Valve stem 
seals not incl.; Water pump to plate gskt. not incl.; 

Multi-piece oil pan gskt. incl. 

1 

Full Gasket Set 

75 

FS 8548 PT-15 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, Club 
Wagon, Custom, Northland; Valve stem seals not incl.; 

Water pump to plate gskt. not incl.; Multi-piece oil pan gskt. 
incl. 

Water pump to plate gskts. & exh. pipe packing not incl.; 

1 

Full Gasket Set 

74-69 

FS 8548 PT-2 





Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-69 

CS 8548-5 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79 

MS 90361 

Exc. Ford E-150 Econoline Base, Chateau, Club Wagon, 
Custom, Super, Super Wagon, E-150 Econoline Club Wagon 
Base, Chateau, Custom, E-350 Econoline Base, Chateau, 
Custom, Super, Super Wagon, E-350 Econoline Club Wagon 
Base, Chateau, Custom 

1 

Int. Manifold Gasket Set 

78 

MS 90361 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 





Northland, Super, Super Wagon, E-150 Econoline Club 

Wagon Base, Chateau, Custom, Northland, E-350 Econoline 
Base, Chateau, Custom, Northland, Super, Super Wagon, 
E-350 Econoline Club Wagon Base, Chateau, Custom, 
Northland 

1 

Int. Manifold Gasket Set 

77 

MS 90361 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 





Northland, Super, E-150 Econoline Club Wagon Base, 
Chateau, Custom, Northland, E-350 Econoline Base, 

Chateau, Custom, Northland, E-350 Econoline Club Wagon 
Base, Chateau, Custom, Northland 


(continued on next page) 


392 





Ford Truck (Incl. SUV’s) 



351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 40 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90361 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland 

1 

Int. Manifold Gasket Set 

75 

MS 90361 

Exc. Ford E-150 Econoline Base, Chateau, Custom, 

Northland, E-150 Econoline Club Wagon Base, Chateau, 
Custom, Northland, E-350 Econoline Base, Chateau, Club 
Wagon, Custom, Northland 

1 

Int. Manifold Gasket Set 

74-69 

MS 90116 


1 

Valley Pan Gasket Set 

79 

MS 96025 

Ford E-150 Econoline Base, Chateau, Club Wagon, Custom, 
Super, Super Wagon, E-150 Econoline Club Wagon Base, 
Chateau, Custom, E-350 Econoline Base, Chateau, Custom, 
Super, Super Wagon, E-350 Econoline Club Wagon Base, 
Chateau, Custom 

1 

Valley Pan Gasket Set 

78 

MS 96025 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 
Super, Super Wagon, E-150 Econoline Club Wagon Base, 
Chateau, Custom, Northland, E-350 Econoline Base, 

Chateau, Custom, Northland, Super, Super Wagon, E-350 
Econoline Club Wagon Base, Chateau, Custom, Northland 

1 

Valley Pan Gasket Set 

77 

MS 96025 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 
Super, E-150 Econoline Club Wagon Base, Chateau, 

Custom, Northland, E-350 Econoline Base, Chateau, 

Custom, Northland, E-350 Econoline Club Wagon Base, 
Chateau, Custom, Northland 

1 

Valley Pan Gasket Set 

76 

MS 96025 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Custom, 

Northland 

1 

Valley Pan Gasket Set 

75 

MS 96025 

Ford E-150 Econoline Base, Chateau, Custom, Northland, 

E-150 Econoline Club Wagon Base, Chateau, Custom, 
Northland, E-350 Econoline Base, Chateau, Club Wagon, 
Custom, Northland 

1 

Exh. Manifold Gasket Set 

79-69 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

78-75 

60985 

Opt. sintered metal; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78-75 

8194 

Packing; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-70 

60195 

Packing 

2 

Exhaust Pipe Gasket 

69 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-69 

OS 30214 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

79-69 

OS 30214 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

79-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-69 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-69 

VS 13264 C 

Cork 

1 

Valve Cover Gasket Set 

79-69 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

79-69 

VS 13264 T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

79-69 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-77 

SS 13807-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76 

SS 13807-1 

Loc. Int. & Exh.; From 12/02/75; From Ser. No. A50,002; 
Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76 

SS 13364 

Loc. Int. & Exh.; To 12/01/75; To Ser. No. A50,001; Premium 
valve stem seals incl. 

1 

Valve Stem Seal Set 

75-69 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-69 

35067 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-69 

35211 

Plate to block 

1 

Water Pump Gasket 

79-70 

35066 

Pump to plate 

1 

Water Pump Gasket 

69 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79 

TCS 45449 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Cover Set 

78-69 

TCS 45008 

w/o Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 
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Ford Truck (Incl. SUV’s) 


40 351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" 

Bore (Ford Eng.), 2 Bbl. "VIN H" 1979-1969 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

79 

TCS 45450 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

78-69 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

79-69 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-69 

16310 

Timing Cover 

1 

Dowel Pin 

79-69 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0.001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0.001 

1 

Air Cleaner Gasket 

77-69 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79-75 

60244 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74-73 

60181 

Spacer to manifold 

2 

Carb. Mounting Gasket 

72-69 

60094-1 


1 

Carburetor Mounting Set 

79-75 

ES 70582 

Carb. to spacer, Spacer to manifold, EGR incl. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-69 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


1 

EGR Gasket 

76-74 

70826 


1 

EGR Gasket 

73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-69 

72607 


1 

Oil Pump Gasket 

79-69 

72516 

Inlet tube 

41 351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" 

Bore (Ford Eng.), 4 Bbl. "VIN M" 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

9333 PT-1 

H/D eng. 

2 

Head Gasket 

71-69 

8548 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-69 

8548 SP-1 

HeadSaver® 

1 

Head Set 

71-69 

HS 8548 PT-2 

Exh. pipe packing not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8548 PT-2 

Water pump to plate gskts. & exh. pipe packing not incl.; 





Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8548-5 

Water pump to plate gskts. not incl.; Multi-piece oil pan gskt. 





incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90116 


1 

Exh. Manifold Gasket Set 

71-69 

MS 90000 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60195 

Packing 

2 

Exhaust Pipe Gasket 

69 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30214 C 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 30214 T 

PermaDryPlus® one-piece molded rubber gskt. incl.; Oil Pan 
SnapUps® incl. 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 13264C 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 50029 C 

Hi-Temp.; w/Compression stops 

1 

Valve Cover Gasket Set 

71-69 

VS 13264T 

PermaDryPlus®; Improved design 

1 

Valve Cover Gasket Set 

71-69 

VS 13264 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35067 

Water Outlet; 1 13/16" ID 
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Ford Truck (Incl. SUV’s) 



351 5.8L (5753cc) OHV V8 Windsor (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN M" 1971-1969 41 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

35211 

Plate to block 

1 

Water Pump Gasket 

71-70 

35066 

Pump to plate 

1 

Water Pump Gasket 

69 

35019 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 45008 

w/o Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45168 

w/Sleeve ’N’ Seal®; Water pump to plate gskts. not incl. 

1 

Repair Sleeve 

71-69 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 

1 

Dowel Pin 

71-69 

ES 74004 

Camshaft Sprocket; Sprocket to camshaft 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

71-70 

60100 


2 

Carb. Mounting Gasket 

69 

60046 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-69 

5511 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-69 

72607 


1 

Oil Pump Gasket 

71-69 

72516 

Inlet tube 


352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN D" 1967-1965 42 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

67-65 

8554 SP 

HeadSaver® 

1 

Head Set 

67-65 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 90145 


1 

Exh. Manifold Gasket Set 

67-65 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

67-65 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-65 

60041 

Flange 

2 

Exhaust Pipe Gasket 

67-65 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

67-65 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

67-65 

773 

1 5/8” ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

67-65 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

67-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

67-65 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

67-65 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-65 

11760 

Plate to block 

1 

Water Pump Gasket 

67-65 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

60048 

Carb. to governor 
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Ford Truck (Incl. SUV’s) 


42 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN D" 1967-1965 

(cont.) 

QTY 

CARB & FUEL INJECTION 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

60048 

Carb. to spacer 

1 

Carb. Mounting Gasket 

67-65 

60048 

Governor to manifold 

1 

Carb. Mounting Gasket 

67-65 

60048 

Spacer to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-65 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-65 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

11792 


1 

Oil Pump Gasket 

67-65 

72516 

Inlet tube 

43 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN H" 1960-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60-57 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60-57 

8554 SP 

HeadSaver® 

1 

Head Set 

60-57 

HS 8554 PT 

Exh. pipe flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60-57 

FS 8554 PT 

Exh. pipe flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-57 

MS 90145 


1 

Exh. Manifold Gasket Set 

60-57 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60-57 

60052 

Flange; 1 or 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-57 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Bowl Gasket 

60-57 

773 

desired 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-57 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

60-57 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

60-57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-57 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-57 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

60-57 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60-57 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

60-57 

35063 

Water Outlet; 2 1/2” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60-57 

11760 

Plate to block 

1 

Water Pump Gasket 

60-57 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-57 

TCS 11700-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60-57 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60-57 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

60-57 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60-57 

11792 


1 

Oil Pump Gasket 

60-57 

72516 

Inlet tube 

44 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN X" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

60 

8554 SP 

HeadSaver® 

1 

Head Set 

60 

HS 8554 PT 

Exh. pipe flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 8554 PT 

Exh. pipe flange not incl. 
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Ford Truck (Incl. SUV’s) 




352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. 

"VIN X" 

1960 

44 

(cont.) 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

60 

60 

PART NO. 

MS 90145 

MS 9906 

DESCRIPTION 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 




3 

Exhaust Pipe Gasket 

60 

60052 

Flange; 1 or 3 Req’d.; 2 1/8" ID 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 




1 

Fuel Pump Bowl Gasket 

60 

773 

1 5/8" ID x 2 1/8" OD 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

60 

OS 11701 C 

Cork 




1 

Oil Pan Gasket Set 

60 

OS 11701 D 

Felcoid® 




1 

Drain Plug Gasket 

60 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

60 

BS 30138 

Rubber; Two-piece 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Cover Gasket Set 

60 

VS 13049 C 

Cork 




1 

Valve Cover Gasket Set 

60 

VS 13049 R 

Rubber 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Stem Seal Set 

60 

SS 13401 





QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 




2 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 




2 

Water Pump Gasket 

60 

11760 

Plate to block 




1 

Water Pump Gasket 

60 

11758 

Pump to plate 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

60 

TCS 11700-1 





QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




2 

Carb. Mounting Gasket 

60 

60048 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

O-Ring 

60 

13069 

Distributor Mounting 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Filter Gasket 

60 

70135 

Adapter 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

60 

11792 





1 

Oil Pump Gasket 

60 

72516 

Inlet tube 






352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. 

"VIN Y" 

1960 

45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




2 

Head Gasket 

60 

8554 PT 

PermaTorque® 




2 

Head Gasket Spacer Shim 

60 

8554 SP 

HeadSaver® 




1 

Head Set 

60 

HS 8554 PT 

Exh. pipe flange not incl. 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Full Gasket Set 

60 

FS 8554 PT 

Exh. pipe flange not incl. 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 




1 

Int. Manifold Gasket Set 

60 

MS 90145 





1 

Exh. Manifold Gasket Set 

60 

MS 9906 





QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 




3 

Exhaust Pipe Gasket 

60 

60052 

Flange; 1 or 3 Req’d.; 2 1/8" ID 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 




1 

Fuel Pump Bowl Gasket 

60 

773 

1 5/8" ID x 2 1/8" OD 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

60 

OS 11701 C 

Cork 




1 

Oil Pan Gasket Set 

60 

OS 11701 D 

Felcoid® 




1 

Drain Plug Gasket 

60 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

60 

BS 30138 

Rubber; Two-piece 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Cover Gasket Set 

60 

VS 13049 C 

Cork 




1 

Valve Cover Gasket Set 

60 

VS 13049 R 

Rubber 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Stem Seal Set 

60 

SS 13401 
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Ford Truck (Incl. SUV’s) 


45 352 5.8L (5769cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 4 Bbl. "VIN Y" 1960 

(cont.) 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

11760 

Plate to block 

1 

Water Pump Gasket 

60 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 11700-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

60 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

11792 


1 

Oil Pump Gasket 

60 

72516 

Inlet tube 

46 360 5.9L (5900CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN H" 1976-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-75 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

76-75 

8554 SP 

HeadSaver® 

1 

Head Set 

76-75 

HS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-75 

FS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-75 

MS 90145 


1 

Exh. Manifold Gasket Set 

76-75 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

76-75 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

76-75 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

76-75 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-75 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

76-75 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

76-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-75 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-75 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

76-75 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-75 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

76-75 

35063 

Water Outlet; 2 1/2" ID 

2 

Water Outlet Gasket 

76-75 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-75 

11760 

Plate to block 

1 

Water Pump Gasket 

76-75 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-75 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-75 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-75 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

76 

60205 

Exc. Ford F-150 Pickup Base, Custom, Northland, Ranger, 





Ranger XLT; Spacer to manifold 

1 

Carb. Mounting Gasket 

76 

60315 

Ford F-150 Pickup Base, Custom, Northland, Ranger, Ranger 
XLT; Spacer to manifold 
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Ford Truck (Incl. SUV’s) 



360 5.9L (5900cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN H" 1976-1975 46 





(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75 

60315 

Ford F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 





From Ser. No. WOO,001; Spacer to manifold 

1 

Carb. Mounting Gasket 

75 

60205 

Exc. Ford F-150 Pickup Custom, Northland, Ranger, Ranger 
XLT; To Ser. No. WOO,001; Spacer to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

76-75 

13069 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70826 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

76-75 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-75 

11792 


1 

Oil Pump Gasket 

76-75 

72516 

Inlet tube 

360 5.9L (5900cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN Y" 1977-1968 47 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-68 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

77-68 

8554 SP 

HeadSaver® 

1 

Head Set 

77-68 

HS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-68 

FS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

77-68 

MS 90145 


1 

Exh. Manifold Gasket Set 

77-68 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

77-68 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

77-68 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

77-68 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

77-68 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-68 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

77-68 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

77-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-68 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-68 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

77-68 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-68 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

77-68 

35063 

Water Outlet; 2 1/2" ID 

2 

Water Outlet Gasket 

77-68 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

77-68 

11760 

Plate to block 

1 

Water Pump Gasket 

77-68 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-68 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

77-68 

TCS 45167 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

77-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

77-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

77 

60205 

Spacer to manifold 

1 

Carb. Mounting Gasket 

76 

60205 

Exc. Ford F-100 Pickup Base, Custom, Northland, Ranger, 





Ranger XLT, F-150 Pickup Base, Custom, Northland, 

Ranger, Ranger XLT; Spacer to manifold 


(continued on next page) 


399 








Ford Truck (Incl. SUV’s) 


47 360 5.9L (5900CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN Y" 1977-1968 

(cont.) 

QTY 

CARB & FUEL INJECTION 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60245 

Ford F-100 Pickup Base, Custom, Northland, Ranger, Ranger 

1 

Carb. Mounting Gasket 

76 

60315 

XLT; Spacer to manifold 

Ford F-150 Pickup Base, Custom, Northland, Ranger, Ranger 

1 

Carb. Mounting Gasket 

75 

60315 

XLT; Spacer to manifold 

Ford F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 

1 

Carb. Mounting Gasket 

75 

60245 

From Ser. No. WOO,001; Spacer to manifold 

Ford F-100 Pickup Custom, Northland, Ranger, Ranger XLT; 

1 

Carb. Mounting Gasket 

75 

60205 

Spacer to manifold 

Ford F-250 Pickup Base, Custom, Northland, Ranger, Ranger 

1 

Carb. Mounting Gasket 

74 

60205 

XLT, F-350 Pickup Custom, Northland, Ranger, Ranger XLT, 
P-350 Custom; To Ser. No. WOO,001; Spacer to manifold 

Exc. Thermactor Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60211 

Thermactor Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

73 

60227 

Spacer to manifold 

1 

Carb. Mounting Gasket 

72-68 

60094-1 

Exc. Governor; Carb. to spacer 

1 

Carb. Mounting Gasket 

72-68 

60102 

Exc. Governor; Spacer to manifold 

2 

Carb. Mounting Gasket 

69 

60094-1 

Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77-68 

13069 

Distributor Mounting 

QTY 

EXHAUST GAS 
RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-75 

70826 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

77-68 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-68 

11792 


1 

Oil Pump Gasket 

77-68 

72516 

Inlet tube 

48 361 5.9L (5917CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. 1966-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-64 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

66-64 

8554 SP 

HeadSaver® 

1 

Head Set 

66-64 

HS 8554 PT 

Exh. pipe flange not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-64 

FS 8554 PT 

Exh. pipe flange not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-64 

MS 90145 


1 

Exh. Manifold Gasket Set 

66-64 

MS 9906 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

66-64 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-64 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Bowl Gasket 

66-64 

773 

desired 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-64 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

66-64 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

66-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-64 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-64 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

66-64 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-64 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

66-64 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66-64 

11760 

Plate to block 

1 

Water Pump Gasket 

66-64 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-64 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-64 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-64 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-64 

16310 

Timing Cover 
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400 








Ford Truck (Incl. SUV’s) 




361 5.9L (5917cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. 1966-1964 

48 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66-64 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

66-64 

60048 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

66-64 

13069 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

66-64 

70135 

Adapter 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-64 

72516 

Inlet tube 


1 

Oil Pump Gasket 

66-64 

11792 

Mounting 




361 5.9L (5917cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. 1966-1964 

49 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66-64 

8554 PT 

PermaTorque® 


2 

Head Gasket Spacer Shim 

66-64 

8554 SP 

HeadSaver® 


1 

Head Set 

66-64 

HS 8554 PT 

Exh. pipe flange not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66-64 

FS 8554 PT 

Exh. pipe flange not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66-64 

MS 90145 



1 

Exh. Manifold Gasket Set 

66-64 

MS 9906 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

66-64 

60052 

Flange; 1 to 3 Req’d.; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66-64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

66-64 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66-64 

OS 11701 C 

Cork 


1 

Oil Pan Gasket Set 

66-64 

OS 11701 D 

Felcoid® 


1 

Drain Plug Gasket 

66-64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66-64 

BS 30138 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66-64 

VS 13049 C 

Cork 


1 

Valve Cover Gasket Set 

66-64 

VS 13049 R 

Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66-64 

SS 13401 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Outlet Gasket 

66-64 

35063 

Water Outlet; 1 or 2 Req’d.; 2 1/2" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

66-64 

11760 

Plate to block 


1 

Water Pump Gasket 

66-64 

11758 

Pump to plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-64 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

66-64 

TCS 45167 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

66-64 

16213 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

66-64 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66-64 

60032 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

66-64 

60059 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

66-64 

13069 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

66-64 

70135 

Adapter 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-64 

72516 

Inlet tube 


1 

Oil Pump Gasket 

66-64 

11792 

Mounting 



390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN H" 1977-1967 

50 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

77-67 

8554 PT 

PermaTorque® 
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Ford Truck (Incl. SUV’s) 


50 390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN H" 1977-1967 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket Spacer Shim 

77-67 

8554 SP 

HeadSaver® 

1 

Head Set 

77-67 

HS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-67 

FS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

77-67 

MS 90145 


1 

Exh. Manifold Gasket Set 

77-67 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

77-67 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

77-67 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

77-67 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

77-67 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-67 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

77-67 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

77-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-67 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-67 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

77-67 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-67 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

77-67 

35063 

Water Outlet; 2 1/2" ID 

2 

Water Outlet Gasket 

77-67 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

77-67 

11760 

Plate to block 

1 

Water Pump Gasket 

77-67 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-67 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

77-67 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

77-67 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

77-67 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-67 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

77-76 

60245 

Spacer to manifold 

1 

Carb. Mounting Gasket 

75 

60205 

Exc. Ford F-100 Pickup Custom, Northland, Ranger, Ranger 





XLT, F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 
Spacer to manifold 

1 

Carb. Mounting Gasket 

75 

60245 

Ford F-100 Pickup Custom, Northland, Ranger, Ranger XLT; 
Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60205 

Exc. Ford F-100 Pickup Base; Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60227 

Ford F-100 Pickup Base; Spacer to manifold 

1 

Carb. Mounting Gasket 

73 

60227 

Spacer to manifold 

1 

Carb. Mounting Gasket 

72-67 

60094-1 

Exc. Governor; Carb. to spacer 

1 

Carb. Mounting Gasket 

72-67 

60102 

Exc. Governor; Spacer to manifold 

2 

Carb. Mounting Gasket 

69 

60094-1 

Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77-67 

13069 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-75 

70826 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

77-67 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-67 

11792 


1 

Oil Pump Gasket 

77-67 

72516 

Inlet tube 
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Ford Truck (Incl. SUV’s) 



390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN M" 1977-1974 51 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-74 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

77-74 

8554 SP 

HeadSaver® 

1 

Head Set 

77-74 

HS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-74 

FS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

77-74 

MS 90145 


1 

Exh. Manifold Gasket Set 

77-74 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

77-74 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

77-74 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

77-74 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-74 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

77-74 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-74 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

77-74 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

77-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-74 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-74 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

77-74 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-74 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

77-74 

35063 

Water Outlet; 2 1/2" ID 

2 

Water Outlet Gasket 

77-74 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

77-74 

11760 

Plate to block 

1 

Water Pump Gasket 

77-74 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-74 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

77-74 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

77-74 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

77-74 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-74 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77 

60281 

California Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

77-76 

60326 

Carb. to spacer 

1 

Carb. Mounting Gasket 

77 

60313 

Exc. California Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

76 

60281 

Exc. Ford F-100 Pickup Base, Custom, Northland, Ranger, 
Ranger XLT, F-150 Pickup Base, Custom, Northland, 

Ranger, Ranger XLT; California Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

76 

60313 

Exc. Ford F-100 Pickup Base, Custom, Northland, Ranger, 
Ranger XLT, F-150 Pickup Base, Custom, Northland, 

Ranger, Ranger XLT; Exc. California Emission; Spacer to 
manifold 

1 

Carb. Mounting Gasket 

75 

60327 

Exc. Ford F-100 Pickup Custom, Northland, Ranger, Ranger 
XLT, F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 
Carb. to spacer 

1 

Carb. Mounting Gasket 

75 

60281 

Ford F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 
From Ser. No. WOO,001; California Emission; Spacer to 
manifold 

1 

Carb. Mounting Gasket 

75 

60326 

Ford F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 
From Ser. No. WOO,001; Carb. to spacer 

1 

Carb. Mounting Gasket 

75 

60313 

Exc. Ford F-100 Pickup Custom, Northland, Ranger, Ranger 
XLT, F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 
From Ser. No. WOO,001; Exc. California Emission; Spacer to 
manifold 

1 

Carb. Mounting Gasket 

75 

60228 

Exc. Ford F-100 Pickup Custom, Northland, Ranger, Ranger 
XLT, F-150 Pickup Custom, Northland, Ranger, Ranger XLT; 
To Ser. No. WOO,001; Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60327 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74 

60228 

Spacer to manifold 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


51 390 6.4L (6392cc) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN M" 1977-1974 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77-74 

13069 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-75 

70826 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

77-74 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-74 

11792 


1 

Oil Pump Gasket 

77-74 

72516 

Inlet tube 

52 390 6.4L (6392CC) OHV V8 (16 Valve), 4.05" Bore (Ford Eng.), 2 Bbl. "VIN Y" 1969-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-67 

8554 SP 

HeadSaver® 

1 

Head Set 

69-67 

HS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-67 

FS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-67 

MS 90145 


1 

Exh. Manifold Gasket Set 

69-67 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

69-67 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-67 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

69-67 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

69-67 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

69-67 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

69-67 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

69-67 

35063 

Water Outlet; 2 1/2” ID 

2 

Water Outlet Gasket 

69-67 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-67 

11760 

Plate to block 

1 

Water Pump Gasket 

69-67 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60094-1 

Exc. Governor; Carb. to spacer 

1 

Carb. Mounting Gasket 

69-67 

60102 

Exc. Governor; Spacer to manifold 

2 

Carb. Mounting Gasket 

69 

60094-1 

Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-67 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-67 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-67 

11792 


1 

Oil Pump Gasket 

69-67 

72516 

Inlet tube 
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Ford Truck (Incl. SUV’s) 



390 6.4L (6392cc) OHV V8 GT (16 Valve), 4.05" Bore (Ford Eng.), 4 Bbl. "VIN S" 1969-1968 53 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8554 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8554 PT 

Exh. pipe packing & exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90145 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

69-68 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-68 

60987 

Opt. sintered metal 

2 

Exhaust Pipe Gasket 

69-68 

9998 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-68 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

2 

Water Outlet Gasket 

69-68 

35004 

Water Outlet; 2 1/8" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

11760 

Plate to block 

1 

Water Pump Gasket 

69-68 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60059 

Carb. to spacer 

1 

Carb. Mounting Gasket 

69 

60091 

Spacer to manifold 

1 

Carb. Mounting Gasket 

68 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

68 

60059 

Spacer to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

13069 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

11792 


1 

Oil Pump Gasket 

69-68 

72516 

Inlet tube 


400 6.6L (6556cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN S" 1980-1972 54 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-72 

8347 PT-1 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-72 

8347 SP 

HeadSaver® 

1 

Head Set 

80-72 

HS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-72 

FS 8347 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80-75 

MS 96020 


1 

Valley Pan Gasket Set 

74-72 

MS 96013 

Exc. Thermactor Emission 

1 

Valley Pan Gasket Set 

74-72 

MS 96017 

Thermactor Emission 

1 

Exh. Manifold Gasket Set 

80-72 

MS 90526 



(continued on next page) 
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Ford Truck (Incl. SUV’s) 


54 400 6.6L (6556cc) OHV V8 (16 Valve), 4" Bore (Ford Eng.), 2 Bbl. "VIN S" 1980-1972 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

70272 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-72 

OS 30227 C 


1 

Drain Plug Gasket 

80-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 40042 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 50068 C 

Cork 

1 

Valve Cover Gasket Set 

80-72 

VS 50068 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-77 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76-72 

SS 72562 

Loc. Exh.; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76-72 

SS 13364-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-72 

35041 

Water Outlet 

1 

Water Outlet Gasket 

80-72 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-72 

35088 

Plate to block 

1 

Water Pump Gasket 

80-72 

35066 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-72 

TCS 45061 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-72 

TCS 45283 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-72 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0,001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0.001 

1 

Air Cleaner Gasket 

77-72 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-73 

60716 

Carb. to spacer 

1 

Carb. Mounting Gasket 

80-77 

60332 

Spacer to manifold 

1 

Carb. Mounting Gasket 

76-75 

60303 

Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60185 

Exc. Thermactor Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

74 

60716 

Thermactor Emission; Spacer to manifold 

1 

Carb. Mounting Gasket 

73 

60185 

Spacer to manifold 

2 

Carb. Mounting Gasket 

72 

60101 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-72 

72579 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-72 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

70020 


1 

EGR Gasket 

76-74 

70826 


1 

EGR Gasket 

73 

70826 

Valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-72 

70273 


1 

Oil Pump Gasket 

80-72 

72516 

Inlet tube 

55 428 7.0L (7015cc) OHV V8 (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8554 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8554 PT 

Exh. pipe packing & flange, exh. manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90145 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

69-68 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60052 

Flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

69-68 

60218 

Packing; 2 5/32" ID x 3" OD 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 



428 7.0L (7015cc) OHV V8 (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN Q" 1969-1968 55 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-68 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 30138 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13049 C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13049 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 13401 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

11760 

Plate to block 

1 

Water Pump Gasket 

69-68 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13075-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45167 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69-68 

60059 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

5511 

Distributor Mounting 

1 

O-Ring 

69-68 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

70135 

Adapter 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

11792 


1 

Oil Pump Gasket 

69-68 

72516 

Inlet tube 


428 7.0L (7015cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN Ft" 56 

1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8554 PT 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8554 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 8554 PT 

Int. manifold gskts. not incl.; Exh. pipe packing & flange, exh. 
manifold heat shields not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8554 PT 

Int. manifold gskts. not incl.; Exh. pipe packing & flange, exh. 
manifold heat shields not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

69-68 

MS 9812 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

69-68 

MS 95000 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60052 

Flange; 2 1/8" ID 

2 

Exhaust Pipe Gasket 

69-68 

60218 

Packing; 2 5/32” ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-68 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 11701 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 11701 D 

Felcoid® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 30138 

Rubber; Two-piece 


(continued on next page) 
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Ford Truck (Incl. SUV’s) 


56 428 7.0L (7015cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.13" Bore (Ford Eng.), 4 Bbl. "VIN R" 

(corn.) 1969-1968 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13049C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13049 R 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69-68 

PART NO. 

SS 13401 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35063 

Water Outlet; 2 1/2" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

11760 

Plate to block 

1 

Water Pump Gasket 

69-68 

11758 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13075-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45167 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-68 

16213 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-68 

PART NO. 

60032 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60068-1 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

5511 

Distributor Mounting 

1 

O-Ring 

69-68 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

70135 

Adapter 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

69-68 

PART NO. 

11792 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

72516 

Inlet tube 

57 429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN N" 1973-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73-70 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

73-70 

8265 PT-1 

PermaTorque® 

1 

Head Set 

73-70 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-70 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

73-70 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

73-70 

PART NO. 

MS 90110-1 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

73-70 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

73-70 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

73-70 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

73-70 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

73-70 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

73-70 

73-70 

OS 30408 C 

70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-70 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

73-70 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-70 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

73-70 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-70 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

73-70 

35041 T 

Water Outlet; PermaDryPlus® 
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Ford Truck (Incl. SUV’s) 


429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN N" 1973-1970 57 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

73-70 

35039 

Plate to block 

1 

Water Pump Gasket 

73-70 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-70 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

73-70 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

73-70 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-70 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73-70 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

73 

60184 

Spacer to manifold 

1 

Carb. Mounting Gasket 

72-70 

60059 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

73-70 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

73-70 

5511 

Distributor Mounting 

1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

70645 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

73-70 

70132 


1 

Oil Pump Gasket 

73-70 

72516 

Inlet tube 

429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN R" 1971 58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71 

8265 PT-1 

PermaTorque® 

1 

Head Set 

71 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 





Water pump to plate gskt. not incl.; Premium valve stem 





seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90110-1 


1 

Exh. Manifold Gasket Set 

71 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

71 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

71 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35039 

Plate to block 
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Ford Truck (Incl. SUV’s) 


58 429 7.0L (7031 cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN R" 1971 

(cont.) 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

71 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

60032 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

71 

60059 

Spacer to manifold 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

71 

PART NO. 

72580 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

5511 

Distributor Mounting 

1 

O-Ring 

71 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71 

PART NO. 

70132 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

72516 

Inlet tube 

59 429 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN C" 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8265 PT-1 

PermaTorque® 

1 

Head Set 

71-70 

HS 8265 PT-1 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Premium valve stem seals 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8265 PT-3 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Water pump to plate gskt. not 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

71-70 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

71-70 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

71-70 

71-70 

OS 30408 C 

70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71-70 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71-70 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35039 

Plate to block 

1 

Water Pump Gasket 

71-70 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45279 

w/Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

71-70 

16207 

Timing Cover; Use w/installation tool 
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Ford Truck (Incl. SUV’s) 



429 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN C" 59 

1971-1970 (cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 

Cobra Jet; Carb. to spacer 

1 

Carb. Mounting Gasket 

71-70 

60059 

Spacer to manifold 

1 

Carb. Mounting Gasket 

71-70 

60148 

Super Cobra Jet; Carb. to spacer 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72580 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

5511 

Distributor Mounting 

1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

70132 


1 

Oil Pump Gasket 

71-70 

72516 

Inlet tube 


429 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 60 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8265 PT-1 

PermaTorque® 

1 

Head Set 

71-70 

HS 8265 PT-1 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Premium valve stem seals 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8265 PT-3 

Int. manifold gskts. not incl.; Exh. pipe packing & exh. 
manifold heat shields not incl.; Water pump to plate gskt. not 
incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-70 

60201 

Packing; 2 13/32" ID x 3" OD 

2 

Exhaust Pipe Gasket 

71-70 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

71-70 

60218 

Packing; 2 5/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

71-70 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35041 

Water Outlet 

1 

Water Outlet Gasket 

71-70 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35039 

Plate to block 

1 

Water Pump Gasket 

71-70 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

71-70 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60032 
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Ford Truck (Incl. SUV’s) 


60 42 9 7.0L (7031 cc) OHV V8 Cobra Jet/Super Cobra Jet (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 

(corn.) 1971-1970 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 

Cobra Jet; Carb. to spacer 

1 

Carb. Mounting Gasket 

71-70 

60059 

Spacer to manifold 

1 

Carb. Mounting Gasket 

71-70 

60148 

Super Cobra Jet; Carb. to spacer 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

71-70 

PART NO. 

72580 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

5511 

Distributor Mounting 

1 

O-Ring 

71-70 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71-70 

PART NO. 

70132 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

72516 

Inlet tube 

6 1 429 7.0L (7031 cc) OHV V8 Police (16 Valve), 4.36" 

Bore (Ford Eng.), 4 Bbl. "VIN P" 1972-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-71 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72-71 

8265 PT-1 

PermaTorque® 

1 

Head Set 

72-71 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-71 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72-71 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

72-71 

PART NO. 

MS 90110-1 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

72-71 

MS 90291 

Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

72-71 

MS 90256 

Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

72-71 

60201 

Packing; 2 13/32" IDx3" OD 

2 

Exhaust Pipe Gasket 

72-71 

60155 

Packing; 2 5/32" ID x 2 3/4" OD 

2 

Exhaust Pipe Gasket 

72-71 

60218 

Packing; 2 5/32" IDx3” OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

72-71 

72-71 

OS 30408 C 
70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-71 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

72-71 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-71 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

72-71 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 13364 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-71 

35041 

Water Outlet 

1 

Water Outlet Gasket 

72-71 

35041T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-71 

35039 

Plate to block 

1 

Water Pump Gasket 

72-71 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-71 

TCS 45024 

w/o Sleeve ’N' Seal®; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

72-71 

TCS 45279 

w/Sleeve ’N’ Seal®; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

72-71 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-71 

16310 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

72-71 

PART NO. 

60032 

DESCRIPTION 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-71 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

72-71 

60059 

Spacer to manifold 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

72-71 

PART NO. 

72580 

DESCRIPTION 
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Ford Truck (Incl. SUV’s) 



429 7.0L (7031 cc) OHV V8 Police (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN P" 1972-1971 61 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

72-71 

5511 

Distributor Mounting 

1 

O-Ring 

71 

13069 

Distributor Mounting; Molded tapered washer 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72-71 

70132 


1 

Oil Pump Gasket 

72-71 

72516 

Inlet tube 


460 7.5L (7539cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN A" 1979-1973 62 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-73 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

79-73 

8265 PT-1 

PermaTorque® 

1 

Head Set 

79-75 

HS 8265 PT-1 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 
heat shields not incl.; Premium valve stem seals incl. 

1 

Head Set 

74 

HS 8265 PT-1 

From Ser. No. T20,001; Int. manifold gskt. not incl.; Exh. pipe 
packing & exh. manifold heat shields not incl.; Premium 
valve stem seals incl. 

1 

Head Set 

74 

HS 8265 PT-1 

To Ser. No. T20,000; Exh. pipe packing & exh. manifold heat 
shields not incl.; Premium valve stem seals incl. 

1 

Head Set 

73 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 
Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-75 

FS 8265 PT-3 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 
heat shields not incl.; Water pump to plate gskt. not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8265 PT-3 

From Ser. No. T20.001; Int. manifold gskt. not incl.; Exh. pipe 
packing & exh. manifold heat shields not incl.; Water pump to 
plate gskt. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8265 PT-3 

To Ser. No. T20,000; Exh. pipe packing & exh. manifold heat 
shields not incl.; Water pump to plate gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

73 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-73 

CS 8265-1 

Water pump to plate gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74 

MS 90110-1 

To Ser. No. T20.000 

1 

Int. Manifold Gasket Set 

73 

MS 90110-1 


1 

Valley Pan Gasket Set 

79-75 

MS 96018 

Exc. LPG 

1 

Valley Pan Gasket Set 

79-75 

MS 96044 

LPG 

1 

Valley Pan Gasket Set 

74 

MS 96018 

From Ser. No. T20.001; Exc. LPG 

1 

Valley Pan Gasket Set 

74 

MS 96044 

From Ser. No. T20,001; LPG 

1 

Exh. Manifold Gasket Set 

79-73 

MS 90291 

Oval ports; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

79-73 

MS 90248 

Oval ports; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

77-73 

60201 

Packing; 2 13/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-73 

6579 

Exc. Electric fuel pump; May also be used as a fuel pump 
block-off plate gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-73 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

79-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-73 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

79-73 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-73 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

79-73 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-73 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-73 

35041 

Water Outlet 

1 

Water Outlet Gasket 

79-73 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-73 

35039 

Plate to block 

1 

Water Pump Gasket 

79-73 

35044 

Pump to plate 
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Ford Truck (Incl. SUV’s) 


62 460 7.5L (7539CC) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN A" 1979-1973 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-73 

TCS 45024 

w/o Sleeve ’N' Seal®; w/Original type cover using internally 





installed seal; Water pump to plate gskt. not incl. 

1 

Timing Cover Set 

79-73 

TCS 45129 

w/o Sleeve ’N' Seal®; w/Service type cover using flanged, 





externally installed seal; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

79-73 

TCS 45279 

w/Sleeve ’N’ Seal®; w/Original type cover using internally 





installed seal; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

79-73 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-73 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60038 

5 1/32” ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0.001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0.001 

1 

Air Cleaner Gasket 

77-73 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60390 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79 

60003 

Spacer to manifold 

1 

Carb. Mounting Gasket 

78-76 

60301 

Aluminum spacer; Carb. to spacer 

1 

Carb. Mounting Gasket 

78-76 

60301 

Cast iron spacer; Carb. to spacer 

1 

Carb. Mounting Gasket 

78-76 

60242 

Phenolic spacer; Carb. to spacer 

1 

Carb. Mounting Gasket 

78-75 

60291 

Spacer to manifold 

1 

Carb. Mounting Gasket 

75 

60301 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60184 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-75 

72580 

Exc. California Emission 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-73 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


2 

EGR Gasket 

79 

72500 

Exh. air supply tube 

1 

EGR Gasket 

76-73 

70645 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-78 

447 RR 

Oil Filter Mounting; 5-pack 

1 

Oil Filter Adapter Gasket 

79-78 

72494 * 

Oil filter adapter O-ring 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-73 

70132 


1 

Oil Pump Gasket 

79-73 

72516 

Inlet tube 

63 460 7.5L (7539CC) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 1979-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-73 

520 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

79-73 

8265 PT-1 

PermaTorque® 

1 

Head Set 

79-75 

HS 8265 PT-1 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 





heat shields not incl.; Premium valve stem seals incl. 

1 

Head Set 

74 

HS 8265 PT-1 

From Ser. No. T20,001; Int. manifold gskt. not incl.; Exh. pipe 
packing & exh. manifold heat shields not incl.; Premium 
valve stem seals incl. 

1 

Head Set 

74 

HS 8265 PT-1 

To Ser. No. T20,000; Exh. pipe packing & exh. manifold heat 





shields not incl.; Premium valve stem seals incl. 

1 

Head Set 

73 

HS 8265 PT-1 

Exh. pipe packing & exh. manifold heat shields not incl.; 





Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-75 

FS 8265 PT-3 

Int. manifold gskt. not incl.; Exh. pipe packing & exh. manifold 





heat shields not incl.; Water pump to plate gskt. not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8265 PT-3 

From Ser. No. T20,001; Int. manifold gskt. not incl.; Exh. pipe 





packing & exh. manifold heat shields not incl.; Water pump to 
plate gskt. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

74 

FS 8265 PT-3 

To Ser. No. T20.000; Exh. pipe packing & exh. manifold heat 





shields not incl.; Water pump to plate gskt. not incl.; Premium 
valve stem seals incl. 

1 

Full Gasket Set 

73 

FS 8265 PT-3 

Exh. pipe packing & exh. manifold heat shields not incl.; 

Water pump to plate gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-73 

CS 8265-1 

Water pump to plate gskt. not incl. 
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Ford Truck (Incl. SUV’s) 


460 7.5L (7539cc) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 1979-1973 63 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74 

MS 90110-1 

To Ser. No. T20.000 

1 

Int. Manifold Gasket Set 

73 

MS 90110-1 


1 

Valley Pan Gasket Set 

79-75 

MS 96018 

Exc. LPG 

1 

Valley Pan Gasket Set 

79-75 

MS 96044 

LPG 

1 

Valley Pan Gasket Set 

74 

MS 96018 

From Ser. No. T20.001; Exc. LPG 

1 

Valley Pan Gasket Set 

74 

MS 96044 

From Ser. No. T20.001; LPG 

1 

Exh. Manifold Gasket Set 

79-73 

MS 90291 

Oval ports; Gskt. for use w/old heat shield 

1 

Exh. Manifold Gasket Set 

79-73 

MS 90248 

Oval ports; Heat shield 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

77-73 

60201 

Packing; 2 13/32" ID x 3" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-73 

6579 

Exc. Electric fuel pump; May also be used as a fuel pump 





block-off plate gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-73 

OS 30408 C 

Cork 

1 

Drain Plug Gasket 

79-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-73 

BS 40032 

Rubber; Two-piece 

1 

Rear Main Seal Set 

79-73 

BS 40654 

Viton®; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-73 

VS 50044 C 

Cork 

1 

Valve Cover Gasket Set 

79-73 

VS 50044 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-73 

SS 13364 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-73 

35041 

Water Outlet 

1 

Water Outlet Gasket 

79-73 

35041 T 

Water Outlet; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-73 

35039 

Plate to block 

1 

Water Pump Gasket 

79-73 

35044 

Pump to plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-73 

TCS 45024 

w/o Sleeve ’N' Seal®; w/Original type cover using internally 





installed seal; Water pump to plate gskt. not incl. 

1 

Timing Cover Set 

79-73 

TCS 45129 

w/o Sleeve ’N’ Seal®; w/Service type cover using flanged, 





externally installed seal; Water pump to plate gskt. not incl. 

1 

Timing Set w/Sleeve & Seal 

79-73 

TCS 45279 

w/Sleeve ’N’ Seal®; w/Original type cover using internally 





installed seal; Water pump to plate gskt. not incl. 

1 

Repair Sleeve 

79-73 

16207 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-73 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

78 

60038 

From Ser. No. BG0.001; 5 1/32" ID 

1 

Air Cleaner Gasket 

78 

60032 

To Ser. No. BG0,001 

1 

Air Cleaner Gasket 

77-73 

60032 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60390 

Carb. to spacer 

1 

Carb. Mounting Gasket 

79 

60003 

Spacer to manifold 

1 

Carb. Mounting Gasket 

78-76 

60301 

Aluminum spacer; Carb. to spacer 

1 

Carb. Mounting Gasket 

78-76 

60301 

Cast iron spacer; Carb. to spacer 

1 

Carb. Mounting Gasket 

78-76 

60242 

Phenolic spacer; Carb. to spacer 

1 

Carb. Mounting Gasket 

78-75 

60291 

Spacer to manifold 

1 

Carb. Mounting Gasket 

75 

60301 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60058 

Carb. to spacer 

1 

Carb. Mounting Gasket 

74-73 

60184 

Spacer to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-75 

72580 

Exc. California Emission 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-73 

5511 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

70020 


2 

EGR Gasket 

79 

72500 

Exh. air supply tube 

1 

EGR Gasket 

76-73 

70645 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-78 

447 RR 

Oil Filter Mounting; 5-pack 

1 

Oil Filter Adapter Gasket 

79-78 

72494 * 

Oil filter adapter O-ring 
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Ford Truck (Incl. SUV’s) 


63 460 7.5L (7539CC) OHV V8 (16 Valve), 4.36" Bore (Ford Eng.), 4 Bbl. "VIN J" 1979-1973 

(cont.) 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 79-73 70132 

Oil Pump Gasket 79-73 72516 Inlet tube 


GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

140 

2.3L 

2294cc 

OHV H6 

3.375" 

12 

GMC Eng. 



Corvair 

2-1 Bbl./Gasoline 

1961-1960 

1 

140 

2.3L 

2294cc 

SOHO L4 

3.5" 

8 

GMC Eng. 

A 


Chevrolet 

1 Bbl./Gasoline 

1976-1971 

2 

140 

2.3L 

2294cc 

SOHO L4 

3.5" 

8 

GMC Eng. 

B 


Chevrolet 

2 Bbl./Gasoline 

1977-1971 

3 

145 

2.4L 

2377cc 

OHV H6 

3.4375' 

12 

GMC Eng. 



Corvair 

1 Bbl./Gasoline 

1963-1962 

4 

145 

2.4L 

2377CC 

OHV H6 

3.4375' 

12 

GMC Eng. 



Corvair 

2-1 Bbl./Gasoline 

1963-1961 

5 

151 

2.5L 

2475cc 

OHV L4 

4" 

8 

GMC Eng. 

1 


Pontiac 

2 Bbl./Gasoline 

1979-1978 

6 

151 

2.5L 

2475cc 

OHV L4 

4" 

8 

GMC Eng. 

9 


Pontiac 

2 Bbl./Gasoline 

1979-1978 

7 

151 

2.5L 

2475cc 

OHV L4 

4" 

8 

GMC Eng. 

V 


Pontiac 

2 Bbl./Gasoline 

1980-1977 

8 

153 

2.5L 

2508cc 

OHV L4 

3.875" 

8 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1970-1962 

9 

164 

2.7L 

2684cc 

OHV H6 

3.4375' 

12 

GMC Eng. 



Corvair 

2-1 Bbl./Gasoline 

1969-1964 

10 

164 

2.7L 

2684CC 

OHV H6 

3.4375' 

12 

GMC Eng. 



Corvair 

4-1 Bbl./Gasoline 

1969-1965 

11 

194 

3.2L 

3180cc 

OHV L6 

3.5625' 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1967-1962 

12 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


76 Y 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

13 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


77Y 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

14 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


78 Y 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

15 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


79Y 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

16 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


83Z 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

17 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


84Z 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

18 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


85Z 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

19 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


86Z 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

20 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


87Z 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

21 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


88Z 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

22 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


89Z 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

23 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


DA 

Pontiac 

1 Bbl./Gasoline 

1961 

24 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


DS 

Pontiac 

1 Bbl./Gasoline 

1961 

25 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


OA 

Pontiac 

1 Bbl./Gasoline 

1961 

26 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


OS 

Pontiac 

1 Bbl./Gasoline 

1961 

27 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


XA 

Pontiac 

4 Bbl./Gasoline 

1961 

28 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


XS 

Pontiac 

4 Bbl./Gasoline 

1961 

29 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


ZA 

Pontiac 

1 Bbl./Gasoline 

1961 

30 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 


ZS 

Pontiac 

1 Bbl./Gasoline 

1961 

31 

196 

3.2L 

3212cc 

OHV V6 

3.5" 

12 

GMC Eng. 

C 


Buick 

2 Bbl./Gasoline 

1979-1978 

32 

198 

3.2L 

3245cc 

OHV V6 

3.625" 

12 

GMC Eng. 


61 

Buick 

2 Bbl./Gasoline 

1962 

33 

198 

3.2L 

3245cc 

OHV V6 

3.625" 

12 

GMC Eng. 


JL 

Buick 

2 Bbl./Gasoline 

1963 

34 

198 

3.2L 

3245cc 

OHV V6 

3.625" 

12 

GMC Eng. 


JZ 

Buick 

2 Bbl./Gasoline 

1963 

35 

200 

3.3L 

3277cc 

OHV V6 

3.5" 

12 

GMC Eng. 

M 


Chevrolet 

2 Bbl./Gasoline 

1979-1978 

36 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


80Z 

Pontiac 

1 Bbl./Gasoline 

1964 

37 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


81Z 

Pontiac 

1 Bbl./Gasoline 

1964 

38 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


82Z 

Pontiac 

1 Bbl./Gasoline 

1964 

39 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


83Y 

Pontiac 

1 Bbl./Gasoline 

1964 

40 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


84Z 

Pontiac 

1 Bbl./Gasoline 

1964 

41 

215 

3.5L 

3524CC 

OHV L6 

3.75" 

12 

GMC Eng. 


85Z 

Pontiac 

1 Bbl./Gasoline 

1964 

42 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


87Z 

Pontiac 

1 Bbl./Gasoline 

1964 

43 

215 

3.5L 

3524CC 

OHV L6 

3.75" 

12 

GMC Eng. 


88Y 

Pontiac 

1 Bbl./Gasoline 

1964 

44 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


89Y 

Pontiac 

1 Bbl./Gasoline 

1964 

45 

215 

3.5L 

3524CC 

OHV L6 

3.75" 

12 

GMC Eng. 


ZD 

Pontiac 

1 Bbl./Gasoline 

1965 

46 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZE 

Pontiac 

1 Bbl./Gasoline 

1965 

47 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZK 

Pontiac 

1 Bbl./Gasoline 

1965 

48 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZL 

Pontiac 

1 Bbl./Gasoline 

1965 

49 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZM 

Pontiac 

1 Bbl./Gasoline 

1965 

50 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZN 

Pontiac 

1 Bbl./Gasoline 

1965 

51 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZR 

Pontiac 

1 Bbl./Gasoline 

1965 

52 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 


ZS 

Pontiac 

1 Bbl./Gasoline 

1965 

53 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


91Z 

Buick 

4 Bbl./Gasoline 

1962 

54 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


96Y 

Buick 

4 Bbl./Gasoline 

1962 

55 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


97Y 

Buick 

4 Bbl./Gasoline 

1962 

56 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


AYA 

Buick 

2 Bbl./Gasoline 

1961 

57 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


AYS 

Buick 

2 Bbl./Gasoline 

1961 

58 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


H 

Buick 

2 Bbl./Gasoline 

1961 

59 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


H 

Buick 

4 Bbl./Gasoline 

1961 

60 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


HI 

Buick 

4 Bbl./Gasoline 

1962 

61 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


1 

Buick 

2 Bbl./Gasoline 

1962 

62 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


JM 

Buick 

2 Bbl./Gasoline 

1963 

63 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


JN 

Buick 

4 Bbl./Gasoline 

1963 

64 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


JP 

Buick 

2 Bbl./Gasoline 

1963 

65 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


LH 

Buick 

2 Bbl./Gasoline 

1961 

66 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


LI 

Buick 

2 Bbl./Gasoline 

1962 

67 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


S 

Buick 

2 Bbl./Gasoline 

1963-1961 

68 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


SE 

Buick 

2 Bbl./Gasoline 

1963-1961 

69 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


SG 

Buick 

4 Bbl./Gasoline 

1963-1961 

70 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


SH 

Buick 

4 Bbl./Gasoline 

1963-1961 

71 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


YA 

Buick 

2 Bbl./Gasoline 

1961 

72 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


YS 

Buick 

2 Bbl./Gasoline 

1961 

73 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


ST 

Oldsmobile 4 Bbl./Gasoline 

1963-1962 

74 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 


ST 

Oldsmobile MFI/Gasoline 

1963-1962 

75 

216.5 

3.5L 

3548cc 

OHV L6 

3.5" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1953-1937 

76 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


HH 

Buick 

1 Bbl./Gasoline 

1965 

77 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


KH 

Buick 

1 Bbl./Gasoline 

1964 

78 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


KJ 

Buick 

1 Bbl./Gasoline 

1964 

79 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


LH 

Buick 

1 Bbl./Gasoline 

1965 

80 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


LJ 

Buick 

1 Bbl./Gasoline 

1965 

81 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


MH 

Buick 

2 Bbl./Gasoline 

1966 

82 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


MK 

Buick 

2 Bbl./Gasoline 

1966 

83 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


NH 

Buick 

2 Bbl./Gasoline 

1967 

84 

229 

3.8L 

3752cc 

OHV V6 

3.736" 

12 

GMC Eng. 

K 


Chevrolet 

2 Bbl./Gasoline 

1980 

85 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1970-1963 

86 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZD 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

87 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZE 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

88 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZF 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

89 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZG 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

90 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZK 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

91 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZL 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

92 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZM 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

93 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZN 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

94 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZR 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

95 

230 

3.8L 

3770cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZS 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

96 

231 

3.8L 

3791cc 

OHV V6 

3.8" 

12 

GMC Eng. 

2 


Buick 

2 Bbl./Gasoline 

1979-1978 

97 

231 

3.8L 

3791cc 

OHV V6 

3.8" 

12 

GMC Eng. 

3 


Buick 

4 Bbl./Gasoline 

1980-1978 

98 

231 

3.8L 

3791cc 

OHV V6 

3.8" 

12 

GMC Eng. 

A 


Buick 

2 Bbl./Gasoline 

1980-1977 

99 

231 

3.8L 

3791cc 

OHV V6 

3.8" 

12 

GMC Eng. 

C 


Buick 

2 Bbl./Gasoline 

1977-1975 

100 

231 

3.8L 

3791cc 

OHV V6 

3.8" 

12 

GMC Eng. 

G 


Buick 

2 Bbl./Gasoline 

1978 

101 

235 

3.8L 

3852cc 

OHV L6 

3.5625 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1962-1950 

102 

235 

3.8L 

3852cc 

OHV L6 

3.5625 

12 

GMC Eng. 



Chevrolet 

3-1 Bbl./Gasoline 

1955-1953 

103 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

D 


Chevrolet 

1 Bbl./Gasoline 

1979-1972 

104 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


CAA 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

105 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


CAB 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

106 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


CG 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

107 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


FT 

Chevrolet 

1 Bbl./Gasoline 

1966 

108 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


FV 

Chevrolet 

1 Bbl./Gasoline 

1967 

109 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


LA 

Chevrolet 

1 Bbl./Gasoline 

1969 

110 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


LE 

Chevrolet 

1 Bbl./Gasoline 

1969 

111 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


MA 

Chevrolet 

1 Bbl./Gasoline 

1969 

112 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


ME 

Chevrolet 

1 Bbl./Gasoline 

1969 

113 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


PS 

Chevrolet 

1 Bbl./Gasoline 

1968 

114 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


RF 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

115 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


SA 

Chevrolet 

1 Bbl./Gasoline 

1970 

116 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


SB 

Chevrolet 

1 Bbl./Gasoline 

1970 

117 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


VB 

Chevrolet 

1 Bbl./Gasoline 

1971-1968 

118 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


VE 

Chevrolet 

1 Bbl./Gasoline 

1969-1966 

119 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


VF 

Chevrolet 

1 Bbl./Gasoline 

1971-1968 

120 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


ZB 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

121 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 


ZG 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

122 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1971-1965 

123 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


XF 

Pontiac 

1 Bbl./Gasoline 

1969 

124 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZC 

Pontiac 

1 Bbl./Gasoline 

1969 

125 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZD 

Pontiac 

4 Bbl./Gasoline 

1969-1968 

126 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZE 

Pontiac 

4 Bbl./Gasoline 

1969-1968 

127 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZF 

Pontiac 

1 Bbl./Gasoline 

1969 

128 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZH 

Pontiac 

4 Bbl./Gasoline 

1969 

129 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZK 

Pontiac 

1 Bbl./Gasoline 

1969-1968 

130 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZL 

Pontiac 

4 Bbl./Gasoline 

1969-1968 

131 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZN 

Pontiac 

1 Bbl./Gasoline 

1969-1968 

132 

250 

4.1 L 

4098cc 

SOHO L6 

3.875" 

12 

GMC Eng. 


ZO 

Pontiac 

4 Bbl./Gasoline 

1968 

133 

260 

4.3L 

4261cc 

OHV V8 

3.5" 

16 

GMC Eng. 

F 


Oldsmobile 2 Bbl./Gasoline 

1980-1975 

134 

261 

4.3L 

4278cc 

OHV L6 

3.75" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1962-1955 

135 

261 

4.3L 

4278cc 

OHV L6 

3.75" 

12 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1962-1955 

136 

262 

4.3L 

4293cc 

OHV V8 

3.671" 

16 

GMC Eng. 

G 


Chevrolet 

2 Bbl./Gasoline 

1976-1975 

137 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

263 

4.3L 

431 Icc 

OHV L8 

3.1875' 

16 

GMC Eng. 



Buick 

2 Bbl./Gasoline 

1953-1950 

138 

264 

4.3L 

4327cc 

OHV V8 

3.625" 

16 

GMC Eng. 



Buick 

2 Bbl./Gasoline 

1955-1954 

139 

265 

4.3L 

4343cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1957-1955 

140 

265 

4.3L 

4343cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Chevrolet 

2-4 Bbl./Gasoline 

1956 

141 

265 

4.3L 

4343cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1957-1955 

142 

265 

4.3L 

4343cc 

OHV V8 

3.75" 

16 

GMC Eng. 

S 


Pontiac 

2 Bbl./Gasoline 

1980 

143 

267 

4.4L 

4376cc 

OHV V8 

3.5" 

16 

GMC Eng. 

J 


Chevrolet 

2 Bbl./Gasoline 

1980-1979 

144 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1967-1957 

145 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

2-4 Bbl./Gasoline 

1961-1957 

146 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1967-1957 

147 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

MFI/Gasoline 

1961-1957 

148 

287.2 

4.7L 

4707cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1955 

149 

287.2 

4.7L 

4707cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Pontiac 

4 Bbl./Gasoline 

1955 

150 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 


KL 

Buick 

2 Bbl./Gasoline 

1964 

151 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 


KP 

Buick 

4 Bbl./Gasoline 

1964 

152 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 


LL 

Buick 

2 Bbl./Gasoline 

1965 

153 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 


LP 

Buick 

4 Bbl./Gasoline 

1965 

154 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 


ML 

Buick 

2 Bbl./Gasoline 

1966 

155 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 


NL 

Buick 

2 Bbl./Gasoline 

1967 

156 

301 

4.9L 

4933cc 

OHV V8 

4" 

16 

GMC Eng. 

W 


Pontiac 

4 Bbl./Gasoline 

1980-1978 

157 

301 

4.9L 

4933cc 

OHV V8 

4" 

16 

GMC Eng. 

Y 


Pontiac 

2 Bbl./Gasoline 

1979-1977 

158 

302 

4.9L 

4950cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1969-1967 

159 

303 

5.0L 

4966cc 

OHV V8 

3.75” 

16 

GMC Eng. 



Oldsmobile 2 Bbl./Gasoline 

1953-1949 

160 

303 

5.0L 

4966cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Oldsmobile 4 Bbl./Gasoline 

1953-1952 

161 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

G 


Chevrolet 

2 Bbl./Gasoline 

1979 

162 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

H 


Chevrolet 

4 Bbl./Gasoline 

1980-1978 

163 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

Q 


Chevrolet 

2 Bbl./Gasoline 

1976 

164 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

U 


Chevrolet 

2 Bbl./Gasoline 

1978-1976 

165 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

F 


Chevrolet 

2 Bbl./Gasoline 

1973-1972 

166 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 


CCA 

Chevrolet 

2 Bbl./Gasoline 

1971 

167 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 


CCC 

Chevrolet 

2 Bbl./Gasoline 

1971 

168 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1971-1968 

169 

316 

5.2L 

5179cc 

OHV V8 

3.9375' 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1956 

170 

316 

5.2L 

5179cc 

OHV V8 

3.9375' 

16 

GMC Eng. 



Pontiac 

2-4 Bbl./Gasoline 

1956 

171 

316 

5.2L 

5179cc 

OHV V8 

3.9375' 

16 

GMC Eng. 



Pontiac 

4 Bbl./Gasoline 

1956 

172 

322 

5.3L 

5278cc 

OHV V8 

4" 

16 

GMC Eng. 



Buick 

2 Bbl./Gasoline 

1956-1953 

173 

322 

5.3L 

5278cc 

OHV V8 

4" 

16 

GMC Eng. 



Buick 

4 Bbl./Gasoline 

1956-1953 

174 

324 

5.3L 

531Occ 

OHV V8 

3.875" 

16 

GMC Eng. 



Oldsmobile 2 Bbl./Gasoline 

1956-1954 

175 

324 

5.3L 

531Occ 

OHV V8 

3.875" 

16 

GMC Eng. 



Oldsmobile 4 Bbl./Gasoline 

1956-1954 

176 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


590 

Pontiac 

4 Bbl./Gasoline 

1964-1963 

177 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


600 

Pontiac 

2 Bbl./Gasoline 

1964-1963 

178 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


68X 

Pontiac 

2 Bbl./Gasoline 

1964-1963 

179 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


690 

Pontiac 

2 Bbl./Gasoline 

1964-1963 

180 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


70X 

Pontiac 

4 Bbl./Gasoline 

1964-1963 

181 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


71X 

Pontiac 

2 Bbl./Gasoline 

1963 

182 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


92X 

Pontiac 

2 Bbl./Gasoline 

1964 

183 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


94X 

Pontiac 

4 Bbl./Gasoline 

1964 

184 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


960 

Pontiac 

2 Bbl./Gasoline 

1964 

185 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


970 

Pontiac 

4 Bbl./Gasoline 

1964 

186 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WC 

Pontiac 

2 Bbl./Gasoline 

1967 

187 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WH 

Pontiac 

2 Bbl./Gasoline 

1967 

188 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WJ 

Pontiac 

2 Bbl./Gasoline 

1967 

189 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WK 

Pontiac 

4 Bbl./Gasoline 

1967 

190 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WL 

Pontiac 

2 Bbl./Gasoline 

1967 

191 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WO 

Pontiac 

4 Bbl./Gasoline 

1967 

192 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WP 

Pontiac 

2 Bbl./Gasoline 

1967-1965 

193 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WR 

Pontiac 

4 Bbl./Gasoline 

1967-1965 

194 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


WX 

Pontiac 

2 Bbl./Gasoline 

1966 

195 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


XF 

Pontiac 

2 Bbl./Gasoline 

1967-1966 

196 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


XG 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

197 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


XL 

Pontiac 

2 Bbl./Gasoline 

1967 

198 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


XO 

Pontiac 

4 Bbl./Gasoline 

1967 

199 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


XR 

Pontiac 

4 Bbl./Gasoline 

1967 

200 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


YJ 

Pontiac 

2 Bbl./Gasoline 

1967 

201 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


YM 

Pontiac 

4 Bbl./Gasoline 

1967 

202 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


YN 

Pontiac 

2 Bbl./Gasoline 

1967-1965 

203 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 


YP 

Pontiac 

4 Bbl./Gasoline 

1967-1965 

204 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1969-1967 

205 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

2-4 Bbl./Gasoline 

1965-1962 

206 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1968-1962 

207 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

MFI/Gasoline 

1965-1962 

208 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 


T 

Oldsmobile 2 Bbl./Gasoline 

1965-1964 

209 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 


TE 

Oldsmobile 2 Bbl./Gasoline 

1965-1964 

210 
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330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


TG 

Oldsmobile 4 Bbl./Gasoline 

1965-1964 

211 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


TH 

Oldsmobile 4 Bbl./Gasoline 

1965-1964 

212 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


TK 

Oldsmobile 2 Bbl./Gasoline 

1964 

213 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


U 

Oldsmobile 2 Bbl./Gasoline 

1965 

214 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


UE 

Oldsmobile 2 Bbl./Gasoline 

1965 

215 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


UG 

Oldsmobile 4 Bbl./Gasoline 

1965 

216 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


UH 

Oldsmobile 4 Bbl./Gasoline 

1965 

217 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


UL 

Oldsmobile 2 Bbl./Gasoline 

1965 

218 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


W 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

219 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


WE 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

220 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


WG 

Oldsmobile 4 Bbl./Gasoline 

1967-1966 

221 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


WH 

Oldsmobile 4 Bbl./Gasoline 

1967-1966 

222 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


WL 

Oldsmobile 4 Bbl./Gasoline 

1966 

223 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


X 

Oldsmobile 2 Bbl./Gasoline 

1966 

224 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


XE 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

225 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


XG 

Oldsmobile 4 Bbl./Gasoline 

1967-1966 

226 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


XH 

Oldsmobile 4 Bbl./Gasoline 

1966 

227 

330 

5.4L 

5409cc 

OHV V8 

3.9375" 

16 

GMC Eng. 


XL 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

228 

331 

5.4L 

5425cc 

OHV V8 

3.8125" 

16 

GMC Eng. 



Cadillac 2 Bbl./Gasoline 

1951-1949 

229 

331 

5.4L 

5425cc 

OHV V8 

3.8125" 

16 

GMC Eng. 



Cadillac 2-4 Bbl./Gasoline 

1955 

230 

331 

5.4L 

5425cc 

OHV V8 

3.8125" 

16 

GMC Eng. 



Cadillac 4 Bbl./Gasoline 

1955-1952 

231 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 


MA 

Buick 2 Bbl./Gasoline 

1966 

232 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 


MB 

Buick 4 Bbl./Gasoline 

1966 

233 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 


NA 

Buick 2 Bbl./Gasoline 

1967 

234 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 


NB 

Buick 4 Bbl./Gasoline 

1967 

235 

347 

5.7L 

5687cc 

OHV V8 

3.9375" 

16 

GMC Eng. 



Pontiac 2 Bbl./Gasoline 

1957 

236 

347 

5.7L 

5687cc 

OHV V8 

3.9375" 

16 

GMC Eng. 



Pontiac 3-2 Bbl./Gasoline 

1957 

237 

347 

5.7L 

5687cc 

OHV V8 

3.9375" 

16 

GMC Eng. 



Pontiac 4 Bbl./Gasoline 

1957 

238 

347 

5.7L 

5687cc 

OHV V8 

3.9375" 

16 

GMC Eng. 



Pontiac MFI/Gasoline 

1957 

239 

348 

5.7L 

5704cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 3-2 Bbl./Gasoline 

1961-1958 

240 

348 

5.7L 

5704cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 4 Bbl./Gasoline 

1961-1958 

241 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

8 


Oldsmobile MFI/Gasoline 

1980 

242 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

B 


Oldsmobile MFI/Gasoline 

1979-1978 

243 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

G 


Oldsmobile 4 Bbl./Gasoline 

1977 

244 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

H 


Oldsmobile 2 Bbl./Gasoline 

1973-1972 

245 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

K 


Oldsmobile 4 Bbl./Gasoline 

1975-1972 

246 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

M 


Oldsmobile 4 Bbl./Gasoline 

1974-1972 

247 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

N 


Oldsmobile MFI/Diesel 

1980-1978 

248 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

R 


Oldsmobile 4 Bbl./Gasoline 

1980-1972 

249 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

R 


Oldsmobile MFI/Gasoline 

1977-1975 

250 

350 

5.7L 

5733cc 

OHV V8 

4.057” 

16 

GMC Eng. 


QA 

Oldsmobile 2 Bbl./Gasoline 

1971-1968 

251 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QB 

Oldsmobile 2 Bbl./Gasoline 

1971-1968 

252 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QC 

Oldsmobile 2 Bbl./Gasoline 

1971 

253 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QD 

Oldsmobile 4 Bbl./Gasoline 

1970 

254 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


Ql 

Oldsmobile 2 Bbl./Gasoline 

1971-1968 

255 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QJ 

Oldsmobile 2 Bbl./Gasoline 

1971-1968 

256 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QN 

Oldsmobile 4 Bbl./Gasoline 

1971-1968 

257 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QO 

Oldsmobile 4 Bbl./Gasoline 

1971 

258 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QP 

Oldsmobile 4 Bbl./Gasoline 

1971-1968 

259 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QV 

Oldsmobile 4 Bbl./Gasoline 

1970-1968 

260 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QW 

Oldsmobile 4 Bbl./Gasoline 

1968 

261 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


QX 

Oldsmobile 4 Bbl./Gasoline 

1970-1968 

262 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


TB 

Oldsmobile 2 Bbl./Gasoline 

1969-1968 

263 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


TC 

Oldsmobile 2 Bbl./Gasoline 

1971-1969 

264 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


TD 

Oldsmobile 2 Bbl./Gasoline 

1971-1968 

265 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


TE 

Oldsmobile 2 Bbl./Gasoline 

1971 

266 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


TL 

Oldsmobile 2 Bbl./Gasoline 

1970-1968 

267 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 


TN 

Oldsmobile 4 Bbl./Gasoline 

1968 

268 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

A 


Pontiac 4 Bbl./Gasoline 

1974 

269 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

B 


Pontiac 4 Bbl./Gasoline 

1974 

270 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

E 


Pontiac 4 Bbl./Gasoline 

1975 

271 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

K 


Pontiac 4 Bbl./Gasoline 

1975-1974 

272 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

M 


Pontiac 2 Bbl./Gasoline 

1976-1972 

273 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

N 


Pontiac 2 Bbl./Gasoline 

1975-1972 

274 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

P 


Pontiac 4 Bbl./Gasoline 

1977-1976 

275 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

V 


Pontiac 2 Bbl./Gasoline 

1976 

276 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


W7 

Pontiac 2 Bbl./Gasoline 

1970 

277 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WC 

Pontiac 2 Bbl./Gasoline 

1969-1968 

278 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WD 

Pontiac 4 Bbl./Gasoline 

1968 

279 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WK 

Pontiac 4 Bbl./Gasoline 

1968 

280 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WM 

Pontiac 2 Bbl./Gasoline 

1969 

281 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WN 

Pontiac 4 Bbl./Gasoline 

1971-1968 

282 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WP 

Pontiac 2 Bbl./Gasoline 

1971-1968 

283 
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350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WR 

Pontiac 

4 Bbl./Gasoline 

1971-1968 

284 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WU 

Pontiac 

2 Bbl./Gasoline 

1971-1969 

285 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WV 

Pontiac 

4 Bbl./Gasoline 

1969 

286 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


WZ 

Pontiac 

4 Bbl./Gasoline 

1969 

287 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


X7 

Pontiac 

2 Bbl./Gasoline 

1970 

288 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XB 

Pontiac 

2 Bbl./Gasoline 

1969 

289 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XC 

Pontiac 

4 Bbl./Gasoline 

1968 

290 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XL 

Pontiac 

2 Bbl./Gasoline 

1969 

291 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XR 

Pontiac 

2 Bbl./Gasoline 

1971-1969 

292 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XS 

Pontiac 

2 Bbl./Gasoline 

1969 

293 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XT 

Pontiac 

2 Bbl./Gasoline 

1969 

294 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XU 

Pontiac 

4 Bbl./Gasoline 

1969 

295 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


XV 

Pontiac 

2 Bbl./Gasoline 

1969 

296 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


YE 

Pontiac 

2 Bbl./Gasoline 

1969 

297 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


YJ 

Pontiac 

2 Bbl./Gasoline 

1969-1968 

298 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


YM 

Pontiac 

4 Bbl./Gasoline 

1968 

299 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


YN 

Pontiac 

2 Bbl./Gasoline 

1971-1968 

300 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


YP 

Pontiac 

4 Bbl./Gasoline 

1971-1968 

301 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 


YU 

Pontiac 

2 Bbl./Gasoline 

1971-1969 

302 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

4 


Chevrolet 

4 Bbl./Gasoline 

1979-1978 

303 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

6 


Chevrolet 

4 Bbl./Gasoline 

1980 

304 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

8 


Chevrolet 

4 Bbl./Gasoline 

1980-1979 

305 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

H 


Chevrolet 

2 Bbl./Gasoline 

1978-1972 

306 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

H 


Chevrolet 

4 Bbl./Gasoline 

1978 

307 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

J 


Chevrolet 

4 Bbl./Gasoline 

1975-1972 

308 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

K 


Chevrolet 

4 Bbl./Gasoline 

1974-1972 

309 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

L 


Chevrolet 

4 Bbl./Gasoline 

1980-1972 

310 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

T 


Chevrolet 

4 Bbl./Gasoline 

1975-1973 

311 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

V 


Chevrolet 

2 Bbl./Gasoline 

1976 

312 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

X 


Chevrolet 

4 Bbl./Gasoline 

1977-1976 

313 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1971-1969 

314 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1967 

315 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

H 


Buick 

2 Bbl./Gasoline 

1977-1972 

316 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

J 


Buick 

4 Bbl./Gasoline 

1977-1972 

317 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

K 


Buick 

4 Bbl./Gasoline 

1972 

318 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

X 


Buick 

4 Bbl./Gasoline 

1980-1978 

319 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


PO 

Buick 

2 Bbl./Gasoline 

1968 

320 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


PP 

Buick 

4 Bbl./Gasoline 

1968 

321 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


RO 

Buick 

2 Bbl./Gasoline 

1969 

322 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


RP 

Buick 

4 Bbl./Gasoline 

1969 

323 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


SB 

Buick 

4 Bbl./Gasoline 

1970 

324 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


SO 

Buick 

2 Bbl./Gasoline 

1970 

325 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


SP 

Buick 

4 Bbl./Gasoline 

1970 

326 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


TB 

Buick 

4 Bbl./Gasoline 

1971 

327 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


TC 

Buick 

2 Bbl./Gasoline 

1971 

328 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


TD 

Buick 

4 Bbl./Gasoline 

1971 

329 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


TO 

Buick 

2 Bbl./Gasoline 

1971 

330 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 


3G 

Buick 

2 Bbl./Gasoline 

1960 

331 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 


3G 

Buick 

4 Bbl./Gasoline 

1960 

332 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 


3H 

Buick 

2 Bbl./Gasoline 

1961 

333 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 


3H 

Buick 

4 Bbl./Gasoline 

1961 

334 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 


L3G 

Buick 

2 Bbl./Gasoline 

1960 

335 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 


L3H 

Buick 

2 Bbl./Gasoline 

1961 

336 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Buick 

2 Bbl./Gasoline 

1959-1957 

337 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Buick 

4 Bbl./Gasoline 

1959-1957 

338 

365 

6.0L 

5972cc 

OHV V8 

4" 

16 

GMC Eng. 



Cadillac 

2-4 Bbl./Gasoline 

1957-1956 

339 

365 

6.0L 

5972cc 

OHV V8 

4" 

16 

GMC Eng. 



Cadillac 

3-2 Bbl./Gasoline 

1958 

340 

365 

6.0L 

5972cc 

OHV V8 

4" 

16 

GMC Eng. 



Cadillac 

4 Bbl./Gasoline 

1958-1956 

341 

370 

6.1 L 

6064cc 

OHV V8 

4.0625' 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1958 

342 

370 

6.1 L 

6064cc 

OHV V8 

4.0625' 

16 

GMC Eng. 



Pontiac 

3-2 Bbl./Gasoline 

1958 

343 

370 

6.1 L 

6064cc 

OHV V8 

4.0625' 

16 

GMC Eng. 



Pontiac 

4 Bbl./Gasoline 

1958 

344 

370 

6.1 L 

6064cc 

OHV V8 

4.0625' 

16 

GMC Eng. 



Pontiac 

MFI/Gasoline 

1958 

345 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 


CE 

Oldsmobile 2 Bbl./Gasoline 

1960 

346 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 


CH 

Oldsmobile 4 Bbl./Gasoline 

1960 

347 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 



Oldsmobile 2 Bbl./Gasoline 

1960-1958 

348 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 



Oldsmobile 3-2 Bbl./Gasoline 

1958-1957 

349 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 



Oldsmobile 4 Bbl./Gasoline 

1960-1957 

350 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 


01A 

Pontiac 

2 Bbl./Gasoline 

1964-1962 

351 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 


02A 

Pontiac 

4 Bbl./Gasoline 

1962 

352 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 


02 B 

Pontiac 

4 Bbl./Gasoline 

1964-1962 

353 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 


03A 

Pontiac 

2 Bbl./Gasoline 

1964 

354 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 


03 B 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

355 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 


04 B 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

356 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

04 L 

Pontiac 

2 Bbl./Gasoline 

1964 

357 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

05A 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

358 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

05 L 

Pontiac 

2 Bbl./Gasoline 

1964 

359 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

06 B 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

360 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

07 B 

Pontiac 

3-2 Bbl./Gasoline 

1963 

361 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

08A 

Pontiac 

4 Bbl./Gasoline 

1962 

362 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

08 B 

Pontiac 

4 Bbl./Gasoline 

1962 

363 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

08 R 

Pontiac 

2 Bbl./Gasoline 

1964 

364 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

09R 

Pontiac 

2 Bbl./Gasoline 

1964 

365 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

10A 

Pontiac 

2 Bbl./Gasoline 

1964 

366 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

10B 

Pontiac 

3-2 Bbl./Gasoline 

1962 

367 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

11B 

Pontiac 

3-2 Bbl./Gasoline 

1962 

368 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

11H 

Pontiac 

2 Bbl./Gasoline 

1964 

369 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

12H 

Pontiac 

2 Bbl./Gasoline 

1964 

370 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

13H 

Pontiac 

2 Bbl./Gasoline 

1964 

371 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

15H 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

372 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

16K 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

373 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

17H 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

374 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

17M 

Pontiac 

2 Bbl./Gasoline 

1964 

375 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

18K 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

376 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

18M 

Pontiac 

2 Bbl./Gasoline 

1964 

377 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

19M 

Pontiac 

2 Bbl./Gasoline 

1964 

378 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

20L 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

379 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

21L 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

380 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

22B 

Pontiac 

4 Bbl./Gasoline 

1964 

381 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

23B 

Pontiac 

4 Bbl./Gasoline 

1964 

382 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

23H 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

383 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

25J 

Pontiac 

4 Bbl./Gasoline 

1962 

384 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

25K 

Pontiac 

4 Bbl./Gasoline 

1964 

385 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

266 

Pontiac 

3-2 Bbl./Gasoline 

1963 

386 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

26K 

Pontiac 

4 Bbl./Gasoline 

1964 

387 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

27J 

Pontiac 

3-2 Bbl./Gasoline 

1962 

388 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

27P 

Pontiac 

4 Bbl./Gasoline 

1964 

389 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

28J 

Pontiac 

3-2 Bbl./Gasoline 

1962 

390 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

28P 

Pontiac 

4 Bbl./Gasoline 

1964 

391 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

29N 

Pontiac 

4 Bbl./Gasoline 

1964 

392 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

30 P 

Pontiac 

4 Bbl./Gasoline 

1964 

393 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

32 B 

Pontiac 

3-2 Bbl./Gasoline 

1964 

394 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

336 

Pontiac 

3-2 Bbl./Gasoline 

1964 

395 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

33G 

Pontiac 

3-2 Bbl./Gasoline 

1964 

396 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

34 N 

Pontiac 

3-2 Bbl./Gasoline 

1964 

397 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

35 M 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

398 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

36 P 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

399 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

37 M 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

400 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

38 P 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

401 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

39N 

Pontiac 

4 Bbl./Gasoline 

1962 

402 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

40 R 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

403 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

41M 

Pontiac 

2 Bbl./Gasoline 

1962 

404 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

41R 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

405 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

44 M 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

406 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

45 P 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

407 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

47 N 

Pontiac 

4 Bbl./Gasoline 

1962 

408 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

48 N 

Pontiac 

3-2 Bbl./Gasoline 

1963 

409 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

49N 

Pontiac 

3-2 Bbl./Gasoline 

1962 

410 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

50N 

Pontiac 

3-2 Bbl./Gasoline 

1962 

411 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

76X 

Pontiac 

3-2 Bbl./Gasoline 

1964 

412 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

77J 

Pontiac 

3-2 Bbl./Gasoline 

1964 

413 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

78X 

Pontiac 

4 Bbl./Gasoline 

1964 

414 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

79J 

Pontiac 

4 Bbl./Gasoline 

1964 

415 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

A1 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

416 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

A2 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

417 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

A5 

Pontiac 

2 Bbl./Gasoline 

1961 

418 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

B1 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

419 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

B2 

Pontiac 

4 Bbl./Gasoline 

1960 

420 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

B4 

Pontiac 

4 Bbl./Gasoline 

1961 

421 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

B5 

Pontiac 

4 Bbl./Gasoline 

1961 

422 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

CO 

Pontiac 

3-2 Bbl./Gasoline 

1961 

423 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Cl 

Pontiac 

3-2 Bbl./Gasoline 

1960 

424 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

C4 

Pontiac 

3-2 Bbl./Gasoline 

1961-1960 

425 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

E3 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

426 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

E7 

Pontiac 

2 Bbl./Gasoline 

1961 

427 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

F0 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

428 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

FI 

Pontiac 

4 Bbl./Gasoline 

1960 

429 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 

Vin Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

F4 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

430 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

G4 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

431 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

H4 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

432 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

19 

Pontiac 

3-2 Bbl./Gasoline 

1961 

433 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

J1 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

434 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

K1 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

435 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

K5 

Pontiac 

2 Bbl./Gasoline 

1961 

436 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

LI 

Pontiac 

4 Bbl./Gasoline 

1960 

437 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

L5 

Pontiac 

4 Bbl./Gasoline 

1961 

438 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

M0 

Pontiac 

3-2 Bbl./Gasoline 

1961 

439 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Ml 

Pontiac 

3-2 Bbl./Gasoline 

1960 

440 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

M4 

Pontiac 

3-2 Bbl./Gasoline 

1961-1960 

441 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

N1 

Pontiac 

4 Bbl./Gasoline 

1960 

442 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

N5 

Pontiac 

4 Bbl./Gasoline 

1961 

443 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

P0 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

444 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

PI 

Pontiac 

4 Bbl./Gasoline 

1960 

445 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

P4 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

446 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Q5 

Pontiac 

2 Bbl./Gasoline 

1961 

447 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

R19 

Pontiac 

3-2 Bbl./Gasoline 

1961 

448 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

R2 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

449 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

RC4 

Pontiac 

3-2 Bbl./Gasoline 

1961 

450 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

RCO 

Pontiac 

3-2 Bbl./Gasoline 

1961 

451 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

RM4 

Pontiac 

3-2 Bbl./Gasoline 

1961 

452 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

RMO 

Pontiac 

3-2 Bbl./Gasoline 

1961 

453 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

RV9 

Pontiac 

3-2 Bbl./Gasoline 

1961 

454 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

SI 

Pontiac 

2 Bbl./Gasoline 

1961 

455 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

S5 

Pontiac 

2 Bbl./Gasoline 

1961 

456 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

SE 

Pontiac 

4 Bbl./Gasoline 

1966 

457 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

T1 

Pontiac 

4 Bbl./Gasoline 

1961 

458 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

T5 

Pontiac 

4 Bbl./Gasoline 

1961 

459 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

U9 

Pontiac 

4 Bbl./Gasoline 

1961 

460 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

V9 

Pontiac 

3-2 Bbl./Gasoline 

1961 

461 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

W3 

Pontiac 

2 Bbl./Gasoline 

1961 

462 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

W7 

Pontiac 

2 Bbl./Gasoline 

1961 

463 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WA 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

464 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WB 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

465 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WC 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

466 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WD 

Pontiac 

4 Bbl./Gasoline 

1965 

467 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WE 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

468 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WF 

Pontiac 

3-2 Bbl./Gasoline 

1965 

469 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WS 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

470 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WT 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

471 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WV 

Pontiac 

3-2 Bbl./Gasoline 

1966 

472 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

WW 

Pontiac 

4 Bbl./Gasoline 

1966 

473 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

XA 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

474 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

XB 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

475 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

XC 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

476 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

XE 

Pontiac 

4 Bbl./Gasoline 

1966 

477 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

XS 

Pontiac 

3-2 Bbl./Gasoline 

1966 

478 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YA 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

479 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YB 

Pontiac 

2 Bbl./Gasoline 

1965 

480 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YC 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

481 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YD 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

482 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YE 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

483 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YF 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

484 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YG 

Pontiac 

3-2 Bbl./Gasoline 

1965 

485 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YL 

Pontiac 

4 Bbl./Gasoline 

1966 

486 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YN 

Pontiac 

2 Bbl./Gasoline 

1965 

487 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YP 

Pontiac 

4 Bbl./Gasoline 

1965 

488 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YR 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

489 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YS 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

490 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YU 

Pontiac 

2 Bbl./Gasoline 

1966 

491 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YV 

Pontiac 

2 Bbl./Gasoline 

1966 

492 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YW 

Pontiac 

4 Bbl./Gasoline 

1966 

493 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

YX 

Pontiac 

4 Bbl./Gasoline 

1966 

494 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 


Pontiac 

2 Bbl./Gasoline 

1959 

495 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 


Pontiac 

3-2 Bbl./Gasoline 

1959 

496 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 


Pontiac 

4 Bbl./Gasoline 

1959 

497 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 

06 K 

Cadillac 

4 Bbl./Gasoline 

1960 

498 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 

06X 

Cadillac 

4 Bbl./Gasoline 

1960 

499 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 

07 K 

Cadillac 

4 Bbl./Gasoline 

1960 

500 

390 

6.4L 

6392cc 

OHV V8 

4” 

16 

GMC Eng. 

07X 

Cadillac 

4 Bbl./Gasoline 

1960 

501 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 

0QK 

Cadillac 

3-2 Bbl./Gasoline 

1960 

502 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


0QX 

Cadillac 

3-2 Bbl./Gasoline 

1960 

503 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


16K 

Cadillac 

4 Bbl./Gasoline 

1961 

504 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


16X 

Cadillac 

4 Bbl./Gasoline 

1962-1961 

505 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


17K 

Cadillac 

4 Bbl./Gasoline 

1961 

506 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


17X 

Cadillac 

4 Bbl./Gasoline 

1961 

507 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


26K 

Cadillac 

4 Bbl./Gasoline 

1962 

508 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


26X 

Cadillac 

4 Bbl./Gasoline 

1962 

509 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


27K 

Cadillac 

4 Bbl./Gasoline 

1962 

510 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


27X 

Cadillac 

4 Bbl./Gasoline 

1962 

511 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


36 K 

Cadillac 

4 Bbl./Gasoline 

1963 

512 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


36X 

Cadillac 

4 Bbl./Gasoline 

1963 

513 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


37 K 

Cadillac 

4 Bbl./Gasoline 

1963 

514 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 


37X 

Cadillac 

4 Bbl./Gasoline 

1963 

515 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 



Cadillac 

3-2 Bbl./Gasoline 

1959 

516 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC Eng. 



Cadillac 

4 Bbl./Gasoline 

1959 

517 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


D 

Oldsmobile 4 Bbl./Gasoline 

1960 

518 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


DE 

Oldsmobile 4 Bbl./Gasoline 

1960 

519 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


F 

Oldsmobile 2 Bbl./Gasoline 

1962-1961 

520 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


FE 

Oldsmobile 2 Bbl./Gasoline 

1962-1961 

521 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


FL 

Oldsmobile 2 Bbl./Gasoline 

1962-1961 

522 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


G 

Oldsmobile 4 Bbl./Gasoline 

1962-1961 

523 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


GE 

Oldsmobile 4 Bbl./Gasoline 

1962-1961 

524 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


GS 

Oldsmobile 4 Bbl./Gasoline 

1962-1961 

525 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


H 

Oldsmobile 2 Bbl./Gasoline 

1964-1963 

526 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


HE 

Oldsmobile 2 Bbl./Gasoline 

1964-1963 

527 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


HL 

Oldsmobile 2 Bbl./Gasoline 

1964-1963 

528 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


J 

Oldsmobile 4 Bbl./Gasoline 

1964-1963 

529 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


JE 

Oldsmobile 4 Bbl./Gasoline 

1964-1963 

530 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 


JS 

Oldsmobile 4 Bbl./Gasoline 

1964-1963 

531 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Oldsmobile 4 Bbl./Gasoline 

1959 

532 

396 

6.5L 

6489cc 

OHV V8 

4.0938' 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1969-1968 

533 

396 

6.5L 

6489cc 

OHV V8 

4.0938' 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1969-1965 

534 

400 

6.6L 

6550cc 

OHV V8 

4" 

16 

GMC Eng. 


V 

Oldsmobile 2 Bbl./Gasoline 

1967 

535 

400 

6.6L 

6550cc 

OHV V8 

4 " 

16 

GMC Eng. 


VG 

Oldsmobile 3-2 Bbl./Gasoline 

1967-1966 

536 

400 

6.6L 

6550cc 

OHV V8 

4 " 

16 

GMC Eng. 


VG 

Oldsmobile 4 Bbl./Gasoline 

1967-1965 

537 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 


NR 

Buick 

4 Bbl./Gasoline 

1967 

538 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 


PR 

Buick 

4 Bbl./Gasoline 

1968 

539 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 


RR 

Buick 

4 Bbl./Gasoline 

1969 

540 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 


RS 

Buick 

4 Bbl./Gasoline 

1969 

541 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

N 


Pontiac 

2 Bbl./Gasoline 

1976 

542 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

P 


Pontiac 

2 Bbl./Gasoline 

1974-1972 

543 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

R 


Pontiac 

2 Bbl./Gasoline 

1975-1972 

544 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

S 


Pontiac 

4 Bbl./Gasoline 

1976-1972 

545 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

T 


Pontiac 

4 Bbl./Gasoline 

1974-1972 

546 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

X 


Pontiac 

4 Bbl./Gasoline 

1967 

547 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Y 


Pontiac 

4 Bbl./Gasoline 

1967 

548 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Z 


Pontiac 

4 Bbl./Gasoline 

1979-1976 

549 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WE 

Pontiac 

2 Bbl./Gasoline 

1970 

550 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WH 

Pontiac 

4 Bbl./Gasoline 

1970 

551 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WK 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

552 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WS 

Pontiac 

2 Bbl./Gasoline 

1971 

553 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WS 

Pontiac 

4 Bbl./Gasoline 

1970 

554 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WT 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

555 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WW 

Pontiac 

4 Bbl./Gasoline 

1970 

556 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WX 

Pontiac 

2 Bbl./Gasoline 

1971 

557 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


WX 

Pontiac 

4 Bbl./Gasoline 

1970 

558 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XH 

Pontiac 

4 Bbl./Gasoline 

1970 

559 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XJ 

Pontiac 

4 Bbl./Gasoline 

1970 

560 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XN 

Pontiac 

4 Bbl./Gasoline 

1970 

561 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XP 

Pontiac 

4 Bbl./Gasoline 

1970 

562 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XV 

Pontiac 

4 Bbl./Gasoline 

1970 

563 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XX 

Pontiac 

2 Bbl./Gasoline 

1971-1970 

564 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


XZ 

Pontiac 

4 Bbl./Gasoline 

1970 

565 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


YB 

Pontiac 

2 Bbl./Gasoline 

1970 

566 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


YD 

Pontiac 

2 Bbl./Gasoline 

1970 

567 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


YS 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

568 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


YX 

Pontiac 

2 Bbl./Gasoline 

1971 

569 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 


YZ 

Pontiac 

4 Bbl./Gasoline 

1970 

570 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1969-1967 

571 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 



Pontiac 

4 Bbl./Gasoline 

1969-1967 

572 

400 

6.6L 

6555cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


LR 

Buick 

4 Bbl./Gasoline 

1965 

573 

400 

6.6L 

6555cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


MR 

Buick 

4 Bbl./Gasoline 

1966 

574 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 


QL 

Oldsmobile 2 Bbl./Gasoline 

1968 

575 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

cc 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 


QR 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

576 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 


QS 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

577 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 


QT 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

578 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 


QU 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

579 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 


QW 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

580 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

M 


Chevrolet 

4 Bbl./Gasoline 

1975 

581 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

R 


Chevrolet 

2 Bbl./Gasoline 

1975-1972 

582 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

U 


Chevrolet 

4 Bbl./Gasoline 

1976-1973 

583 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1971-1970 

584 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


21 

Buick 

2 Bbl./Gasoline 

1962 

585 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


4G 

Buick 

4 Bbl./Gasoline 

1960 

586 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


4H 

Buick 

4 Bbl./Gasoline 

1961 

587 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


41 

Buick 

4 Bbl./Gasoline 

1962 

588 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


JR 

Buick 

2 Bbl./Gasoline 

1963 

589 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


JS 

Buick 

2 Bbl./Gasoline 

1963 

590 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


JT 

Buick 

4 Bbl./Gasoline 

1963 

591 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


JU 

Buick 

4 Bbl./Gasoline 

1963 

592 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


KT 

Buick 

4 Bbl./Gasoline 

1964 

593 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


KV 

Buick 

4 Bbl./Gasoline 

1964 

594 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


L2I 

Buick 

2 Bbl./Gasoline 

1962 

595 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


L4H 

Buick 

4 Bbl./Gasoline 

1961 

596 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


L4I 

Buick 

4 Bbl./Gasoline 

1962 

597 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


LT 

Buick 

4 Bbl./Gasoline 

1965 

598 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


LV 

Buick 

4 Bbl./Gasoline 

1965 

599 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


MT 

Buick 

4 Bbl./Gasoline 

1966 

600 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


MV 

Buick 

4 Bbl./Gasoline 

1966 

601 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 



Buick 

4 Bbl./Gasoline 

1959 

602 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 

S 


Chevrolet 

4 Bbl./Gasoline 

1972 

603 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 

U 


Chevrolet 

4 Bbl./Gasoline 

1972 

604 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1970 

605 

403 

6.6L 

6604cc 

OHV V8 

4.351" 

16 

GMC Eng. 

K 


Oldsmobile 

4 Bbl./Gasoline 

1979-1977 

606 

409 

6.7L 

6704cc 

OHV V8 

4.3125' 

16 

GMC Eng. 



Chevrolet 

2-4 Bbl./Gasoline 

1965-1962 

607 

409 

6.7L 

6704cc 

OHV V8 

4.3125' 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1965-1961 

608 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


08 B 

Pontiac 

4 Bbl./Gasoline 

1963 

609 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


11B 

Pontiac 

3-2 Bbl./Gasoline 

1963 

610 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


125 

Pontiac 

4 Bbl./Gasoline 

1963 

611 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


135 

Pontiac 

2-4 Bbl./Gasoline 

1963 

612 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


22B 

Pontiac 

4 Bbl./Gasoline 

1963 

613 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


25G 

Pontiac 

4 Bbl./Gasoline 

1963 

614 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


28G 

Pontiac 

3-2 Bbl./Gasoline 

1963 

615 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


34J 

Pontiac 

4 Bbl./Gasoline 

1963 

616 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


35 B 

Pontiac 

4 Bbl./Gasoline 

1964 

617 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


38S 

Pontiac 

4 Bbl./Gasoline 

1964 

618 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


43 N 

Pontiac 

4 Bbl./Gasoline 

1964-1963 

619 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


44 B 

Pontiac 

3-2 Bbl./Gasoline 

1964 

620 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


45 B 

Pontiac 

3-2 Bbl./Gasoline 

1964 

621 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


46G 

Pontiac 

3-2 Bbl./Gasoline 

1964 

622 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


47Q 

Pontiac 

4 Bbl./Gasoline 

1963 

623 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


47S 

Pontiac 

3-2 Bbl./Gasoline 

1964 

624 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


49 N 

Pontiac 

3-2 Bbl./Gasoline 

1964 

625 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


50Q 

Pontiac 

3-2 Bbl./Gasoline 

1964-1963 

626 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


WG 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

627 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


WH 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

628 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


WJ 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

629 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


WK 

Pontiac 

4 Bbl./Gasoline 

1966 

630 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


YH 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

631 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


YJ 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

632 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


YK 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

633 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 


YT 

Pontiac 

4 Bbl./Gasoline 

1966 

634 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 



Pontiac 

2-4 Bbl./Gasoline 

1962-1961 

635 

425 

7.0L 

6964cc 

OHV V8 

4.082" 

16 

GMC Eng. 

S 


Cadillac 

4 Bbl./Gasoline 

1979-1977 

636 

425 

7.0L 

6964cc 

OHV V8 

4.082" 

16 

GMC Eng. 

T 


Cadillac 

MFI/Gasoline 

1979-1977 

637 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


M 

Oldsmobile 

2 Bbl./Gasoline 

1966-1965 

638 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


ME 

Oldsmobile 

2 Bbl./Gasoline 

1966-1965 

639 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


ML 

Oldsmobile 

2 Bbl./Gasoline 

1966-1965 

640 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


N 

Oldsmobile 

4 Bbl./Gasoline 

1966-1965 

641 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


NE 

Oldsmobile 

4 Bbl./Gasoline 

1966-1965 

642 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


NS 

Oldsmobile 

4 Bbl./Gasoline 

1966-1965 

643 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


NT 

Oldsmobile 

4 Bbl./Gasoline 

1966 

644 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


PE 

Oldsmobile 

2 Bbl./Gasoline 

1967 

645 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


PL 

Oldsmobile 

2 Bbl./Gasoline 

1967 

646 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


R 

Oldsmobile 

4 Bbl./Gasoline 

1967 

647 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


RE 

Oldsmobile 

4 Bbl./Gasoline 

1967 

648 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


RS 

Oldsmobile 4 Bbl./Gasoline 

1967 

649 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 


RT 

Oldsmobile 4 Bbl./Gasoline 

1967 

650 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


JW 

Buick 

4 Bbl./Gasoline 

1963 

651 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


KW 

Buick 

4 Bbl./Gasoline 

1964 

652 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


KX 

Buick 

2-4 Bbl./Gasoline 

1964 

653 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


LW 

Buick 

4 Bbl./Gasoline 

1965 

654 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


LX 

Buick 

2-4 Bbl./Gasoline 

1965 

655 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


MW 

Buick 

4 Bbl./Gasoline 

1966 

656 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


MZ 

Buick 

2-4 Bbl./Gasoline 

1966 

657 

427 

7.0L 

6999cc 

OHV V8 

4.25" 

16 

GMC Eng. 



Chevrolet 

3-2 Bbl./Gasoline 

1969-1967 

658 

427 

7.0L 

6999cc 

OHV V8 

4.25" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1969-1966 

659 

428 

7.0L 

7014cc 

OHV V8 

4.121" 

16 

GMC Eng. 



Pontiac 

4 Bbl./Gasoline 

1969-1967 

660 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 

5 


Cadillac 

4 Bbl./Gasoline 

1965 

661 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 

6 


Cadillac 

4 Bbl./Gasoline 

1966 

662 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 

7 


Cadillac 

4 Bbl./Gasoline 

1967 

663 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 


44 K 

Cadillac 

4 Bbl./Gasoline 

1964 

664 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 


44X 

Cadillac 

4 Bbl./Gasoline 

1964 

665 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 


46 K 

Cadillac 

4 Bbl./Gasoline 

1964 

666 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 


46X 

Cadillac 

4 Bbl./Gasoline 

1964 

667 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 


47 K 

Cadillac 

4 Bbl./Gasoline 

1964 

668 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC Eng. 


47X 

Cadillac 

4 Bbl./Gasoline 

1964 

669 

430 

7.0L 

7047cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


MD 

Buick 

4 Bbl./Gasoline 

1967 

670 

430 

7.0L 

7047cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


ND 

Buick 

4 Bbl./Gasoline 

1967 

671 

430 

7.0L 

7047cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


PD 

Buick 

4 Bbl./Gasoline 

1968 

672 

430 

7.0L 

7047cc 

OHV V8 

4.1875' 

16 

GMC Eng. 


RD 

Buick 

4 Bbl./Gasoline 

1969 

673 

430 

7.0L 

7047CC 

OHV V8 

4.1875' 

16 

GMC Eng. 


RO 

Buick 

4 Bbl./Gasoline 

1969 

674 

454 

7.4L 

7441cc 

OHV V8 

4.25” 

16 

GMC Eng. 

S 


Chevrolet 

4 Bbl./Gasoline 

1976 

675 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

V 


Chevrolet 

4 Bbl./Gasoline 

1972 

676 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

w 


Chevrolet 

4 Bbl./Gasoline 

1972 

677 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

X 


Chevrolet 

4 Bbl./Gasoline 

1975-1973 

678 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

Y 


Chevrolet 

4 Bbl./Gasoline 

1975-1973 

679 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

z 


Chevrolet 

4 Bbl./Gasoline 

1974-1973 

680 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1970 

681 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

T 


Pontiac 

4 Bbl./Gasoline 

1976-1972 

682 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

U 


Pontiac 

2 Bbl./Gasoline 

1972 

683 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

V 


Pontiac 

2 Bbl./Gasoline 

1972 

684 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

w 


Pontiac 

4 Bbl./Gasoline 

1976-1972 

685 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Y 


Pontiac 

4 Bbl./Gasoline 

1975-1972 

686 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WA 

Pontiac 

4 Bbl./Gasoline 

1970 

687 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WC 

Pontiac 

4 Bbl./Gasoline 

1970 

688 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WG 

Pontiac 

2 Bbl./Gasoline 

1971 

689 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WG 

Pontiac 

4 Bbl./Gasoline 

1970 

690 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WJ 

Pontiac 

4 Bbl./Gasoline 

1971 

691 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


XF 

Pontiac 

4 Bbl./Gasoline 

1970 

692 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


YA 

Pontiac 

4 Bbl./Gasoline 

1970 

693 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


YC 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

694 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


YG 

Pontiac 

2 Bbl./Gasoline 

1971 

695 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


YH 

Pontiac 

4 Bbl./Gasoline 

1970 

696 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

X 


Pontiac 

4 Bbl./Gasoline 

1972 

697 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WC 

Pontiac 

4 Bbl./Gasoline 

1971 

698 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


WL 

Pontiac 

4 Bbl./Gasoline 

1971 

699 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


YA 

Pontiac 

4 Bbl./Gasoline 

1971 

700 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 


YE 

Pontiac 

4 Bbl./Gasoline 

1971 

701 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

X 


Pontiac 

4 Bbl./Gasoline 

1974-1973 

702 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

P 


Buick 

2 Bbl./Gasoline 

1974 

703 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

R 


Buick 

2 Bbl./Gasoline 

1974 

704 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

T 


Buick 

4 Bbl./Gasoline 

1976-1972 

705 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

U 


Buick 

4 Bbl./Gasoline 

1974-1971 

706 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

V 


Buick 

4 Bbl./Gasoline 

1974-1972 

707 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

w 


Buick 

4 Bbl./Gasoline 

1974-1972 

708 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


SF 

Buick 

4 Bbl./Gasoline 

1970 

709 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


SR 

Buick 

4 Bbl./Gasoline 

1970 

710 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


SS 

Buick 

4 Bbl./Gasoline 

1970 

711 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


TA 

Buick 

4 Bbl./Gasoline 

1971 

712 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


TR 

Buick 

4 Bbl./Gasoline 

1971 

713 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 


TS 

Buick 

4 Bbl./Gasoline 

1971 

714 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

R 


Oldsmobile 4 Bbl./Gasoline 

1974 

715 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

S 


Oldsmobile 4 Bbl./Gasoline 

1976-1975 

716 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

T 


Oldsmobile 4 Bbl./Gasoline 

1976-1972 

717 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

U 


Oldsmobile 4 Bbl./Gasoline 

1974-1972 

718 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

V 


Oldsmobile 4 Bbl./Gasoline 

1974-1972 

719 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

w 


Oldsmobile 4 Bbl./Gasoline 

1975-1972 

720 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

X 


Oldsmobile 4 Bbl./Gasoline 

1972 

721 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Finding Index 




Block 






Eng. 

Mfg. 

Fuel Del. 



CID 

Litres 

CC 

Type 

Bore 

Valves 

Mfg. 


Vin Code 

Div. 

Type 

Years 

Line 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TA 

Oldsmobile 

4 Bbl./Gasoline 

1971 

722 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TB 

Oldsmobile 

4 Bbl./Gasoline 

1971 

723 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 


TL 

Oldsmobile 

4 Bbl./Gasoline 

1971 

724 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TN 

Oldsmobile 

4 Bbl./Gasoline 

1971 

725 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TP 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

726 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TQ 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

727 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TS 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

728 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TT 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

729 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TU 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

730 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TV 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

731 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TW 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

732 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 


TX 

Oldsmobile 

2 Bbl./Gasoline 

1971-1970 

733 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


TY 

Oldsmobile 

2 Bbl./Gasoline 

1971-1970 

734 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UA 

Oldsmobile 

2 Bbl./Gasoline 

1968 

735 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UB 

Oldsmobile 

2 Bbl./Gasoline 

1968 

736 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UC 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

737 

455 

7.5L 

7457CC 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UD 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

738 

455 

7.5L 

7457CC 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UE 

Oldsmobile 

2 Bbl./Gasoline 

1971 

739 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UJ 

Oldsmobile 

2 Bbl./Gasoline 

1970-1968 

740 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UL 

Oldsmobile 

4 Bbl./Gasoline 

1970-1969 

741 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UN 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

742 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UO 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

743 

455 

7.5L 

7457CC 

OHV V8 

4.125” 

16 

GMC 

Eng. 


US 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

744 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC 

Eng. 


UT 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

745 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UV 

Oldsmobile 

4 Bbl./Gasoline 

1970-1968 

746 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UW 

Oldsmobile 

4 Bbl./Gasoline 

1970-1968 

747 

455 

7.5L 

7457cc 

OHV V8 

4.125” 

16 

GMC 

Eng. 


UX 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

748 

472 

7.7L 

7735cc 

OHV V8 

4.3" 

16 

GMC 

Eng. 


0 

Cadillac 

4 Bbl./Gasoline 

1970 

749 

472 

7.7L 

7735cc 

OHV V8 

4.3” 

16 

GMC 

Eng. 


1 

Cadillac 

4 Bbl./Gasoline 

1971 

750 

472 

7.7L 

7735cc 

OHV V8 

4.3” 

16 

GMC 

Eng. 


8 

Cadillac 

4 Bbl./Gasoline 

1968 

751 

472 

7.7L 

7735cc 

OHV V8 

4.3” 

16 

GMC 

Eng. 


9 

Cadillac 

4 Bbl./Gasoline 

1969 

752 

472 

7.7L 

7735cc 

OHV V8 

4.3" 

16 

GMC 

Eng. 


R 

Cadillac 

4 Bbl./Gasoline 

1974-1972 

753 

500 

8.2L 

8193cc 

OHV V8 

4.3” 

16 

GMC 

Eng. 


0 

Cadillac 

4 Bbl./Gasoline 

1970 

754 

500 

8.2L 

8193cc 

OHV V8 

4.3” 

16 

GMC 

Eng. 


1 

Cadillac 

4 Bbl./Gasoline 

1971 

755 

500 

8.2L 

8193cc 

OHV V8 

4.3” 

16 

GMC 

Eng. 


S 

Cadillac 

4 Bbl./Gasoline 

1976-1972 

756 

500 

8.2L 

8193cc 

OHV V8 

4.3" 

16 

GMC 

Eng. 


S 

Cadillac 

MFI/Gasoline 

1976-1975 

757 

Engine Code Index 

Eng. 




Block 






Mfg. 

Fuel Del. 



Code 

CID 

Litres 

CC 

Type 

Bore Valves 

Mfg. 


Vin Div. 

Type 

Years 

Line 

01A 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964-1962 

351 

02A 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1962 

352 

02B 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964-1962 

353 

03A 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

354 

03B 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

355 

04B 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

356 

04L 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

357 

05A 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

358 

05L 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

359 

06B 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

360 

06K 

390 

6.4L 

6392cc 

OHV V8 

4” 


16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1960 

498 

06X 

390 

6.4L 

6392cc 

OHV V8 

4" 


16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1960 

499 

07B 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1963 

361 

07K 

390 

6.4L 

6392cc 

OHV V8 

4" 


16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1960 

500 

07X 

390 

6.4L 

6392cc 

OHV V8 

4" 


16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1960 

501 

08A 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1962 

362 

08B 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1962 

363 

08B 

421 

6.9L 

6900cc 

OHV V8 

4.0938” 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963 

609 

08R 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

364 

09R 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

365 

0QK 

390 

6.4L 

6392cc 

OHV V8 

4" 


16 

GMC 

Eng. 

Cadillac 

3-2 Bbl./Gasoline 

1960 

502 

0QX 

390 

6.4L 

6392cc 

OHV V8 

4" 


16 

GMC 

Eng. 

Cadillac 

3-2 Bbl./Gasoline 

1960 

503 

10A 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

366 

10B 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1962 

367 

11B 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1962 

368 

11B 

421 

6.9L 

6900cc 

OHV V8 

4.0938” 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1963 

610 

11H 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

369 

125 

421 

6.9L 

6900cc 

OHV V8 

4.0938" 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963 

611 

12H 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

370 

135 

421 

6.9L 

6900cc 

OHV V8 

4.0938” 

16 

GMC 

Eng. 

Pontiac 

2-4 Bbl./Gasoline 

1963 

612 

13H 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

371 

15H 

389 

6.4L 

6376cc 

OHV V8 

4.0625” 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

372 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 


Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

16K 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

373 

16K 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1961 

504 

16X 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1962-1961 

505 

17H 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

374 

17K 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1961 

506 

17M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

375 

17X 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1961 

507 

18K 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

376 

18M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

377 

19M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

378 

20L 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

379 

21L 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

380 

22B 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

381 

22B 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963 

613 

23B 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

382 

23H 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

383 

25G 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963 

614 

25J 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1962 

384 

25K 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

385 

266 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1963 

386 

26K 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

387 

26K 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1962 

508 

26X 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1962 

509 

27J 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1962 

388 

27K 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1962 

510 

27P 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

389 

27X 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1962 

511 

28G 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1963 

615 

28J 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1962 

390 

28P 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

391 

29N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

392 

21 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC 

Eng. 

Buick 

2 Bbl./Gasoline 

1962 

585 

30 P 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

393 

32B 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

394 

336 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

395 

33G 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

396 

34J 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963 

616 

34 N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

397 

35 B 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

617 

35 M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

398 

36 K 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1963 

512 

36 P 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

399 

36X 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1963 

513 

37 K 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1963 

514 

37 M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

400 

37X 

390 

6.4L 

6392cc 

OHV V8 

4" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1963 

515 

38P 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

401 

38S 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

618 

39N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1962 

402 

3G 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Buick 

2 Bbl./Gasoline 

1960 

331 

3G 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Buick 

4 Bbl./Gasoline 

1960 

332 

3H 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Buick 

2 Bbl./Gasoline 

1961 

333 

3H 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Buick 

4 Bbl./Gasoline 

1961 

334 

40 R 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

403 

41M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1962 

404 

41R 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

405 

43 N 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1964-1963 

619 

44 B 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

620 

44 K 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1964 

664 

44 M 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

2 Bbl./Gasoline 

1963-1962 

406 

44X 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1964 

665 

45 B 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

621 

45 P 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

407 

46G 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

622 

46 K 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1964 

666 

46X 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1964 

667 

47 K 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1964 

668 

47 N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1962 

408 

47Q 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

4 Bbl./Gasoline 

1963 

623 

47S 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

624 

47X 

429 

7.0L 

7031cc 

OHV V8 

4.125" 

16 

GMC 

Eng. 

Cadillac 

4 Bbl./Gasoline 

1964 

669 

48 N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1963 

409 

49N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC 

Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1962 

410 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 
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CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 
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49 N 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

625 

4G 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1960 

586 

4H 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1961 

587 

41 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1962 

588 

50N 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1962 

411 

50Q 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964-1963 

626 

590 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1964-1963 

177 

600 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1964-1963 

178 

68X 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1964-1963 

179 

690 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1964-1963 

180 

61 

198 

3.2L 

3245cc 

OHV V6 

3.625” 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1962 

33 

70X 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1964-1963 

181 

71X 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1963 

182 

76X 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

412 

76 Y 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

13 

77 J 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1964 

413 

77Y 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

14 

78X 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

414 

78Y 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

15 

79J 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

415 

79Y 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

16 

80Z 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

37 

81Z 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

38 

82Z 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

39 

83Y 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

40 

83Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

17 

84Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

18 

84Z 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

41 

85Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

19 

85Z 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

42 

86Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

20 

87Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1963-1962 

21 

87Z 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

43 

88Y 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

44 

88Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

22 

89Y 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1964 

45 

89Z 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1963-1962 

23 

91Z 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1962 

54 

92X 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

183 

94X 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

184 

960 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1964 

185 

96Y 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1962 

55 

970 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1964 

186 

97Y 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1962 

56 

A1 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

416 

A2 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

417 

A5 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

418 

AYA 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

57 

AYS 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

58 

B1 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

419 

B2 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1960 

420 

B4 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

421 

B5 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

422 

CO 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

423 

Cl 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1960 

424 

C4 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961-1960 

425 

CAA 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

105 

CAB 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

106 

CCA 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1971 

167 

CCC 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Chevrolet 

2 Bbl./Gasoline 

1971 

168 

CE 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1960 

346 

CG 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

107 

CH 

371 

6.1 L 

6081cc 

OHV V8 

4" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1960 

347 

D 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1960 

518 

DA 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1961 

24 

DE 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1960 

519 

DS 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1961 

25 

E3 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

426 

E7 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

427 

F 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1962-1961 

520 

FO 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

428 

FI 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1960 

429 

F4 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

430 
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FE 

394 

6.5L 

6458CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1962-1961 

521 

FL 

394 

6.5L 

6458CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1962-1961 

522 

FT 

250 

4.1 L 

4098CC 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1966 

108 

FV 

250 

4.1 L 

4098CC 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1967 

109 

G 

394 

6.5L 

6458CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1962-1961 

523 

G4 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

431 

GE 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1962-1961 

524 

GS 

394 

6.5L 

6458CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1962-1961 

525 

H 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

59 

H 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1961 

60 

H 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1964-1963 

526 

H4 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

432 

HE 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1964-1963 

527 

HH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1965 

77 

HI 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1962 

61 

HL 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1964-1963 

528 

1 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1962 

62 

19 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

433 

J 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1964-1963 

529 

J1 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

434 

JE 

394 

6.5L 

6458cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1964-1963 

530 

JL 

198 

3.2L 

3245cc 

OHV V6 

3.625" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963 

34 

JM 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963 

63 

JN 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1963 

64 

JP 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963 

65 

JR 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963 

589 

JS 

394 

6.5L 

6458CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1964-1963 

531 

JS 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963 

590 

JT 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1963 

591 

JU 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1963 

592 

JW 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1963 

651 

JZ 

198 

3.2L 

3245cc 

OHV V6 

3.625" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963 

35 

K1 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

435 

K5 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

436 

KH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1964 

78 

KJ 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1964 

79 

KL 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1964 

151 

KP 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1964 

152 

KT 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1964 

593 

KV 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1964 

594 

KW 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1964 

652 

KX 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

2-4 Bbl./Gasoline 

1964 

653 

LI 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1960 

437 

L2I 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1962 

595 

L3G 

364 

6.0L 

5967CC 

OHV V8 

4.125” 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1960 

335 

L3H 

364 

6.0L 

5967cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

336 

L4H 

401 

6.6L 

6572CC 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1961 

596 

L4I 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1962 

597 

L5 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

438 

LA 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1969 

110 

LE 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1969 

111 

LH 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

66 

LH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1965 

80 

LI 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1962 

67 

LJ 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1965 

81 

LL 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1965 

153 

LP 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1965 

154 

LR 

400 

6.6L 

6555cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1965 

573 

LT 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1965 

598 

LV 

401 

6.6L 

6572cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1965 

599 

LW 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1965 

654 

LX 

425 

7.0L 

6966cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

2-4 Bbl./Gasoline 

1965 

655 

M 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1966-1965 

638 

MO 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

439 

Ml 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1960 

440 

M4 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961-1960 

441 

MA 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1969 

112 

MA 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1966 

232 

MB 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1966 

233 

MD 

430 

7.0L 

7047cc 

OHV V8 

4.1875' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1967 

670 

ME 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1969 

113 

ME 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1966-1965 

639 

MH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1966 

82 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

MK 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1966 

83 

ML 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1966 

155 

ML 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1966-1965 

640 

MR 

400 

6.6L 

6555cc 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1966 

574 

MT 

401 

6.6L 

6572cc 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1966 

600 

MV 

401 

6.6L 

6572CC 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1966 

601 

MW 

425 

7.0L 

6966cc 

OHV V8 

4.3125" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1966 

656 

MZ 

425 

7.0L 

6966cc 

OHV V8 

4.3125" 

16 

GMC Eng. 

Buick 

2-4 Bbl./Gasoline 

1966 

657 

N 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1966-1965 

641 

N1 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1960 

442 

N5 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

443 

NA 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1967 

234 

NB 

340 

5.6L 

5573cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1967 

235 

ND 

430 

7.0L 

7047cc 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1967 

671 

NE 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1966-1965 

642 

NH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1967 

84 

NL 

300 

4.9L 

4917cc 

OHV V8 

3.75" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1967 

156 

NR 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1967 

538 

NS 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1966-1965 

643 

NT 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1966 

644 

OA 

195 

3.2L 

3196cc 

OHV L4 

4.0625" 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1961 

26 

OS 

195 

3.2L 

3196cc 

OHV L4 

4.0625" 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1961 

27 

P0 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

444 

PI 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1960 

445 

P4 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961-1960 

446 

PD 

430 

7.0L 

7047cc 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1968 

672 

PE 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1967 

645 

PL 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1967 

646 

PO 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1968 

320 

PP 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1968 

321 

PR 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1968 

539 

PS 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1968 

114 

Q5 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

447 

QA 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

251 

QB 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

252 

QC 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971 

253 

QD 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1970 

254 

Ql 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

255 

QJ 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

256 

QL 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1968 

575 

QN 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

257 

QO 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971 

258 

QP 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

259 

QR 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

576 

QS 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

577 

QT 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

578 

QU 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

579 

QV 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1970-1968 

260 

QW 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1968 

261 

QW 

400 

6.6L 

6555cc 

OHV V8 

3.87" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

580 

QX 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1970-1968 

262 

R 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1967 

647 

R19 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

448 

R2 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961-1960 

449 

RC4 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

450 

RCO 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

451 

RD 

430 

7.0L 

7047cc 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1969 

673 

RE 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1967 

648 

RF 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

115 

RM4 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

452 

RMO 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

453 

RO 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1969 

322 

RO 

430 

7.0L 

7047cc 

OHV V8 

4.1875" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1969 

674 

RP 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1969 

323 

RR 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1969 

540 

RS 

400 

6.6L 

6555cc 

OHV V8 

4.04" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1969 

541 

RS 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1967 

649 

RT 

425 

7.0L 

6966cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1967 

650 

RV9 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

454 

S 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963-1961 

68 

SI 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

455 

S5 

389 

6.4L 

6376cc 

OHV V8 

4.0625" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

456 

SA 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1970 

116 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

SB 

250 

4.1 L 

4098CC 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1970 

117 

SB 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1970 

324 

SE 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1963-1961 

69 

SE 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

457 

SF 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1970 

709 

SG 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1963-1961 

70 

SH 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1963-1961 

71 

SO 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1970 

325 

SP 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1970 

326 

SR 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1970 

710 

SS 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1970 

711 

ST 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1963-1962 

74 

ST 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Oldsmobile 

MFI/Gasoline 

1963-1962 

75 

T 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1965-1964 

209 

T1 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

458 

T5 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

459 

TA 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971 

722 

TA 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1971 

712 

TB 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1969-1968 

263 

TB 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1971 

327 

TB 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971 

723 

TC 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1969 

264 

TC 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1971 

328 

TD 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

265 

TD 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1971 

329 

TE 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1965-1964 

210 

TE 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971 

266 

TG 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1965-1964 

211 

TH 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1965-1964 

212 

TK 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1964 

213 

TL 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1970-1968 

267 

TL 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971 

724 

TN 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1968 

268 

TN 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971 

725 

TO 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1971 

330 

TP 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

726 

TQ 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

727 

TR 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1971 

713 

TS 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

728 

TS 

455 

7.5L 

7456cc 

OHV V8 

4.3125' 

16 

GMC Eng. 

Buick 

4 Bbl./Gasoline 

1971 

714 

TT 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

729 

TU 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

730 

TV 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

731 

TW 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1970 

732 

TX 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1970 

733 

TY 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1970 

734 

U 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1965 

214 

U9 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

460 

UA 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1968 

735 

UB 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1968 

736 

UC 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

737 

UD 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971-1968 

738 

UE 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1965 

215 

UE 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1971 

739 

UG 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1965 

216 

UH 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1965 

217 

UJ 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1970-1968 

740 

UL 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1965 

218 

UL 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1970-1969 

741 

UN 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

742 

UO 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

743 

US 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

744 

UT 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1971-1968 

745 

UV 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1970-1968 

746 

UW 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1970-1968 

747 

UX 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1969-1968 

748 

V 

400 

6.6L 

6550cc 

OHV V8 

4" 

16 

GMC Eng. 

Oldsmobile 

2 Bbl./Gasoline 

1967 

535 

V9 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1961 

461 

VB 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1968 

118 

VE 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1969-1966 

119 

VF 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1968 

120 

VG 

400 

6.6L 

6550cc 

OHV V8 

4 " 

16 

GMC Eng. 

Oldsmobile 

3-2 Bbl./Gasoline 

1967-1966 

536 

VG 

400 

6.6L 

6550cc 

OHV V8 

4" 

16 

GMC Eng. 

Oldsmobile 

4 Bbl./Gasoline 

1967-1965 

537 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

W 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

219 

W3 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

462 

W7 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1970 

277 

W7 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1961 

463 

WA 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

464 

WA 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

687 

WB 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

465 

WC 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967 

187 

WC 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969-1968 

278 

WC 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

466 

WC 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

688 

WC 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971 

698 

WD 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1968 

279 

WD 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1965 

467 

WE 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

220 

WE 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

468 

WE 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1970 

550 

WF 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1965 

469 

WG 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1967-1966 

221 

WG 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

627 

WG 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971 

689 

WG 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

690 

WH 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967 

188 

WH 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1967-1966 

222 

WH 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

551 

WH 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

628 

WJ 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967 

189 

WJ 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

629 

WJ 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971 

691 

WK 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967 

190 

WK 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1968 

280 

WK 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

552 

WK 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

630 

WL 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967 

191 

WL 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1966 

223 

WL 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971 

699 

WM 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

281 

WN 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1968 

282 

WO 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967 

192 

WP 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967-1965 

193 

WP 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971-1968 

283 

WR 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1965 

194 

WR 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1968 

284 

WS 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

470 

WS 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971 

553 

WS 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

554 

WT 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

471 

WT 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

555 

WU 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971-1969 

285 

WV 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969 

286 

WV 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966 

472 

WW 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

473 

WW 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

556 

WX 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966 

195 

WX 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971 

557 

WX 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

558 

wz 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969 

287 

X 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1966 

224 

X7 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1970 

288 

XA 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

28 

XA 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

474 

XB 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

289 

XB 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

475 

XC 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1968 

290 

XC 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

476 

XE 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

225 

XE 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

477 

XF 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1969 

124 

XF 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967-1966 

196 

XF 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

692 

XG 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

197 

XG 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1967-1966 

226 

XH 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 4 Bbl./Gasoline 

1966 

227 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

XH 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

559 

XJ 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

560 

XL 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967 

198 

XL 

330 

5.4L 

5409cc 

OHV V8 

3.9375' 

16 

GMC Eng. 

Oldsmobile 2 Bbl./Gasoline 

1967-1966 

228 

XL 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

291 

XN 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

561 

XO 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967 

199 

XP 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

562 

XR 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967 

200 

XR 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971-1969 

292 

XS 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1961 

29 

XS 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

293 

XS 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966 

478 

XT 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

294 

XU 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969 

295 

XV 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

296 

XV 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

563 

XX 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971-1970 

564 

XZ 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

565 

YA 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

72 

YA 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

479 

YA 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

693 

YA 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971 

700 

YB 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1965 

480 

YB 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1970 

566 

YC 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

481 

YC 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

694 

YD 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966-1965 

482 

YD 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1970 

567 

YE 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969 

297 

YE 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

483 

YE 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971 

701 

YF 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

484 

YG 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1965 

485 

YG 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971 

695 

YH 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

631 

YH 

455 

7.5L 

7456cc 

OHV V8 

4.151" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

696 

YJ 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967 

201 

YJ 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1969-1968 

298 

YJ 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

632 

YK 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

633 

YL 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

486 

YM 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967 

202 

YM 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1968 

299 

YN 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1967-1965 

203 

YN 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971-1968 

300 

YN 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1965 

487 

YP 

326 

5.3L 

5343cc 

OHV V8 

3.7188' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1965 

204 

YP 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1968 

301 

YP 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1965 

488 

YR 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

3-2 Bbl./Gasoline 

1966-1965 

489 

YS 

215 

3.5L 

3528cc 

OHV V8 

3.5" 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1961 

73 

YS 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966-1965 

490 

YS 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1971-1970 

568 

YT 

421 

6.9L 

6900cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

634 

YU 

350 

5.7L 

5733cc 

OHV V8 

3.875" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971-1969 

302 

YU 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966 

491 

YV 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1966 

492 

YW 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

493 

YX 

389 

6.4L 

6376cc 

OHV V8 

4.0625' 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1966 

494 

YX 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

2 Bbl./Gasoline 

1971 

569 

YZ 

400 

6.6L 

6555cc 

OHV V8 

4.121" 

16 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1970 

570 

ZA 

195 

3.2L 

3196cc 

OHV L4 

4.0625' 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1961 

30 

ZB 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

121 

ZC 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1969 

125 

ZD 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

46 

ZD 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

87 

ZD 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969-1968 

126 

ZE 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

47 

ZE 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

88 

ZE 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969-1968 

127 

ZF 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

89 

ZF 

250 

4.1 L 

4098CC 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1969 

128 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Mfg. 

Vin Div. 

Fuel Del. 

Type 

Years 

Line 

ZG 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

90 

ZG 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Chevrolet 

1 Bbl./Gasoline 

1971-1970 

122 

ZH 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969 

129 

ZK 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

48 

ZK 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

91 

ZK 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1969-1968 

130 

ZL 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

49 

ZL 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

92 

ZL 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1969-1968 

131 

ZM 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

50 

ZM 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

93 

ZN 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

51 

ZN 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

94 

ZN 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1969-1968 

132 

ZO 

250 

4.1 L 

4098cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1968 

133 

ZR 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

52 

ZR 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

4 Bbl./Gasoline 

1967-1966 

95 

ZS 

195 

3.2L 

3196cc 

OHV L4 

4.0625 

8 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1961 

31 

ZS 

215 

3.5L 

3524cc 

OHV L6 

3.75" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1965 

53 

ZS 

230 

3.8L 

3770cc 

SOHC L6 

3.875" 

12 

GMC Eng. 

Pontiac 

1 Bbl./Gasoline 

1967-1966 

96 


1 140 2.3L (2294cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.375" Bore (GMC Eng.), 2-1 Bbl. 1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

ES 7921 WS 

Cyl. head 

6 

Head Gasket 

61-60 

11997 

Cyl. to block 

2 

Head Set 

61-60 

HS 7921 WS-3 

Valve stem seals & 6-bolt valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61-60 

FS 7921 WS-1 

Valve stem seals & 6-bolt valve cover gskts. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

61-60 

MS 9716 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

9595 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61-60 

414 

Fuel Pump Mounting 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 12625 R 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-60 

VS 12954 R 

4-bolt valve covers 

1 

Valve Cover Gasket Set 

61-60 

VS 12651 

6-bolt valve covers 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Crankcase Cover Set 

61-60 

PS 12661 


1 

Push Rod Tube Seal Set 

61-60 

ES 70375 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 70281 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12652-2 


1 

Clutch & Flywheel Housing Set 61-60 

TCS 12662 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

61-60 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

12665 

1 9/16" OD 

2 

; 140 2.3L (2294cc) SOHC L4 (8 Valve) (Chevrolet), 3.5" 

Bore (GMC Eng.), 1 Bbl. "VIN A" 1976-1971 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

76-71 

70822 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-75 

SS 70037 

Premium valve stem seals incl.; Improved design 

1 

Valve Stem Seal Set 

74-71 

SS 70373 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-71 

35074 

Water Outlet 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-71 

5198 

2 5/8" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



140 2.3L (2294cc) SOHC L4 (8 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 1 Bbl. "VIN A" 1976-1971 

2 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

76-71 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

76-71 

12665 

1 9/16" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

76-71 

70978 




140 2.3L (2294cc) SOHC L4 (8 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 2 Bbl. "VIN B" 1977-1971 

3 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

77-71 

70822 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

77-75 

SS 70037 

Premium valve stem seals incl.; Improved design 


1 

Valve Stem Seal Set 

74-71 

SS 70373 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

77-71 

35074 

Water Outlet 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

76-73 

60143 



1 

Air Cleaner Gasket 

72-71 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

77-73 

60260 

1 or 2 Req'd. 


1 

Carb. Mounting Gasket 

77-73 

60259 

Insulator 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

77-71 

12665 

1 9/16" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

77-71 

70978 




145 2.4L (2377cc) OHV H6 (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 1 Bbl. Turbo 1963-1962 

4 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

63-62 

ES 7921 WS 

Cyl. head 


6 

Head Gasket 

63-62 

11997 

Cyl. to block 


2 

Head Set 

63-62 

HS 7921 WS-3 

Valve stem seals & turbo mounting gskts. not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

63-62 

FS 7921 WS-1 

Valve stem seals & turbo mounting gskts. not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9716 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

63-62 

9097 

Outlet pipe flange; 3" bolt hole centers 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

63-62 

414 

Fuel Pump Mounting 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

63-62 

OS 12625 R 



1 

Drain Plug Gasket 

63-62 

70822 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

63-62 

VS 12954 R 



2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Crankcase Cover Set 

63-62 

PS 12661 



1 

Push Rod Tube Seal Set 

63-62 

ES 70375 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

63-62 

SS 70281 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63-62 

TCS 12652-2 



1 

Clutch & Flywheel Housing Set 63-62 

TCS 12662 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

63-62 

12665 

1 9/16“ OD 



145 2.4L (2377cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1963-1961 

5 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

63-61 

ES 7921 WS 

Cyl. head 


6 

Head Gasket 

63-61 

11997 

Cyl. to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


5 145 2.4L (2377cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1963-1961 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Set 

63-62 

HS 7921 WS-3 

Valve stem seals not incl. 

2 

Head Set 

61 

HS 7921 WS-3 

Valve stem seals & 6-bolt valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 7921 WS-1 

Valve stem seals not incl. 

1 

Full Gasket Set 

61 

FS 7921 WS-1 

Valve stem seals & 6-bolt valve cover gskts. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

63-61 

MS 9716 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63-61 

9595 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-61 

414 

Fuel Pump Mounting 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-61 

OS 12625 R 


1 

Drain Plug Gasket 

63-61 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-61 

VS 12954 R 

4-bolt valve covers 

1 

Valve Cover Gasket Set 

61 

VS 12651 

6-bolt valve covers 

2 

Load Spreader Set 

63-61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Crankcase Cover Set 

63-61 

PS 12661 


1 

Push Rod Tube Seal Set 

63-61 

ES 70375 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-61 

SS 70281 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-61 

TCS 12652-2 


1 

Clutch & Flywheel Housing Set 63-61 

TCS 12662 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

63-61 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-61 

12665 

1 9/16" OD 

6 

| 151 2.5L (2475cc) OHV L4 (8 Valve) (Pontiac), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN1" 1979-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79 

515 SD 

Crossflow head eng.; PermaTorque Severe Duty® 

1 

Head Gasket 

79 

9405 PT-1 

Crossflow head eng.; PermaTorque® 

1 

Head Gasket 

79-78 

8530 PT-1 

Exc. Crossflow head eng. 

1 

Head Set 

79 

HS 8686 PT-1 

Crossflow head eng.; Exh. pipe packing not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8686 PT-1 

Crossflow head eng.; Exh. pipe packing not incl.; Premium 
valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79 

CS 8686 

Crossflow head eng. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79 

MS 90563 

Crossflow head eng. 

1 

Int. & Exh. Gasket Set 

79-78 

MS 90376 

Exc. Crossflow head eng. 

1 

Exh. Manifold Gasket Set 

79 

MS 90564 

Crossflow head eng. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-78 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79 

OS 30409 C 

Crossflow head eng. 

1 

Oil Pan Gasket Set 

79-78 

OS 30139 C-1 

Exc. Crossflow head eng. 

1 

Drain Plug Gasket 

79-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79 

BS 40578 

Crossflow head eng.; Rubber; One-piece; Improved design 

1 

Rear Main Seal Set 

79-78 

BS 40013 

Exc. Crossflow head eng.; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-78 

BS 11829-1 

Exc. Crossflow head eng.; Rubber; Two-piece; Offset double 
lip; Improved design 

1 

Repair Sleeve 

79 

16259 

Crankshaft; Crossflow head eng.; Use w/installation tool 

1 

Repair Sleeve Tool 

79 

16304 

Crankshaft; Crossflow head eng. 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79 

VS 50179 C 

Crossflow head eng.; Cork 

1 

Valve Cover Gasket Set 

79 

VS 50179 T 

Crossflow head eng.; PermaDryPlus® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


151 2.5L (2475cc) OHV L4 (8 Valve) (Pontiac), 4" Bore (GMC Eng.), 2 Bbl. "VIN 1" 1979-1978 6 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79 

VS 50179 R 

Crossflow head eng.; Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

79-78 

PS 50153 C 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

79-78 

PS 13223 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-78 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

79 

35213 

Thermostat Housing; Crossflow head eng.; Thermostat 





housing to head 

1 

Thermostat Gasket 

79-78 

13224 

Thermostat Housing; Exc. Crossflow head eng.; Thermostat 





housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-78 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-78 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-78 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-78 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-78 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-78 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60399 

Silencer 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60447 

Crossflow head eng.; Adapter to manifold 

1 

Carb. Mounting Gasket 

79 

60446 

Crossflow head eng.; Carb. to adapter 

1 

Carb. Mounting Gasket 

79-78 

60260 

Exc. Crossflow head eng. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79 

11497 

Crossflow head eng. 

1 

Distributor Mounting Gasket 

79-78 

12665 

Exc. Crossflow head eng.; 1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-78 

71098 


151 2.5L (2475cc) OHV L4 (8 Valve) (Pontiac), 4" Bore (GMC Eng.), 2 Bbl. "VIN 9" 1979-1978 7 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79 

515 SD 

Crossflow head eng.; PermaTorque Severe Duty® 

1 

Head Gasket 

79 

9405 PT-1 

Crossflow head eng.; PermaTorque® 

1 

Head Gasket 

79-78 

8530 PT-1 

Exc. Crossflow head eng. 

1 

Head Set 

79 

HS 8686 PT-1 

Crossflow head eng.; Exh. pipe packing not incl.; Premium 





valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8686 PT-1 

Crossflow head eng.; Exh. pipe packing not incl.; Premium 





valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79 

CS 8686 

Crossflow head eng. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79 

MS 90563 

Crossflow head eng. 

1 

Int. & Exh. Gasket Set 

79-78 

MS 90376 

Exc. Crossflow head eng. 

1 

Exh. Manifold Gasket Set 

79 

MS 90564 

Crossflow head eng. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79 

OS 30409 C 

Crossflow head eng. 

1 

Oil Pan Gasket Set 

79-78 

OS 30139 C-1 

Exc. Crossflow head eng. 

1 

Drain Plug Gasket 

79-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79 

BS 40578 

Crossflow head eng.; Rubber; One-piece; Improved design 

1 

Rear Main Seal Set 

79-78 

BS 40013 

Exc. Crossflow head eng.; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-78 

BS 11829-1 

Exc. Crossflow head eng.; Rubber; Two-piece; Offset double 





lip; Improved design 

1 

Repair Sleeve 

79 

16259 

Crankshaft; Crossflow head eng.; Use w/installation tool 

1 

Repair Sleeve Tool 

79 

16304 

Crankshaft; Crossflow head eng. 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79 

VS 50179 C 

Crossflow head eng.; Cork 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


7 151 2.5L (2475CC) OHV L4 (8 Valve) (Pontiac), 4" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN 9" 1979-1978 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79 

VS 50179 T 

Crossflow head eng.; PermaDryPlus® 

1 

Valve Cover Gasket Set 

79 

VS 50179 R 

Crossflow head eng.; Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

79-78 

PS 50153 C 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

79-78 

PS 13223 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-78 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

79 

35213 

Thermostat Housing; Crossflow head eng.; Thermostat 





housing to head 

1 

Thermostat Gasket 

79-78 

13224 

Thermostat Housing; Exc. Crossflow head eng.; Thermostat 





housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-78 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-78 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-78 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-78 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-78 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-78 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60399 

Silencer 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60447 

Crossflow head eng.; Adapter to manifold 

1 

Carb. Mounting Gasket 

79 

60446 

Crossflow head eng.; Carb. to adapter 

1 

Carb. Mounting Gasket 

79-78 

60260 

Exc. Crossflow head eng. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79 

11497 

Crossflow head eng. 

1 

Distributor Mounting Gasket 

79-78 

12665 

Exc. Crossflow head eng.; 1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-78 

71098 


8 151 2.5L (2475CC) OHV L4 (8 Valve) (Pontiac), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN V" 1980-1977 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-79 

515 SD 

Crossflow head eng.; PermaTorque Severe Duty® 

1 

Head Gasket 

80-79 

9405 PT-1 

Crossflow head eng.; PermaTorque® 

1 

Head Gasket 

79-77 

8530 PT-1 

Exc. Crossflow head eng. 

1 

Head Set 

80-79 

HS 8686 PT-1 

Crossflow head eng.; Exh. pipe packing not incl.; Premium 





valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-79 

FS 8686 PT-1 

Crossflow head eng.; Exh. pipe packing not incl.; Premium 





valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-79 

CS 8686 

Crossflow head eng. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90563 

Crossflow head eng. 

1 

Int. & Exh. Gasket Set 

79-77 

MS 90376 

Exc. Crossflow head eng. 

1 

Exh. Manifold Gasket Set 

80-79 

MS 90564 

Crossflow head eng. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60477 

Packing 

1 

Exh. Flange Bolt & Spring Kit 

80 

ES 72141 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-77 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-79 

OS 30409 C 

Crossflow head eng. 

1 

Oil Pan Gasket Set 

79-77 

OS 30139 C-1 

Exc. Crossflow head eng. 

1 

Drain Plug Gasket 

80-77 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40578 

Crossflow head eng.; Rubber; One-piece; Improved design 

1 

Rear Main Seal Set 

79-77 

BS 40013 

Exc. Crossflow head eng.; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-77 

BS 11829-1 

Exc. Crossflow head eng.; Rubber; Two-piece; Offset double 





lip; Improved design 
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438 









GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


151 2.5L (2475cc) OHV L4 (8 Valve) (Pontiac), 4" Bore (GMC Eng.), 2 Bbl. "VIN V" 1980-1977 8 

(cont.) 


CRANKSHAFT REAR SEAL 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

80-79 

16259 

Crankshaft; Crossflow head eng.; Use w/installation tool 

1 

Repair Sleeve Tool 

80-79 

16304 

Crankshaft; Crossflow head eng. 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 50179 C 

Crossflow head eng.; Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 50179 T 

Crossflow head eng.; PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-79 

VS 50179 R 

Crossflow head eng.; Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

80-77 

PS 50153 C 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

80-77 

PS 13223 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-77 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

80-79 

35213 

Thermostat Housing; Crossflow head eng.; Thermostat 





housing to head 

1 

Thermostat Gasket 

79-77 

13224 

Thermostat Housing; Exc. Crossflow head eng.; Thermostat 





housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-77 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-77 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-77 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-77 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

80-77 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-77 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60399 


1 

Air Cleaner Gasket 

79 

60399 

Silencer 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60447 

Crossflow head eng.; Adapter to manifold 

1 

Carb. Mounting Gasket 

80-79 

60446 

Crossflow head eng.; Carb. to adapter 

1 

Carb. Mounting Gasket 

79-78 

60260 

Exc. Crossflow head eng. 

1 

Carb. Mounting Gasket 

77 

60259 

Exc. Crossflow head eng.; Insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-79 

11497 

Crossflow head eng. 

1 

Distributor Mounting Gasket 

79-77 

12665 

Exc. Crossflow head eng.; 1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

71098 


153 2.5L (2508cc) OHV L4 (8 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1970-1962 9 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-62 

8530 PT-1 


1 

Head Set 

70-62 

HS 8530 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8530 PT-2 


1 

Full Gasket Set 

67-62 

FS 8530 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70-62 

MS 9772 B 


1 

Intake to Exhaust Gasket 

70-62 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-62 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

70-62 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-62 

OS 30139 C-1 


1 

Drain Plug Gasket 

70-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

67-62 

BS 13241 

Rubber; Two-piece 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


9 153 2.5L (2508cc) OHV L4 (8 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1970-1962 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-62 

VS 13197 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70-62 

PS 50153 C 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

70-62 

PS 13223 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-62 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

70-62 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-62 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-62 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-62 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-62 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-62 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-62 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-62 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70-62 

12665 

1 9/16" OD 

10 164 2.7L (2684CC) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1969-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-65 

ES 8177 S 

Cyl. head 

6 

Head Gasket 

69-64 

11997 

Cyl. to block 

2 

Head Gasket 

64 

ES 7921 WS 

Cyl. head 

2 

Head Set 

69-65 

HS 8177 S 

Valve stem seals not incl. 

2 

Head Set 

64 

HS 7921 WS-3 

Valve stem seals not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-65 

FS 8177S 

Valve stem seals not incl. 

1 

Full Gasket Set 

64 

FS 7921 WS-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

69-64 

MS 9716 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

9595 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-64 

414 

Fuel Pump Mounting 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 12625 R 


1 

Drain Plug Gasket 

69-64 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 12954 R 


2 

Load Spreader Set 

69-64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Crankcase Cover Set 

69-64 

PS 12661 


1 

Push Rod Tube Seal Set 

69-64 

ES 70375 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-64 

SS 70281 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 12652-2 


1 

Clutch & Flywheel Housing Set 69-64 

TCS 12662 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69-64 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-64 

12665 

1 9/16" OD 

11 164 2.7L (2684cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 4-1 Bbl. 1969-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-65 

ES 8177 S 

Cyl. head 

6 

Head Gasket 

69-65 

11997 

Cyl. to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



164 2.7L (2684cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 4-1 Bbl. 1969-1965 1-| 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Set 

69-65 

HS 8177 S 

Exh. manifold gskts., valve stem seals, exh. pipe packing not 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-65 

FS 8177S 

Exh. manifold gskts., valve stem seals, exh. pipe packing not 
incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

69-65 

MS 9991 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-65 

9993 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-65 

414 

Fuel Pump Mounting 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-65 

OS 12625 R 


1 

Drain Plug Gasket 

69-65 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-65 

VS 12954 R 


2 

Load Spreader Set 

69-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Crankcase Cover Set 

69-65 

PS 12661 


1 

Push Rod Tube Seal Set 

69-65 

ES 70375 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-65 

SS 70281 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-65 

TCS 12652-2 


1 

Clutch & Flywheel Housing Set 69-65 

TCS 12662 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

4 

Air Cleaner Gasket 

69-65 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-65 

12665 

1 9/16" OD 


194 3.2L (3180cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" Bore (GMC Eng.), 1 Bbl. 1967-1962 12 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

67-62 

8006 PT 


1 

Head Set 

67-62 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-62 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-62 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

67-62 

MS 9786 


1 

Intake to Exhaust Gasket 

67-62 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-62 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67-62 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-62 

OS 30126 C-1 


1 

Drain Plug Gasket 

67-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-62 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

67-62 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

67-62 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-62 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

67-62 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-62 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

67-62 

13224 

Thermostat Housing; Housing to head 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


12 194 3.2L (3180cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1967-1962 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

67-62 

35062 


Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

67-62 

35562 T 


Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

67-62 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

67-62 

TCS 13198 


w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-62 

TCS 45264 


w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-62 

16202 


Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-62 

16312 


Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

2 

Air Cleaner Gasket 

67-62 

5198 


1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

67-62 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

67-62 

12665 


1 9/16" OD 

13 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 76Y" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

63-62 

8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 



1 

Drain Plug Gasket 

63-62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 


Rubber; 1/8" thick 

1 

Load Spreader Set 

63-62 

ES 72676 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 


O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 


w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 


w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 


w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 


w/8 stud water pump 

1 

Timing Cover Set 

62 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5198 


2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

12172 


To block 

14 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 77Y" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

63-62 

8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 77Y" 

1963-1962 

14 

(cont.) 

QTY 

1 

OIL PAN (cont.) 

Drain Plug Gasket 

YEARS 

63-62 

PART NO. 

70822 

DESCRIPTION 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

63-62 

9386 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 




195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 78Y" 

1963-1962 

15 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


15 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 78Y" 

1963-1962 

(cont.) 






QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 



16 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 79Y" 

1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" 

ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 



17 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 83Z" 

1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" 

ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 83Z" 

1963-1962 

17 







(cont.) 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 




195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 84Z" 

1963-1962 

18 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

63-62 

9386 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 




195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 85Z" 

1963-1962 

19 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 





(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


19 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 85Z" 

1963-1962 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63-62 

PART NO. 

BS 12173 

DESCRIPTION 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" 

ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 



20 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 86Z" 

1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" 

ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 




446 









GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 87Z" 1963-1962 21 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63-62 

8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 

1 

Timing Cover Set 

62 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

12172 

To block 


195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 88Z" 1963-1962 22 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63-62 

8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 

1 

Timing Cover Set 

62 

TCS 12681-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


22 195 3.2L (3196CC) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 88Z" 

1963-1962 

(cont.) 






QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 



23 195 3.2L (3196CC) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 89Z" 

1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

63-62 

8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

63 

CS 8518-1 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 




1 

Drain Plug Gasket 

63-62 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" 

ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 



1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 



1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump 



1 

Timing Cover Set 

62 

TCS 12681-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63-62 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

63-62 

60044 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

63-62 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63-62 

12172 

To block 



24 195 3.2L (3196CC) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code DA" 

1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

61 

8518 PT 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 




1 

Drain Plug Gasket 

61 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

61 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 



1 

Load Spreader Set 

61 

ES 72676 

Valve Cover 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code DA" 

1961 

24 








(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

61 

TCS 12681-1 





QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




1 

Carb. Mounting Gasket 

61 

60044 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Distributor Mounting Gasket 

61 

11497 





QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

61 

12172 

To block 





195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code DS" 

1961 

25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




1 

Head Gasket 

61 

8518 PT 





QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 





1 

Drain Plug Gasket 

61 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

61 

BS 12173 

Rope 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 




1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 




1 

Load Spreader Set 

61 

ES 72676 

Valve Cover 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

61 

TCS 12681-1 





QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




1 

Carb. Mounting Gasket 

61 

60044 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Distributor Mounting Gasket 

61 

11497 





QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

61 

12172 

To block 





195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code 0A" 

1961 

26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




1 

Head Gasket 

61 

8518 PT 





QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 





1 

Drain Plug Gasket 

61 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

61 

BS 12173 

Rope 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 




1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 




1 

Load Spreader Set 

61 

ES 72676 

Valve Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


26 195 3.2L (3196CC) OHV L4 (8 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code OA"1961 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" 

ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

12172 

To block 


27 195 3.2L (3196CC) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code OS"1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

61 

8518 PT 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


1 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" 

ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

12172 

To block 


28 195 3.2L (3196CC) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code XA" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

61 

8518 PT 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code XA" 

1961 

28 








(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 




1 

Load Spreader Set 

61 

ES 72676 

Valve Cover 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16” ID 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

61 

TCS 12681-1 





QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Air Cleaner Gasket 

61 

11528 

4" ID 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




2 

Carb. Mounting Gasket 

61 

9386 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Distributor Mounting Gasket 

61 

11497 





QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

61 

12172 

To block 





195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code XS" 

1961 

29 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




1 

Head Gasket 

61 

8518 PT 





QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 





1 

Drain Plug Gasket 

61 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

61 

BS 12173 

Rope 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 




1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 




1 

Load Spreader Set 

61 

ES 72676 

Valve Cover 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16” ID 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

61 

TCS 12681-1 





QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Air Cleaner Gasket 

61 

11528 

4" ID 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




2 

Carb. Mounting Gasket 

61 

9386 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

Distributor Mounting Gasket 

61 

11497 





QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

61 

12172 

To block 





195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code ZA" 

1961 

30 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




1 

Head Gasket 

61 

8518 PT 





QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 





1 

Drain Plug Gasket 

61 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

61 

BS 12173 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


30 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZA" 1961 

(cont.) 





QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 


Rubber; 1/8" thick 

1 

Load Spreader Set 

61 

ES 72676 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 


O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 


w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 


2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

61 

12172 


To block 

31 195 3.2L (3196cc) OHV L4 (8 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZS" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

61 

8518 PT 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 


Rubber; 1/8" thick 

1 

Load Spreader Set 

61 

ES 72676 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 


O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 


w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 


2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

61 

12172 


To block 

32 196 3.2L (3212CC) OHV V6 (12 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "VIN C" 1979-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

79-78 

8723 PT-1 


PermaTorque® 

1 

Head Set 

79-78 

HS 8723 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

79-78 

FS 8723 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

79-78 

CS 8142 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valley Pan Gasket Set 

79 

MS 96033 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



196 3.2L (3212cc) OHV V6 (12 Valve) (Buick), 3.5" Bore (GMC Eng.), 2 Bbl. "VIN C" 1979-1978 

32 

(cont.) 


MANIFOLD - INT. & EXH. 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

78 

MS 96032 



1 

Exh. Manifold Gasket Set 

79 

MS 90508 



1 

Exh. Manifold Gasket Set 

78 

MS 90198 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

79 

60975 

Packing 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-78 

OS 13398 C-1 

Cork 


1 

Drain Plug Gasket 

79-78 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-78 

BS 13044-2 

Rope 


1 

Rear Main Seal Set 

79-78 

BS 40613 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-78 

VS 50156 C 

Cork 


1 

Valve Cover Gasket Set 

79-78 

VS 50156 T 

PermaDryPlus® 


1 

Valve Cover Gasket Set 

79-78 

VS 50156 R 

Rubber 


2 

Load Spreader Set 

79-78 

ES 72676 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-78 

SS 70731 

Loc. Int.; Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-78 

12994 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-78 

12996-1 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-78 

TCS 45006 

w/Rope seal 


1 

Timing Cover Set 

79-78 

TCS 45930 

w/Rubber seal 


1 

Timing Cover Seal 

79-78 

15200 

Rubber one-piece timing cover seal 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79 

60357 



1 

Air Cleaner Gasket 

78 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

79 

60398 



1 

Carb. Mounting Gasket 

78 

60368 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

79-78 

420 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-78 

70978 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

79-78 

70032 




198 3.2L (3245cc) OHV V6 (12 Valve) (Buick), 3.625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 61" 1962 

33 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 13160 R-1 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

12994 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

12996-1 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 13001 

w/Rope seal 


1 

Timing Cover Seal 

62 

15200 

Rubber one-piece timing cover seal 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

62 

5198 

1 or 2 Req'd.; 2 5/8" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


33 198 3.2L (3245CC) OHV V6 (12 Valve) (Buick), 3.625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 61" 1962 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

34 198 3.2L (3245CC) OHV V6 (12 Valve) (Buick), 3.625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JL" 1963 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

63 

PART NO. 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 13160 R-1 

DESCRIPTION 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

12996-1 

DESCRIPTION 

QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63 

63 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 

QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

5198 

DESCRIPTION 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

35 198 3.2L (3245CC) OHV V6 (12 Valve) (Buick), 3.625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JZ" 1963 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

63 

PART NO. 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 13160 R-1 

DESCRIPTION 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

12996-1 

DESCRIPTION 

QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63 

63 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 

QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

5198 

DESCRIPTION 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

36 200 3.3L (3277cc) OHV V6 (12 Valve) (Chevrolet), 3.5 

1" Bore (GMC Eng.), 2 Bbl. "VIN M" 1979-1978 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

79-78 

PART NO. 

HS 8629 PT 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

79-78 

PART NO. 

CS 8629 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

79-78 

79-78 

PART NO. 

MS 90391 

MS 90714 

DESCRIPTION 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

Fuel Pump Mounting Gasket 

YEARS 

79-78 

79-78 

PART NO. 

6579 

71097 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

Plate 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

79-78 

79-78 

PART NO. 

OS 30386 C 

70822 

DESCRIPTION 

Cork 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



200 3.3L (3277cc) OHV V6 (12 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 2 Bbl. "VIN M" 1979-1978 

36 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-78 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

79-78 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-78 

VS 50170 C 

Cork 


2 

Load Spreader Set 

79-78 

ES 72676 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-78 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-78 

35062 

Water Outlet; 1 13/16” ID 


1 

Water Outlet Gasket 

79-78 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

79-78 

5152 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-78 

TCS 45121 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

79-78 

TCS 45265 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-78 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-78 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79-78 

60357 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

79-78 

60369 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-78 

70194 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-78 

71098 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

79-78 

72665 

Distributor to oil pump shaft retainer 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 80Z" 1964 

37 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

64 

8006 PT 



1 

Head Set 

64 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

64 

MS 9786 



1 

Intake to Exhaust Gasket 

64 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


37 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 80Z" 1964 

(cont.) 





WATER OUTLET GASKET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 

38 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 81Z" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

8006 PT 


1 

Head Set 

64 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9786 


1 

Intake to Exhaust Gasket 

64 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 81Z" 

1964 

38 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 




215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 82Z" 

1964 

39 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

64 

8006 PT 




1 

Head Set 

64 

HS 8006 PT-1 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

64 

FS 8006 PT-4 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

64 

CS 8006-2 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

64 

MS 9786 




1 

Intake to Exhaust Gasket 

64 

9763 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 



1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 




1 

Drain Plug Gasket 

64 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 



1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 



1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 



1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

64 

13243 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 



1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req’d.; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

64 

9249 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 




215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 83Y" 

1964 

40 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

64 

8006 PT 




1 

Head Set 

64 

HS 8006 PT-1 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

64 

FS 8006 PT-4 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

64 

CS 8006-2 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

64 

MS 9786 




1 

Intake to Exhaust Gasket 

64 

9763 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


40 215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 83Y" 1964 

(cont.) 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 

41 215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 84Z" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

8006 PT 


1 

Head Set 

64 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9786 


1 

Intake to Exhaust Gasket 

64 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 84Z" 

1964 

41 

(cont.) 

QTY 

1 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 
Push Rod Cover Gasket Set 

YEARS 

64 

64 

PART NO. 

PS 13228 

PS 13228 R 

DESCRIPTION 

w/Grommets; Cork 
w/Grommets; Rubber 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 



1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

64 

13243 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 



1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req’d.; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

64 

9249 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 




215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 85Z" 

1964 

42 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

64 

8006 PT 




1 

Head Set 

64 

HS 8006 PT-1 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

64 

FS 8006 PT-4 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

64 

CS 8006-2 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

64 

MS 9786 




1 

Intake to Exhaust Gasket 

64 

9763 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 



1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 




1 

Drain Plug Gasket 

64 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 



1 

Vaive Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 



1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 



QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 



1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

64 

13243 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


42 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 85Z" 1964 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

12665 

1 9/16“ OD 

43 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 87Z" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

8006 PT 


1 

Head Set 

64 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9786 


1 

Intake to Exhaust Gasket 

64 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 

44 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 88Y" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

8006 PT 


1 

Head Set 

64 

HS 8006 PT-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 88Y" 1964 44 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9786 


1 

Intake to Exhaust Gasket 

64 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req’d.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

12665 

1 9/16" OD 


215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 89Y" 1964 45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

64 

8006 PT 


1 

Head Set 

64 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

64 

MS 9786 


1 

Intake to Exhaust Gasket 

64 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

64 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30126 C-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


45 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code 89Y" 1964 

(cont.) 




QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

64 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

64 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

64 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

12665 

1 9/16“ OD 

46 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZD" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8006 PT 


1 

Head Set 

65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9786 


1 

Intake to Exhaust Gasket 

65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZD" 1965 

46 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZE" 1965 

47 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

65 

8006 PT 



1 

Head Set 

65 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

65 

MS 9786 



1 

Intake to Exhaust Gasket 

65 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9249 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


47 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZE" 1965 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 

48 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZK" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8006 PT 


1 

Head Set 

65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9786 


1 

Intake to Exhaust Gasket 

65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 

49 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZL" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8006 PT 


1 

Head Set 

65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9786 


1 

Intake to Exhaust Gasket 

65 

9763 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZL" 1965 49 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req’d.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 


215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZM" 1965 50 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8006 PT 


1 

Head Set 

65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9786 


1 

Intake to Exhaust Gasket 

65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


50 215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZM" 1965 

(cont.) 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16“ OD 

51 215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZN" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8006 PT 


1 

Head Set 

65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9786 


1 

Intake to Exhaust Gasket 

65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 


466 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZN" 1965 

51 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req’d.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZR" 1965 

52 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

65 

8006 PT 



1 

Head Set 

65 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

65 

MS 9786 



1 

Intake to Exhaust Gasket 

65 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Cover Gasket Set 

65 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req’d.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 



215 3.5L (3524cc) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZS" 1965 

53 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

65 

8006 PT 



1 

Head Set 

65 

HS 8006 PT-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


53 215 3.5L (3524CC) OHV L6 (12 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZS" 1965 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9786 


1 

Intake to Exhaust Gasket 

65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30126 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 

54 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" Bore (GMC Eng.), 4 Bbl. "Eng. Code 91Z" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7984 PT 


1 

Head Set 

62 

HS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

62 

MS 96002 


1 

Exh. Manifold Gasket Set 

62 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 12992 C 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 13044-2 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 91Z" 

1962 

54 

(cont.) 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 12993 R-1 

DESCRIPTION 




QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 




QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

62 

PART NO. 

12996-1 

DESCRIPTION 




QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

62 

62 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 




QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62 

PART NO. 

9755 

DESCRIPTION 

1 or 2 Req'd. 




QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 




QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

62 

PART NO. 

70032 

DESCRIPTION 





215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 96Y" 

1962 

55 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

62 

62 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 




QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 




QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62 

62 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 




QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel 
desired 

pump block-off plate gasket if 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62 

62 

PART NO. 

OS 12992 C 

70822 

DESCRIPTION 




QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 




QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 12993 R-1 

DESCRIPTION 




QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 




QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

62 

PART NO. 

12996-1 

DESCRIPTION 




QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

62 

62 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 




QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62 

PART NO. 

9755 

DESCRIPTION 

1 or 2 Req'd. 




QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 




QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

62 

PART NO. 

70032 

DESCRIPTION 





215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 97Y" 

1962 

56 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

62 

62 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 




QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 




QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62 

62 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


56 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 97Y" 

1962 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62 

62 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 12993 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

62 

PART NO. 
12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

62 

62 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62 

PART NO. 

9755 

DESCRIPTION 

1 or 2 Req'd. 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

62 

PART NO. 

70032 

DESCRIPTION 


57 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code AYA" 

1961 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

61 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

61 

PART NO. 

VS 12993 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

61 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

61 

PART NO. 
12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

61 

61 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

61 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

61 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

61 

PART NO. 

70032 

DESCRIPTION 


58 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code AYS" 

1961 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code AYS" 1961 58 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

61 

MS 96002 


1 

Exh. Manifold Gasket Set 

61 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12992 C 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

61 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

70032 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" Bore (GMC Eng.), 2 Bbl. "Eng. Code H" 1961 59 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7984 PT 


1 

Head Set 

61 

HS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

61 

MS 96002 


1 

Exh. Manifold Gasket Set 

61 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12992 C 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

61 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

70032 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


60 21 5 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code H" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7984 PT 


1 

Head Set 

61 

HS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

61 

MS 96002 


1 

Exh. Manifold Gasket Set 

61 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12992 C 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

61 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

61 

11528 

1 or 2 Req'd.; 4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61 

9755 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

70032 


61 215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code HI" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7984 PT 


1 

Head Set 

62 

HS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

62 

MS 96002 


1 

Exh. Manifold Gasket Set 

62 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 12992 C 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

62 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

62 

11528 

1 or 2 Req'd.; 4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62 

9755 

1 or 2 Req'd. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5' 

1 Bore (GMC Eng.), 4 Bbl. "Eng. Code HI" 

1962 

61 

(cont.) 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 



QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

62 

PART NO. 

70032 

DESCRIPTION 




215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" Bore (GMC Eng.), 2 Bbl. "Eng. Code 1" 

1962 

62 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

62 

62 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62 

62 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62 

62 

PART NO. 

OS 12992 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 12993 R-1 

DESCRIPTION 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

62 

PART NO. 

12996-1 

DESCRIPTION 



QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

62 

62 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 



QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

62 

PART NO. 

70032 

DESCRIPTION 




215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JM" 

1963 

63 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 12992 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 12993 R-1 

DESCRIPTION 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

12996-1 

DESCRIPTION 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 13001 

DESCRIPTION 

w/Rope seal 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


63 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JM" 

1963 

QTY 

1 

TIMING COVER (cont.) 

Timing Cover Seal 

YEARS 

63 

PART NO. 

15200 

DESCRIPTION 

Rubber one-piece timing cover seal 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63 

PART NO. 

70032 

DESCRIPTION 


64 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JN" 

1963 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 12993 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 
12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63 

63 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63 

PART NO. 

9755 

DESCRIPTION 

1 or 2 Req'd. 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63 

PART NO. 

70032 

DESCRIPTION 


65 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JP" 

1963 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 12993 R-1 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JP" 

1963 

65 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 13001 

w/Rope seal 



1 

Timing Cover Seal 

63 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63 

5198 

2 5/8" ID 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

63 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

63 

70032 





215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code LH" 

1961 

66 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

61 

7984 PT 




1 

Head Set 

61 

HS 7984 PT 

Int. manifold gskt. not incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

61 

FS 7984 PT 

Int. manifold gskt. not incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valley Pan Gasket Set 

61 

MS 96002 




1 

Exh. Manifold Gasket Set 

61 

MS 90013 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

61 

OS 12992 C 




1 

Drain Plug Gasket 

61 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

61 

VS 12993 R-1 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

61 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

61 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

61 

TCS 13001 

w/Rope seal 



1 

Timing Cover Seal 

61 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

61 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

61 

70032 





215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5' 

1 Bore (GMC Eng.), 2 Bbl. "Eng. Code LI" 

1962 

67 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

62 

7984 PT 




1 

Head Set 

62 

HS 7984 PT 

Int. manifold gskt. not incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

62 

FS 7984 PT 

Int. manifold gskt. not incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valley Pan Gasket Set 

62 

MS 96002 




1 

Exh. Manifold Gasket Set 

62 

MS 90013 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

62 

OS 12992 C 




1 

Drain Plug Gasket 

62 

70822 





(continued on next page) 


475 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


67 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code LI" 1962 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 12993 R-1 

DESCRIPTION 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

62 

PART NO. 
12996-1 

DESCRIPTION 

QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

62 

62 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

62 

PART NO. 

70032 

DESCRIPTION 

68 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code S" 1963-1961 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63-61 

PART NO. 

FS 7995 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63-61 

63-61 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63-61 

63-61 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63-61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63-61 

PART NO. 

VS 13055 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

63-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63-61 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63-61 

PART NO. 
12996-1 

DESCRIPTION 

QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63-61 

63-61 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63-61 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63-61 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63-61 

PART NO. 

70032 

DESCRIPTION 

69 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SE" 1963-1961 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63-61 

PART NO. 

FS 7995 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63-61 

63-61 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63-61 

63-61 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SE" 

1963-1961 

69 

(cont.) 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63-61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63-61 

PART NO. 

VS 13055 R 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

63-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63-61 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63-61 

PART NO. 

12996-1 

DESCRIPTION 



QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63-61 

63-61 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63-61 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63-61 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 



QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63-61 

PART NO. 

70032 

DESCRIPTION 




215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SG" 

1963-1961 

70 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63-61 

PART NO. 

FS 7995 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63-61 

63-61 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63-61 

63-61 

PART NO. 

OS 12992 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63-61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63-61 

PART NO. 

VS 13055 R 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

63-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63-61 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63-61 

PART NO. 

12996-1 

DESCRIPTION 



QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63-61 

63-61 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63-61 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4” ID 



QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63-61 

PART NO. 

9755 

DESCRIPTION 

1 or 2 Req'd. 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63-61 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 



QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63-61 

PART NO. 

70032 

DESCRIPTION 




215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SH" 

1963-1961 

71 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63-61 

PART NO. 

FS 7995 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63-61 

63-61 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


71 215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SH" 

1963-1961 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63-61 

63-61 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63-61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63-61 

PART NO. 

VS 13055 R 

DESCRIPTION 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

63-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

63-61 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63-61 

PART NO. 
12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

63-61 

63-61 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63-61 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63-61 

PART NO. 

9755 

DESCRIPTION 

1 or 2 Req'd. 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63-61 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

63-61 

PART NO. 

70032 

DESCRIPTION 


72 215 3.5L (3528CC) OHV V8 (16 Valve) (Buick), 3.5" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YA" 

1961 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7984 PT 

HS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

61 

PART NO. 

FS 7984 PT 

DESCRIPTION 

Int. manifold gskt. not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 96002 

MS 90013 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 12992 C 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

61 

PART NO. 

VS 12993 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

61 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

61 

PART NO. 
12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

61 

61 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

61 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

61 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

61 

PART NO. 

70032 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



215 3.5L (3528cc) OHV V8 (16 Valve) (Buick), 3.5 

" Bore (GMC Eng.), 2 Bbl. "Eng. Code YS" 1961 73 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7984 PT 


1 

Head Set 

61 

HS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7984 PT 

Int. manifold gskt. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

61 

MS 96002 


1 

Exh. Manifold Gasket Set 

61 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 12992 C 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

61 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

70032 



215 3.5L (3528cc) OHV V8 (16 Valve) (Oldsmobile), 3.5" 

Bore (GMC Eng.), 4 Bbl. Turbo "Eng. Code ST" 74 

1963-1962 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 7995 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

63-62 

MS 96002 


1 

Exh. Manifold Gasket Set 

63-62 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 12992 C 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 13055 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-62 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

63-62 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

63-62 

11528 

1 or 2 Req’d.; 4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63-62 

9755 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-62 

420 

Distributor Mounting 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


74 215 3.5L (3528CC) OHV V8 (16 Valve) (Oldsmobile), 3.5" 
(corn.) 1963-1962 

Bore (GMC Eng.), 4 Bbl. Turbo "Eng. Code ST" 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

70032 


75 215 3.5L (3528CC) OHV V8 (16 Valve) (Oldsmobile), 3.5" 
1963-1962 

Bore (GMC Eng.), MFI Turbo "Eng. Code ST" 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 7995 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

63-62 

MS 96002 


1 

Exh. Manifold Gasket Set 

63-62 

MS 90013 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 12992 C 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 13055 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-62 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

63-62 

15200 

Rubber one-piece timing cover seal 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-62 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

70032 


76 216.5 3.5L (3548cc) OHV L6 (12 Valve) (Chevrolet), 3.5" 

Bore (GMC Eng.), 1 Bbl. 1953-1937 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

53-46 

7276 B 


1 

Head Gasket 

42-37 

7276 B 


1 

Head Set 

53-46 

HS 7276 B 


1 

Head Set 

42-37 

HS 7276 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-46 

FS 7276 B-2 


1 

Full Gasket Set 

42-37 

FS 7276 B-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

53-46 

MS 8590 B-1 


1 

Int. & Exh. Gasket Set 

42-37 

MS 8590 B-1 


1 

Intake to Exhaust Gasket 

53-46 

8597 


1 

Intake to Exhaust Gasket 

42-37 

8597 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

53-46 

8592 

Packing; 1 7/8" ID 

1 

Exhaust Pipe Gasket 

50-49 

8985 

Flange 

1 

Exhaust Pipe Gasket 

42-37 

8592 

Packing; 1 7/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-46 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

42-37 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

53-46 

5019 

1 55/64" ID x 2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

42-37 

5019 

1 55/64" ID x 2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-46 

OS 5041 C 


1 

Oil Pan Gasket Set 

42-40 

OS 5041 C 


1 

Oil Pan Gasket Set 

39-37 

OS 5000 C 


1 

Drain Plug Gasket 

53-46 

70822 


1 

Drain Plug Gasket 

42-37 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



216.5 3.5L (3548cc) OHV L6 (12 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 1 Bbl. 1953-1937 

76 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

53-46 

BS 5048 

Rope 


1 

Rear Main Seal Set 

42-40 

BS 5048 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

53-46 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 


1 

Valve Cover Gasket Set 

42-37 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

53-46 

PS 5004 D 

w/Grommets 


1 

Push Rod Cover Gasket Set 

42-37 

PS 5004 D 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

53-47 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

53-46 

5021 

Thermostat Housing 


1 

Thermostat Gasket 

42-37 

5021 

Thermostat Housing 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

53-46 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

42-37 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

53-46 

5131 



1 

Water Pump Gasket 

42-41 

5131 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

53-46 

TCS 45114 



1 

Timing Cover Set 

42-37 

TCS 45114 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

53-46 

9066 

Carb. to governor 


1 

Carb. Mounting Gasket 

53-46 

9520 

Exc. Governor 


2 

Carb. Mounting Gasket 

53-46 

8812 

Governor 


1 

Carb. Mounting Gasket 

42-37 

9066 

Carb. to governor 


1 

Carb. Mounting Gasket 

42-37 

9520 

Exc. Governor 


2 

Carb. Mounting Gasket 

42-37 

8812 

Governor 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code HH" 1965 

77 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8723 PT-1 

PermaTorque® 


1 

Head Set 

65 

HS 8723 PT-7 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8723 PT-7 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8142 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9943 



1 

Exh. Manifold Gasket Set 

65 

MS 90198 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 13398 C-1 

Cork 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


1 

Rear Main Seal Set 

65 

BS 40613 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13160 R-1 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

12994 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

12996-1 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13001 

w/Rope seal 


1 

Timing Cover Seal 

65 

15200 

Rubber one-piece timing cover seal 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9249 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


77 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code HH" 

1965 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

65 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

65 

PART NO. 

70032 

DESCRIPTION 


78 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code KH" 

1964 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

64 

64 

PART NO. 

8723 PT-1 

HS 8723 PT-7 

DESCRIPTION 

PermaTorque® 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64 

PART NO. 

FS 8723 PT-7 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

64 

PART NO. 

CS 8142 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64 

64 

PART NO. 

MS 9943 

MS 90198 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 13398 C-1 
70822 

DESCRIPTION 

Cork 


QTY 

1 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

Rear Main Seal Set 

YEARS 

64 

64 

PART NO. 

BS 13044-2 

BS 40613 

DESCRIPTION 

Rope 

Rubber; Two-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64 

PART NO. 

VS 13160 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

64 

PART NO. 

12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

64 

64 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

64 

PART NO. 

5198 

DESCRIPTION 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

9249 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

64 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

64 

PART NO. 

70032 

DESCRIPTION 


79 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code KJ" 

1964 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

64 

64 

PART NO. 

8723 PT-1 

HS 8723 PT-7 

DESCRIPTION 

PermaTorque® 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64 

PART NO. 

FS 8723 PT-7 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

64 

PART NO. 

CS 8142 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64 

64 

PART NO. 

MS 9943 

MS 90198 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 13398 C-1 
70822 

DESCRIPTION 

Cork 


QTY 

1 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

Rear Main Seal Set 

YEARS 

64 

64 

PART NO. 

BS 13044-2 

BS 40613 

DESCRIPTION 

Rope 

Rubber; Two-piece 



(continued on next page) 


482 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code KJ" 

1964 

79 

(cont.) 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64 

PART NO. 

VS 13160 R-1 

DESCRIPTION 




QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 




QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

64 

PART NO. 

12996-1 

DESCRIPTION 




QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

64 

64 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

64 

PART NO. 

5198 

DESCRIPTION 

1 or 2 Req'd.; 2 5/8" ID 




QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

9249 

DESCRIPTION 




QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

64 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 




QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

64 

PART NO. 

70032 

DESCRIPTION 





225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code LH" 

1965 

80 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

65 

65 

PART NO. 

8723 PT-1 

HS 8723 PT-7 

DESCRIPTION 

PermaTorque® 




QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

65 

PART NO. 

FS 8723 PT-7 

DESCRIPTION 




QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

65 

PART NO. 

CS 8142 

DESCRIPTION 




QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

65 

65 

PART NO. 

MS 9943 

MS 90198 

DESCRIPTION 




QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

65 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65 

65 

PART NO. 

OS 13398 C-1 

70822 

DESCRIPTION 

Cork 




QTY 

1 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

Rear Main Seal Set 

YEARS 

65 

65 

PART NO. 

BS 13044-2 

BS 40613 

DESCRIPTION 

Rope 

Rubber; Two-piece 




QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

65 

PART NO. 

VS 13160 R-1 

DESCRIPTION 




QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

65 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 




QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

65 

PART NO. 

12996-1 

DESCRIPTION 




QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

65 

65 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 



QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

65 

PART NO. 

5198 

DESCRIPTION 

1 or 2 Req'd.; 2 5/8" ID 




QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

65 

PART NO. 

9249 

DESCRIPTION 




QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

65 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 




QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

65 

PART NO. 

70032 

DESCRIPTION 





225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code LJ" 

1965 

81 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

65 

65 

PART NO. 

8723 PT-1 

HS 8723 PT-7 

DESCRIPTION 

PermaTorque® 




QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

65 

PART NO. 

FS 8723 PT-7 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


81 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code LJ" 1965 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9943 


1 

Exh. Manifold Gasket Set 

65 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

65 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

65 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

70032 


82 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code MH" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8723 PT-1 

PermaTorque® 

1 

Head Set 

66 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9943 


1 

Exh. Manifold Gasket Set 

66 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

66 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358076; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45006 

Cover stamped 1375157; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45930 

Cover stamped 1375157; w/Rubber seal 

1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code MH" 

1966 

82 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req'd.; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

66 

60000 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

66 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

66 

70032 





225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code MK" 

1966 

83 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

66 

8723 PT-1 

PermaTorque® 



1 

Head Set 

66 

HS 8723 PT-7 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

66 

FS 8723 PT-7 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

66 

CS 8142 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

66 

MS 9943 




1 

Exh. Manifold Gasket Set 

66 

MS 90198 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

66 

OS 13398 C-1 

Cork 



1 

Drain Plug Gasket 

66 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 



1 

Rear Main Seal Set 

66 

BS 40613 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

66 

VS 13160 R-1 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

66 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

66 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358076; w/Rope seal 



1 

Timing Cover Set 

66 

TCS 45006 

Cover stamped 1375157; w/Rope seal 



1 

Timing Cover Set 

66 

TCS 45930 

Cover stamped 1375157; w/Rubber seal 



1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req'd.; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

66 

60000 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

66 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

66 

70032 





225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code NH" 

1967 

84 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

67 

8723 PT-1 

PermaTorque® 



1 

Head Set 

67 

HS 8723 PT-7 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

67 

FS 8723 PT-7 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

67 

CS 8142 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

67 

MS 9943 




1 

Exh. Manifold Gasket Set 

67 

MS 90198 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


84 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" Bore (GMC Eng.), 2 Bbl. "Eng. Code NH" 1967 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

67 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

67 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

67 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

67 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

70032 


85 229 3.8L (3752cc) OHV V6 (12 Valve) (Chevrolet), 3.736" 

Bore (GMC Eng.), 2 Bbl. "VIN K" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

8721 PT 


1 

Head Set 

80 

HS 8721 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8721 PT 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 8629 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90391 


1 

Exh. Manifold Gasket Set 

80 

MS 90714 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

80 

71097 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30386 C 

Cork 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 50170 C 

Cork 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

5152 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60357 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



229 3.8L (3752cc) OHV V6 (12 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 2 Bbl. "VIN K" 1980 

85 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80 

60369 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

80 

70194 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80 

71098 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 



230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1970-1963 

86 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

70-63 

8006 PT 



1 

Head Set 

70-63 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

70-63 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

70-63 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

70-63 

MS 9786 



1 

Intake to Exhaust Gasket 

70-63 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

70-63 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

70-63 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

70-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

70-63 

OS 30126 C-1 



1 

Drain Plug Gasket 

70-63 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70-69 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

70-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 


1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 





double lip; Improved design 


1 

Rear Main Seal Set 

67-63 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70-63 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

70-63 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70-63 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

70-63 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70-63 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

70-63 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70-63 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

70-63 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

70-63 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70-63 

TCS 13198 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

70-63 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

70-63 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70-63 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

70-63 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70-63 

60258 

E.E.C.; Carb. to insulator 


1 

Carb. Mounting Gasket 

70-63 

9249 

E.E.C.; Insulator to manifold 


1 

Carb. Mounting Gasket 

70-63 

9249 

Exc. E.E.C. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


86 230 3.8L (3770CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

1 Bore (GMC Eng.), 1 Bbl. 1970-1963 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

70-63 

PART NO. 

12665 

DESCRIPTION 

1 9/16" OD 

87 230 3.8L (3770CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZD" 1967-1966 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

67-66 

PART NO. 

MS 90126 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 

QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 

QTY 

1 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

67 

66 

PART NO. 

60043 

60151 

DESCRIPTION 

88 230 3.8L (3770CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZE" 1967-1966 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

67-66 

PART NO. 

MS 90126 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 

QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 

QTY 

1 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

67 

66 

PART NO. 

60043 

60151 

DESCRIPTION 

89 230 3.8L (3770CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZF" 1967-1966 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

67-66 

67-66 

PART NO. 

MS 90126 

9763 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



230 3.8L (3770cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZF" 

1967-1966 

89 

(cont.) 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 



QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16” ID 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67-66 

PART NO. 

9249 

DESCRIPTION 




230 3.8L (3770cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZG" 

1967-1966 

90 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

67-66 

67-66 

PART NO. 

MS 90126 

9763 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 



QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 



QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16” ID 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67-66 

PART NO. 

9249 

DESCRIPTION 




230 3.8L (3770cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZK" 

1967-1966 

91 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

67-66 

67-66 

PART NO. 

MS 90126 

9763 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 



QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 



QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16” ID 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67-66 

PART NO. 

9249 

DESCRIPTION 




230 3.8L (3770cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZL" 

1967-1966 

92 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 



QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

67-66 

PART NO. 

MS 90126 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


92 230 3.8L (3770CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl." 

Eng. Code ZL" 1967-1966 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 


QTY 

1 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

67 

66 

PART NO. 

60043 

60151 

DESCRIPTION 


93 230 3.8L (3770CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl." 

Eng. Code ZM" 1967-1966 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

67-66 

67-66 

PART NO. 

MS 90126 

9763 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67-66 

PART NO. 

9249 

DESCRIPTION 


94 230 3.8L (3770CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl." 

Eng. Code ZN" 1967-1966 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

67-66 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

67-66 

67-66 

PART NO. 

MS 90126 

9763 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67-66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

67-66 

PART NO. 

70822 

DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

67-66 

PART NO. 

VS 30105 A 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

67-66 

67-66 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67-66 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

67-66 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67-66 

PART NO. 

9249 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



230 3.8L (3770cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZR" 1967-1966 95 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

67-66 

HS 8196 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

67-66 

MS 90126 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 30105 A 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

67-66 

35062 

Water Outlet; 1 13/16” ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60043 


1 

Carb. Mounting Gasket 

66 

60151 



230 3.8L (3770cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZS" 1967-1966 96 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

67-66 

HS 8196 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

67-66 

MS 90126 


1 

Intake to Exhaust Gasket 

67-66 

9763 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 30105 A 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

67-66 

35062 

Water Outlet; 1 13/16” ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

9249 


231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" Bore (GMC Eng.), 2 Bbl. "VIN 2" 1979-1978 97 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-78 

8723 PT-1 

PermaTorque® 

1 

Head Set 

79-78 

HS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-78 

FS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. not 





incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-78 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

79 

MS 96033 


1 

Valley Pan Gasket Set 

78 

MS 96032 


1 

Exh. Manifold Gasket Set 

79 

MS 90508 


1 

Exh. Manifold Gasket Set 

78 

MS 90198 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79 

60975 

Packing 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


97 231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN 2" 1979-1978 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-78 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

79-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-78 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

79-78 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-78 

VS 50156 C 

Cork 

1 

Valve Cover Gasket Set 

79-78 

VS 50156 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

79-78 

VS 50156 R 

Rubber 

2 

Load Spreader Set 

79-78 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-78 

SS 70731 

Loc. Inf.; 1st Design; w/.605" valve guide OD; Premium valve 





stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-78 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-78 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-78 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

79-78 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

79-78 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60357 


1 

Air Cleaner Gasket 

78 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60398 


1 

Carb. Mounting Gasket 

78 

60368 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-78 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-78 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-78 

70032 


98 231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. Turbo "VIN 3" 1980-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

8723 PT-1 

PermaTorque® 

1 

Head Set 

80-78 

HS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. & turbo 





mounting gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-78 

FS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. & turbo 





mounting gskts. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80 

MS 96037 


1 

Valley Pan Gasket Set 

79 

MS 96033 


1 

Valley Pan Gasket Set 

78 

MS 96032 


1 

Exh. Manifold Gasket Set 

80-79 

MS 90508 


1 

Exh. Manifold Gasket Set 

78 

MS 90198 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

60975 

Exc. Buick Riviera Base, S; Packing 

1 

Exhaust Pipe Gasket 

80-79 

60975 

Buick Riviera Base, S; Packing; Exc. Turbo inlet 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

80-78 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. Turbo "VIN 3" 1980-1978 98 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

80-78 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 50156 C 

Cork 

1 

Valve Cover Gasket Set 

80-78 

VS 50156 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-78 

VS 50156 R 

Rubber 

2 

Load Spreader Set 

80-78 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-78 

SS 70731 

Loc. Int.; 1st Design; w/.605" valve guide OD; Premium valve 





stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-78 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-78 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-78 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

80-78 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

80-78 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-78 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-79 

70978 

Buick Riviera Base, S; Chamber to int. manifold 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-78 

70032 


231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" Bore (GMC Eng.), 2 Bbl. "VIN A" 1980-1977 99 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-77 

8723 PT-1 

PermaTorque® 

1 

Head Set 

80-77 

HS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-77 

FS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. not 





incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-77 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80-79 

MS 96033 


1 

Valley Pan Gasket Set 

78-77 

MS 96032 

Even firing w/freeze plugs on ends of heads 

1 

Exh. Manifold Gasket Set 

80-79 

MS 90508 


1 

Exh. Manifold Gasket Set 

78-77 

MS 90198 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

60975 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-77 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-77 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

80-77 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-77 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

80-77 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 50156 C 

Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 50156 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-79 

VS 50156 R 

Rubber 

1 

Valve Cover Gasket Set 

78-77 

VS 50156 C 

Even firing w/freeze plugs on ends of heads; Cork 

1 

Valve Cover Gasket Set 

78-77 

VS 50156 T 

Even firing w/freeze plugs on ends of heads; PermaDryPlus® 

1 

Valve Cover Gasket Set 

78-77 

VS 50156 R 

Even firing w/freeze plugs on ends of heads; Rubber 

2 

Load Spreader Set 

80-77 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


99 231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN A" 1980-1977 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-77 

SS 70731 

Loc. Int.; 1st Design; w/.605" valve guide OD; Premium valve 





stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-77 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-77 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-77 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

80-77 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

80-77 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60357 


1 

Air Cleaner Gasket 

78-77 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60398 


1 

Carb. Mounting Gasket 

78-77 

60368 

Even firing w/freeze plugs on ends of heads 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-77 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-77 

70032 


100 231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "VIN C" 1977-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-75 

8723 PT-1 

PermaTorque® 

1 

Head Set 

77-75 

HS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. not 





incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-75 

FS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. not 





incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

77-75 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

77-75 

MS 96022 

Odd firing w/o freeze plugs on ends of heads 

1 

Exh. Manifold Gasket Set 

77-75 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-75 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-75 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

77-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-75 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

77-75 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-75 

VS 50136 C 

Odd firing w/o freeze plugs on ends of heads; Cork 

2 

Load Spreader Set 

77-75 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-75 

SS 70731 

Loc. Int.; 1st Design; w/.605" valve guide OD; Premium valve 





stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77-75 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

77-75 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-75 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

77-75 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

77-75 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-75 

5292 

3 1/2" ID x 3 9/16" OD 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8" Bore (GMC Eng.), 2 Bbl. "VIN C" 1977-1975 1 00 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-75 

60279 

Odd firing w/o freeze plugs on ends of heads 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77-75 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-75 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-75 

70032 



231 3.8L (3791 cc) OHV V6 (12 Valve) (Buick), 3.8' 

1 Bore (GMC Eng.), 2 Bbl. Turbo "VIN G" 1978 1 01 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78 

8723 PT-1 

PermaTorque® 

1 

Head Set 

78 

HS 8723 PT-4 

1st Design; w/.605" valve guide OD; Int. manifold gskt. & turbo 





mounting gskts. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 8723 PT-4 

1st Design; w/,605" valve guide OD; Int. manifold gskt. & turbo 





mounting gskts. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

78 

MS 96032 


1 

Exh. Manifold Gasket Set 

78 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

78 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78 

VS 50156 C 

Cork 

1 

Valve Cover Gasket Set 

78 

VS 50156 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

78 

VS 50156 R 

Rubber 

2 

Load Spreader Set 

78 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78 

SS 70731 

Loc. Int.; 1st Design; w/.605" valve guide OD; Premium valve 





stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

78 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

78 

15200 

Rubber one-piece timing cover seal 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

78 

70032 


235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" Bore (GMC Eng.), 1 Bbl. 1962-1950 1 02 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62-53 

7619 C 

Copper-faced sandwich head gskt. material 

1 

Head Gasket 

62-53 

7619 B 

Fiber-faced head gskt. material 

1 

Head Gasket 

52-50 

7539 B 


1 

Head Set 

62-53 

HS 7619 C-1 

Copper-faced sandwich head gskt. material; Copper-faced 





sandwich head gskt. material 

1 

Head Set 

62-53 

HS 7619 B-1 

Fiber-faced head gskt. material; Fiber-faced head gskt. 





material 

1 

Head Set 

52-50 

HS 7539 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-53 

FS 7619 C-3 

Copper-faced sandwich head gskt. material; Copper-faced 





sandwich head gskt. material 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


102 235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1962-1950 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-53 

FS 7619B-3 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

1 

Full Gasket Set 

52-50 

FS 7539 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62-50 

MS 9193 B 


1 

Intake to Exhaust Gasket 

62-50 

8988 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62-50 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

62-50 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-50 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-50 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-55 

OS 5153 C 


1 

Oil Pan Gasket Set 

54-50 

OS 5041 C 


1 

Drain Plug Gasket 

62-50 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-55 

BS 13363 

Rubber; Two-piece 

1 

Rear Main Seal Set 

54-50 

BS 5048 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-54 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

62-50 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-50 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-50 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

62-50 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-50 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62-55 

5159 


1 

Water Pump Gasket 

54-50 

5131 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-50 

TCS 45114 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62-50 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62-53 

9519 

Governor 

2 

Carb. Mounting Gasket 

52-50 

9520 

Exc. Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62-50 

12665 

1 9/16" OD 

103 235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" 

Bore (GMC Eng.), 3-1 Bbl. 1955-1953 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

55-53 

7619 C 

Copper-faced sandwich head gskt. material 

1 

Head Gasket 

55-53 

7619 B 

Fiber-faced head gskt. material 

1 

Head Set 

55-53 

HS7619C-1 

Copper-faced sandwich head gskt. material; Copper-faced 
sandwich head gskt. material 

1 

Head Set 

55-53 

HS 7619 B-1 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-53 

FS 7619C-3 

Copper-faced sandwich head gskt. material; Copper-faced 
sandwich head gskt. material 

1 

Full Gasket Set 

55-53 

FS 7619B-3 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

55-53 

MS 9193 B 


1 

Intake to Exhaust Gasket 

55-53 

8988 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

55-53 

9272 

Heat riser 

1 

Exhaust Pipe Gasket 

55-53 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

55-53 

8194 

Packing; 2 1/32" ID 


(continued on next page) 


496 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" Bore (GMC Eng.), 3-1 Bbl. 1955-1953 1 03 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55-53 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

55-53 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55-53 

OS 5041 C 


1 

Drain Plug Gasket 

55-53 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 13363 

Rubber; Two-piece 

1 

Rear Main Seal Set 

54-53 

BS 5048 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55-54 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

55-53 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55-53 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55-53 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

55-53 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-53 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

55 

5159 


1 

Water Pump Gasket 

54-53 

5131 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55-53 

TCS 45114 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

55-53 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN D" 1979-1972 1 04 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-75 

8501 PT-1 

w/lntegral head 

1 

Head Gasket 

79-75 

8006 PT 

w/Separate head & int. manifold 

1 

Head Gasket 

74-72 

8006 PT 


1 

Head Set 

79-75 

HS 8501 PT-3 

w/lntegral head 

1 

Head Set 

79-75 

HS 8006 PT-1 

w/Separate head & int. manifold 

1 

Head Set 

74-72 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-75 

FS 8501 PT-3 

w/lntegral head 

1 

Full Gasket Set 

79-75 

FS 8006 PT-4 

w/Separate head & int. manifold 

1 

Full Gasket Set 

74-72 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-72 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

79-75 

MS 9786 

w/Separate head & int. manifold 

1 

Int. & Exh. Gasket Set 

74-72 

MS 9786 


1 

Exh. Manifold Gasket Set 

79-75 

MS 90324 

w/lntegral head 

1 

Intake to Exhaust Gasket 

79-75 

9763 

w/Separate head & int. manifold 

1 

Intake to Exhaust Gasket 

74-72 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-75 

60985 

w/Separate head & int. manifold; Opt. sintered metal; 2 1/32” 

ID 

w/Separate head & int. manifold; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

79-75 

8194 

1 

Exhaust Pipe Gasket 

74-72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-72 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-72 

OS 30126 C-1 


1 

Drain Plug Gasket 

79-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-75 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


104 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "VIN D" 1979-1972 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-75 

VS 13173-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Cork 

1 

Valve Cover Gasket Set 

79-75 

VS 13173 R-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Rubber 

1 

Valve Cover Gasket Set 

74-72 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

74-72 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

79-72 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

79-72 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-72 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

79-72 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-75 

35062 

Water Outlet; w/lntegral head; 1 13/16" ID 

1 

Water Outlet Gasket 

79-75 

35562 T 

Water Outlet; w/lntegral head; 1 13/16" ID; PermaDryPlus® 

1 

Water Outlet Gasket 

79 

35218 

Water Outlet; w/Separate head & int. manifold 

1 

Water Outlet Gasket 

78-75 

35062 

Water Outlet; w/Separate head & int. manifold; 1 13/16" ID 

1 

Water Outlet Gasket 

78-75 

35562 T 

Water Outlet; w/Separate head & int. manifold; 1 13/16" ID; 





PermaDryPlus® 

1 

Water Outlet Gasket 

74-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

74-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-72 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-72 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-72 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

79-72 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-73 

60250 


1 

Carb. Mounting Gasket 

72 

60250 

Carb. to insulator 

1 

Carb. Mounting Gasket 

72 

9249 

Insulator to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-72 

12665 

1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-75 

71098 

w/lntegral head 

1 

EGR Gasket 

79-75 

70836 

w/Separate head & int. manifold 

1 

EGR Gasket 

74-73 

70836 


105 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code CAA" 


1971-1970 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-70 

8006 PT 


1 

Head Set 

71-70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 


1 

Intake to Exhaust Gasket 

71-70 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32” ID 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-70 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "Eng. Code CAA" 

1971-1970 

105 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71-70 

PART NO. 

13243 

DESCRIPTION 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

71-70 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 


1 

Carb. Mounting Gasket 

71-70 

9249 

E.E.C.; Insulator to manifold 


1 

Carb. Mounting Gasket 

71-70 

9249 

Exc. E.E.C. 


1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "Eng. Code CAB" 

1971-1970 

106 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71-70 

71-70 

PART NO. 

8006 PT 

HS 8006 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71-70 

PART NO. 

FS 8006 PT-4 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71-70 

PART NO. 

CS 8006-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

71-70 

71-70 

PART NO. 

MS 9786 

9763 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

71-70 

71-70 

PART NO. 

OS 30126 C-1 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


106 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code CAB" 

(corn.) 1971-1970 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-70 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-70 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 

107 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code CG" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-70 

8006 PT 


1 

Head Set 

71-70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 


1 

Intake to Exhaust Gasket 

71-70 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "Eng. Code CG" 1971-1970 1 07 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-70 

5198 

1 or 2 Req'd.; 2 5/8“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-70 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-70 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16“ OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code FT" 1966 1 08 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66 

8006 PT 


1 

Head Set 

66 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66 

MS 9786 


1 

Intake to Exhaust Gasket 

66 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30126 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

66 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

66 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

66 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

66 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req’d.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

66 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

66 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

12665 

1 9/16“ OD 


501 










GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


109 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code FV" 

1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

67 

8006 PT 



1 

Head Set 

67 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

67 

MS 9786 



1 

Intake to Exhaust Gasket 

67 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60985 

Opt. sintered metal; 2 1/32“ ID 


1 

Exhaust Pipe Gasket 

67 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 30126 C-1 



1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

67 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

67 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

67 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

67 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

67 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

67 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60258 

E.E.C.; Carb. to insulator 


1 

Carb. Mounting Gasket 

67 

9249 

E.E.C.; Insulator to manifold 


1 

Carb. Mounting Gasket 

67 

9249 

Exc. E.E.C. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67 

12665 

1 9/16" OD 


11 o 250 4.1 L (4098CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code LA" 

1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

69 

8006 PT 



1 

Head Set 

69 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

69 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

69 

MS 9786 



1 

Intake to Exhaust Gasket 

69 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

69 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

69 

8194 

Packing; 2 1/32" ID 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code LA" 1969 1 10 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30126 C-1 


1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 13173-1 

Cork 

1 

Vaive Cover Gasket Set 

69 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

69 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

69 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code LE" 1969 1 1 1 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69 

8006 PT 


1 

Head Set 

69 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69 

MS 9786 


1 

Intake to Exhaust Gasket 

69 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30126 C-1 


1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

69 

VS 13173 R-1 

Rubber 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


HI 2504.1 L(4098cc)OHV L6(12 Valve)(Chevrolet),3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code LE" 1969 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

13243 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

69 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

69 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 

112 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code MA" 1969 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69 

69 

PART NO. 

8006 PT 

HS 8006 PT-1 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69 

PART NO. 

FS 8006 PT-4 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

69 

PART NO. 

CS 8006-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69 

69 

PART NO. 

MS 9786 

9763 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69 

69 

PART NO. 

OS 30126 C-1 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

69 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

13243 

DESCRIPTION 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code MA" 1969 1 12 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

69 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

69 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ME" 1969 1 13 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69 

8006 PT 


1 

Head Set 

69 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69 

MS 9786 


1 

Intake to Exhaust Gasket 

69 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30126 C-1 


1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

69 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69 

5198 

1 or 2 Req’d.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

69 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

69 

9249 

Exc. E.E.C. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


113 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ME" 1969 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 

114 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code PS" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

68 

8006 PT 


1 

Head Set 

68 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

68 

MS 9786 


1 

Intake to Exhaust Gasket 

68 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

68 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 30126 C-1 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 

1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 
double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

68 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

68 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

68 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

68 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

68 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68 

12665 

1 9/16" OD 

115 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code RF" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-70 

8006 PT 


1 

Head Set 

71-70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8006 PT-4 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "Eng. Code RF" 1971-1970 1 15 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 


1 

Intake to Exhaust Gasket 

71-70 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-70 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-70 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code SA" 1970 1 16 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70 

8006 PT 


1 

Head Set 

70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70 

MS 9786 


1 

Intake to Exhaust Gasket 

70 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


116 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code SA" 1970 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30126 C-1 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

70 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

70 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

70 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

12665 

1 9/16" OD 

117 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code SB" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70 

8006 PT 


1 

Head Set 

70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70 

MS 9786 


1 

Intake to Exhaust Gasket 

70 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30126 C-1 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

70 

PS 13228 R 

w/Grommets; Rubber 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code SB" 1970 1 17 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

70 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

70 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

12665 

1 9/16" OD 


250 4.1L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "Eng. Code VB" 1971-1968 1 18 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-68 

8006 PT 


1 

Head Set 

71-68 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-68 

MS 9786 


1 

Intake to Exhaust Gasket 

71-68 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-68 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 

1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 
double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-68 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-68 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-68 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


118 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code VB" 1971-1968 

(cont.) 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-68 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-68 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-68 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70-68 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

12665 

1 9/16" OD 

119 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code VE" 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-66 

8006 PT 


1 

Head Set 

69-66 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-66 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-66 

MS 9786 


1 

Intake to Exhaust Gasket 

69-66 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69-66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 30126 C-1 


1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 

1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 





double lip; Improved design 

1 

Rear Main Seal Set 

67-66 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

69-66 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-66 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69-66 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69-66 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-66 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-66 

16312 

Timing Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code VE" 1969-1966 1 19 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69-66 

5198 

1 or 2 Req'd.; 2 5/8“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-66 

60258 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

69-66 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

69-66 

9249 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code VF" 1971-1968 1 20 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-68 

8006 PT 


1 

Head Set 

71-68 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-68 

MS 9786 


1 

Intake to Exhaust Gasket 

71-68 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-68 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 

1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 
double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13173-1 

Cork 

1 

Vaive Cover Gasket Set 

71-68 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-68 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-68 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-68 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-68 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-68 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-68 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70-68 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

12665 

1 9/16" OD 


511 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


121 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZB" 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

71-70 

8006 PT 



1 

Head Set 

71-70 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-70 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71-70 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 



1 

Intake to Exhaust Gasket 

71-70 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32“ ID 


1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 



1 

Drain Plug Gasket 

71-70 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design | 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71-70 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

71-70 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 


1 

Carb. Mounting Gasket 

71-70 

9249 

E.E.C.; Insulator to manifold 


1 

Carb. Mounting Gasket 

71-70 

9249 

Exc. E.E.C. 


1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 


122 250 4.1 L (4098CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZG" 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

71-70 

8006 PT 



1 

Head Set 

71-70 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-70 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71-70 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 



1 

Intake to Exhaust Gasket 

71-70 

9763 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32" ID 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZG" 1971-1970 1 22 

(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-70 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-70 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 


250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1971-1965 123 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-65 

8006 PT 


1 

Head Set 

71-65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-65 

MS 9786 


1 

Intake to Exhaust Gasket 

71-65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-65 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


123 250 4.1 L (4098CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1971-1965 


CRANKSHAFT REAR SEAL 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13241 

w/date stamp F0623 & R; Rubber; Two-piece 

1 

Rear Main Seal Set 

68 

BS 40013 

w/o Date stamp F0623 & R; Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

w/o Date stamp F0623 & R; Rubber; Two-piece; Offset 





double lip; Improved design 

1 

Rear Main Seal Set 

67-65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-65 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-65 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-65 

TCS 45264 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

71-65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71-65 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60250 

E.E.C.; Carb. to insulator 

1 

Carb. Mounting Gasket 

71-65 

9249 

E.E.C.; Insulator to manifold 

1 

Carb. Mounting Gasket 

71-65 

9249 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70-65 

60258 

E.E.C.; Carb. to insulator 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-65 

12665 

1 9/16" OD 

124 250 4.1 L (4098CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code XF" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

69 

HS 8196 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69 

MS 90126 


1 

Intake to Exhaust Gasket 

69 

9763 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

69 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 30105 A 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60250 

w/M/T 

125 250 4.1 L (4098CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZC" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

69 

HS 8196 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69 

MS 90126 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZC" 1969 1 25 

(cont.) 

QTY 

1 

MANIFOLD - INT. & EXH. 

(cont.) 

Intake to Exhaust Gasket 

YEARS 

69 

PART NO. 

9763 


DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69 

PART NO. 

70822 


DESCRIPTION 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 30105 A 


DESCRIPTION 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69 

69 

PART NO. 

SS 5112 

SS 13360 


DESCRIPTION 

O-ring 

Seal 

QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69 

PART NO. 

35062 


DESCRIPTION 

Water Outlet; 1 13/16” ID 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69 

PART NO. 

5198 


DESCRIPTION 

2 5/8" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60250 


DESCRIPTION 

w/M/T 


250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZD" 1969-1968 1 26 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69-68 

PART NO. 

HS 8196 PT-2 


DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

69-68 

PART NO. 

MS 90126 


DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69-68 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69-68 

PART NO. 

70822 


DESCRIPTION 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69-68 

PART NO. 

VS 30105 A 


DESCRIPTION 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69-68 

69-68 

PART NO. 

SS 5112 

SS 13360 


DESCRIPTION 

O-ring 

Seal 

QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69-68 

PART NO. 

35062 


DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-68 

PART NO. 

60038 


DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60061-1 


DESCRIPTION 


250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZE" 1969-1968 1 27 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69-68 

PART NO. 

HS 8196 PT-2 


DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

69-68 

PART NO. 

MS 90126 


DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69-68 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69-68 

PART NO. 

70822 


DESCRIPTION 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69-68 

PART NO. 

VS 30105 A 


DESCRIPTION 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69-68 

69-68 

PART NO. 

SS 5112 

SS 13360 


DESCRIPTION 

O-ring 

Seal 

QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69-68 

PART NO. 

35062 


DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-68 

PART NO. 

60038 


DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60061-1 


DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


128 250 4.1 L (4098CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl." 

Eng. Code ZF"1969 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69 

69 

PART NO. 

MS 90126 

9763 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69 

PART NO. 

70822 

DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 30105 A 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69 

69 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69 

PART NO. 

5198 

DESCRIPTION 

2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60250 

DESCRIPTION 

w/M/T 


129 250 4.1 L (4098CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl." 

Eng. Code ZH"1969 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

69 

PART NO. 

MS 90126 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69 

PART NO. 

70822 

DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 30105 A 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69 

69 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60061-1 

DESCRIPTION 


130 250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl." 

Eng. Code ZK" 1969-1968 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69-68 

PART NO. 

HS 8196 PT-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69-68 

69-68 

PART NO. 

MS 90126 

9763 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69-68 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69-68 

PART NO. 

70822 

DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69-68 

PART NO. 

VS 30105 A 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69-68 

69-68 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69-68 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZK" 

1969-1968 1 30 

(cont.) 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-68 

PART NO. 

5198 


DESCRIPTION 

2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60250 


DESCRIPTION 

w/M/T 



250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZL" 

1969-1968 1 31 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69-68 

PART NO. 

HS 8196 PT-2 


DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

69-68 

PART NO. 

MS 90126 


DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69-68 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69-68 

PART NO. 

70822 


DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69-68 

PART NO. 

VS 30105 A 


DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69-68 

69-68 

PART NO. 

SS 5112 

SS 13360 


DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69-68 

PART NO. 

35062 


DESCRIPTION 

Water Outlet; 1 13/16” ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-68 

PART NO. 

60038 


DESCRIPTION 

5 1/32” ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60061-1 


DESCRIPTION 



250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code ZN" 

1969-1968 1 32 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

69-68 

PART NO. 

HS 8196 PT-2 


DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69-68 

69-68 

PART NO. 

MS 90126 

9763 


DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69-68 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

69-68 

PART NO. 

70822 


DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69-68 

PART NO. 

VS 30105 A 


DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

69-68 

69-68 

PART NO. 

SS 5112 

SS 13360 


DESCRIPTION 

O-ring 

Seal 


QTY 

2 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69-68 

PART NO. 

35062 


DESCRIPTION 

Water Outlet; 1 13/16” ID 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69-68 

PART NO. 

5198 


DESCRIPTION 

2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60250 


DESCRIPTION 

w/M/T 



250 4.1 L (4098cc) SOHC L6 (12 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZO" 1968 1 33 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

68 

PART NO. 

HS 8196 PT-2 


DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

68 

PART NO. 

MS 90126 


DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

68 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Drain Plug Gasket 

YEARS 

68 

PART NO. 

70822 


DESCRIPTION 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

68 

PART NO. 

VS 30105 A 


DESCRIPTION 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


1 33 250 4.1 L (4098CC) SOHC L6 (12 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ZO" 1968 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60061-1 


134 260 4.3L (4261 cc) OHV V8 (16 Valve) (Oldsmobile), 3.5" 

Bore (GMC Eng.), 2 Bbl. "VIN F" 1980-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-77 

8505 PT 


1 

Head Set 

80-77 

HS 8505 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-75 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80-77 

MS 96026 


1 

Valley Pan Gasket Set 

76-75 

MS 96027 


1 

Exh. Manifold Gasket Set 

80-75 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-75 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-75 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-75 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

80-75 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

80-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-75 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-75 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

80-75 

VS 50259 R 

Rubber; 11/64” thick 

1 

Valve Cover Gasket Set 

80-75 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-75 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-75 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-75 

35065 

w/A/C 

1 

Water Pump Gasket 

80-75 

35059 

w/o A/C 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-75 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-75 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-75 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-75 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60357 


1 

Air Cleaner Gasket 

77-75 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60381 


1 

Carb. Mounting Gasket 

77-75 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-75 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-75 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

71098 


1 

EGR Gasket 

76-75 

70954 

EGR valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

80-75 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-75 

13458 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



261 4.3L (4278cc) OHV L6 (12 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 1 Bbl. 1962-1955 1 35 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62-55 

7782 B 


1 

Head Set 

62-55 

HS 7782 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-55 

FS 7782 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62-55 

MS 9193 B 


1 

Intake to Exhaust Gasket 

62-55 

8988 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62-55 

8985 

Flange 

1 

Exhaust Pipe Gasket 

62-55 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

62-55 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-55 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-56 

OS 5153 C 


1 

Oil Pan Gasket Set 

55 

OS 5041 C 

1st Design 

1 

Oil Pan Gasket Set 

55 

OS 5153 C 

2nd Design 

1 

Drain Plug Gasket 

62-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-55 

BS 13363 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-55 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

62-55 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-55 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-55 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

62-55 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-55 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

62-55 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62-56 

5159 


1 

Water Pump Gasket 

55 

5131 

1st Design 

1 

Water Pump Gasket 

55 

5159 

2nd Design 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-55 

TCS 45114 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62-55 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62-55 

9066 

4-hole Bypass; 1 or 2 Req’d. 

2 

Carb. Mounting Gasket 

62-55 

8987 

4-notch Bypass; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62-55 

12665 

1 9/16" OD 


261 4.3L (4278cc) OHV L6 (12 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 2 Bbl. 1962-1955 1 36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62-55 

7782 B 


1 

Head Set 

62-55 

HS 7782 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-55 

FS 7782 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62-55 

MS 9193 B 


1 

Intake to Exhaust Gasket 

62-55 

8988 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62-55 

8985 

Flange 

1 

Exhaust Pipe Gasket 

62-55 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

62-55 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


136 261 4.3L (4278CC) OHV L6 (12 Valve) (Chevrolet), 3.75" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1962-1955 

QTY 

FUEL PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

62-55 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-56 

OS 5153 C 


1 

Oil Pan Gasket Set 

55 

OS 5041 C 

1st Design 

1 

Oil Pan Gasket Set 

55 

OS 5153 C 

2nd Design 

1 

Drain Plug Gasket 

62-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-55 

BS 13363 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-55 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

62-55 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-55 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-55 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

62-55 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-55 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

62-55 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62-56 

5159 


1 

Water Pump Gasket 

55 

5131 

1st Design 

1 

Water Pump Gasket 

55 

5159 

2nd Design 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-55 

TCS 45114 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62-55 

9394 

Carb. to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62-55 

12665 

1 9/16" OD 

137 262 4.3L (4293cc) OHV V8 (16 Valve) (Chevrolet), 3.671 

" Bore (GMC Eng.), 2 Bbl. "VIN G" 1976-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-75 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

76-75 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

1 

Head Set 

76-75 

HS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

76-75 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-75 

FS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-75 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-75 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76-75 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-75 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-75 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-75 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

76-75 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

76-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-75 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-75 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-75 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-75 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-75 

VS 50265 C 

Hi-Temp.; Cork 


(continued on next page) 
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262 4.3L (4293cc) OHV V8 (16 Valve) (Chevrolet), 3.671 

1" Bore (GMC Eng.), 2 Bbl. "VIN G" 1976-1975 1 37 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-75 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-75 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-75 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-75 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

76-75 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-75 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-75 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-75 

5152 

To block 

1 

Water Pump Gasket 

76-75 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-75 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-75 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-75 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

76-75 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60248 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-75 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-75 

72665 

Distributor to oil pump shaft retainer 

263 4.3L (431 Icc) OHV L8 (16 Valve) (Buick), 3.1875" Bore (GMC Eng.), 2 Bbl. 1953-1950 1 38 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-50 

FS 7546 SH 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

53-50 

MS 2498 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

53-50 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-50 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

53-50 

VS 4035 A 


264 4.3L (4327cc) OHV V8 (16 Valve) (Buick), 3.625" Bore (GMC Eng.), 2 Bbl. 1955-1954 1 39 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-54 

FS 7613 SH-2 

High compression 

1 

Full Gasket Set 

55-54 

FS 7613 S-2 

Low compression 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55-54 

MS 9334 SH 


1 

Exh. Manifold Gasket Set 

55-54 

MS 90020 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

55-54 

9095 

Loc. Front 

1 

Exhaust Pipe Gasket 

55-54 

9097 

Loc. Rear; 3" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55-54 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55-54 

OS 11391 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55-54 

BS 13044-2 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


1 39 264 4.3L (4327cc) OHV V8 (16 Valve) (Buick), 3.625" Bore (GMC Eng.), 2 Bbl. 1955-1954 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55-54 

VS 11381 R-1 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-54 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

55-54 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55-54 

TCS 11557 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

55-54 

9093 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

55-54 

421 

Distributor Mounting 

140 265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" 

Bore (GMC Eng.), 2 Bbl. 1957-1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57-55 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

57-55 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

57-55 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

57-55 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

57-55 

7733 SP 

HeadSaver® 

1 

Head Set 

57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

56-55 

HS 7733 PT-1 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

57-55 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

57-55 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9617 


1 

Int. Manifold Gasket Set 

56-55 

MS 9200 B 


1 

Exh. Manifold Gasket Set 

57-55 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

57 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

57 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

57 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

57-55 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

57-55 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

56-55 

9272 

Heat riser 

2 

Exhaust Pipe Gasket 

56-55 

9273 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

57-55 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

inH 

1 

Oil Pan Gasket Set 

56-55 

OS 5197 C-3 

w/Exh. pipe packing; Cork 

1 

Drain Plug Gasket 

57-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-55 

BS 5155 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

57-55 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-55 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 2 Bbl. 1957-1955 1 40 

(cont.) 

QTY 

VALVE STEM SEAL SET 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-55 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-55 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

57-55 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

57-55 

5152 

To block 

1 

Water Pump Gasket 

57-55 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-55 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

57-55 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

57-55 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

57-55 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57-55 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

57-55 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57-55 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

57 

72665 

Distributor to oil pump shaft retainer 


265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 2-4 Bbl. 1956 1 41 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

56 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 

2 

Head Gasket 

56 

501 SD 

Embossed steel 

Head bolts not inch; Head bolt replacement recommended; 

2 

Head Gasket 

56 

7733 PT-2 

PermaTorque Severe Duty® 

Head bolts not inch; Head bolt replacement recommended; 

2 

Head Gasket 

56 

8651 PT 

PermaTorque® 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 

2 

Head Gasket Spacer Shim 

56 

7733 SP 

recommended 

HeadSaver® 

1 

Head Set 

56 

HS 7733 PT-1 

Int. manifold gskts. not incl.; Head bolts not incl.; Head bolt 

2 

Head Bolt Set 

56 

ES 72856 

replacement recommended 

Replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

56 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56 

MS 9617 


1 

Exh. Manifold Gasket Set 

56 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

56 

60083 

Heat riser; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

56 

9273 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8“ ID 

2 

Exhaust Pipe Gasket 

56 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

56 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

56 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 5197 C-3 

w/Exh. pipe packing; Cork 

1 

Drain Plug Gasket 

56 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56 

BS 5155 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

56 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

56 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

56 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

56 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35062 

Water Outlet; 1 13/16" ID 
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141 265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" 

(cont.) 

Bore (GMC Eng.), 2-4 Bbl. 1956 


WATER OUTLET GASKET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

56 

5152 

To block 

1 

Water Pump Gasket 

56 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

56 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

56 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

56 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

56 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

56 

9391 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

70194 


142 265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" 

Bore (GMC Eng.), 4 Bbl. 1957-1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57-55 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

57-55 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

57-55 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

57-55 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

57-55 

7733 SP 

HeadSaver® 

1 

Head Set 

57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

56-55 

HS 7733 PT-1 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

57-55 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

57-55 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9617 


1 

Int. Manifold Gasket Set 

56-55 

MS 9200 B 


1 

Exh. Manifold Gasket Set 

57-55 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

57 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

57 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

57 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

57-55 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

57-55 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32” ID 

1 

Exhaust Pipe Gasket 

56-55 

9272 

Heat riser 

2 

Exhaust Pipe Gasket 

56-55 

9273 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

57-55 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

56-55 

OS 5197 C-3 

1 

Drain Plug Gasket 

57-55 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-55 

BS 5155 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 4 Bbl. 1957-1955 1 42 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

57-55 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-55 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

57-55 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-55 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

57-55 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

57-55 

5152 

To block 

1 

Water Pump Gasket 

57-55 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-55 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

57-55 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

57-55 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

57-55 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57-55 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

57-55 

9474 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57-55 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

57 

72665 

Distributor to oil pump shaft retainer 


265 4.3L (4343cc) OHV V8 (16 Valve) (Pontiac), 3.75" Bore (GMC Eng.), 2 Bbl. "VIN S" 1980 143 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

8717 PT-2 


1 

Head Set 

80 

HS 8719 PT 

Premium valve stem seals incl.; Consolidated design 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90364 


1 

Exh. Manifold Gasket Set 

80 

MS 90365 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30191 C-2 


1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

80 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

80 

PS 50150 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60357 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


143 265 4.3L (4343cc) OHV V8 (16 Valve) (Pontiac), 3.75" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN S" 1980 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60465 

Adapter to manifold 

1 

Carb. Mounting Gasket 

80 

60381 

Carb. to adapter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

71098 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80 

12172 

Oil pump cover to block 

144 267 4.4L (4376cc) OHV V8 (16 Valve) (Chevrolet), 3.5 

" Bore (GMC Eng.), 2 Bbl. "VIN J" 1980-1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-79 

8670 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

80-79 

HS 8670 PT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

80-79 

ES 72856 

Replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-79 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-79 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-79 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410C 

Cork 

1 

Oil Pan Gasket Set 

80-79 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79 

OS 5197 C-5 

Cork 

1 

Drain Plug Gasket 

80-79 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-79 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-79 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-79 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-79 

5152 

To block 

1 

Water Pump Gasket 

80-79 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-79 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-79 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60357 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60369 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-79 

70194 
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267 4.4L (4376cc) OHV V8 (16 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 2 Bbl. "VIN J" 1980-1979 1 44 

(cont.) 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-79 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-79 

72665 

Distributor to oil pump shaft retainer 


283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1967-1957 1 45 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-57 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

67-57 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

67-57 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

67-57 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

67-57 

7733 SP 

HeadSaver® 

1 

Head Set 

67-60 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

67-60 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

59 

HS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

59 

HS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

58-57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

58-57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

67-57 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-60 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

67-60 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

59 

FS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

59 

FS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-59 

CS 7733-2 


1 

Gasket Conversion Set 

58-57 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-57 

MS 9617 


1 

Exh. Manifold Gasket Set 

67-57 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-57 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

67-57 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

67-57 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

67-57 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-57 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

67-57 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

67-57 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-59 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

67-59 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

58-57 

BS 5155 

Rope 
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1 45 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1967-1957 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

67-59 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

67-59 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

67-57 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-60 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

67-60 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

58-57 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

58-57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-57 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

67-57 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-57 

5152 

To block 

1 

Water Pump Gasket 

67-57 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-57 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-57 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-57 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-57 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-57 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-57 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-57 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

67-57 

72665 

Distributor to oil pump shaft retainer 

146 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2-4 Bbl. 1961-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-57 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

61-57 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

61-57 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

61-57 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

61-57 

7733 SP 

HeadSaver® 

1 

Head Set 

61-60 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

61-60 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

59 

HS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

59 

HS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

58-57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

58-57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

61-57 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61-60 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

61-60 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

59 

FS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

59 

FS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 
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283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2-4 Bbl. 1961-1957 146 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

61-59 

CS 7733-2 


1 

Gasket Conversion Set 

58-57 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61-57 

MS 9617 


1 

Exh. Manifold Gasket Set 

61-57 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61-57 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

61-57 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

61-57 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

61-57 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

61-57 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

61-57 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

61-57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

61-57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

61-57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-59 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

61-59 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

58-57 

BS 5155 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-57 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

61-57 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

61-59 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

61-59 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

61-57 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

61-57 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

58-57 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

58-57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-57 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

61-57 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61-57 

5152 

To block 

1 

Water Pump Gasket 

61-57 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-57 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

61-57 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61-57 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

61-57 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

61-57 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61-57 

9391 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-57 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

61-57 

72665 

Distributor to oil pump shaft retainer 
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QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-57 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

67-57 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

67-57 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 
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(cont.) 

Bore (GMC Eng.), 4 Bbl. 1967-1957 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-57 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

67-57 

7733 SP 

HeadSaver® 

1 

Head Set 

67-60 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

67-60 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

59 

HS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

59 

HS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

58-57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

58-57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

67-57 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-60 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

67-60 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

59 

FS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

59 

FS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-59 

CS 7733-2 


1 

Gasket Conversion Set 

58-57 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-57 

MS 9617 


1 

Exh. Manifold Gasket Set 

67-57 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-57 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

67-57 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

67-57 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

67-57 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

67-57 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

67-57 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

67-57 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-59 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

67-59 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

58-57 

BS 5155 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

67-59 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

67-59 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

67-57 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-60 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

67-60 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

58-57 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

58-57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-57 

35062 

Water Outlet; 1 13/16" ID 
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(cont.) 

QTY 

WATER OUTLET GASKET 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-57 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-57 

5152 

To block 

1 

Water Pump Gasket 

67-57 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-57 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-57 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-57 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-57 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-61 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

66-57 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

9474 


1 

Carb. Mounting Gasket 

66-65 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

61-57 

9474 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-57 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

67-57 

72665 

Distributor to oil pump shaft retainer 
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QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-57 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

61-57 

501 SD 

Embossed steel 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

61-57 

7733 PT-2 

PermaTorque Severe Duty® 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

61-57 

8651 PT 

PermaTorque® 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 

2 

Head Gasket Spacer Shim 

61-57 

7733 SP 

recommended 

HeadSaver® 

1 

Head Set 

61-60 

HS 7733 PT-8 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

59 

HS 7733 PT-8 

Valve stem seals not incl.; Head bolts not incl.; Head bolt 

1 

Head Set 

58-57 

HS 7733 PT-8 

replacement recommended 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

61-57 

ES 72856 

Replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

61-59 

CS 7733-2 


1 

Gasket Conversion Set 

58-57 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61-57 

MS 9617 


1 

Exh. Manifold Gasket Set 

61-57 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61-57 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

61-57 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

61-57 

8592 

Pipe to manifold; 1 or 2 Req’d.; 1 7/8" ID 

2 

Exhaust Pipe Gasket 

61-57 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

61-57 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-57 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

61-57 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

61-57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

61-57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

1 

Drain Plug Gasket 

61-57 

70822 

incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-59 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

61-59 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

58-57 

BS 5155 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-57 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

61-57 

VS 12869 AC 

Cork; 7/32" thick 
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(cont.) 

" Bore (GMC Eng.), MF11961-1957 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-59 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

61-59 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

61-57 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

61-57 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

58-57 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

58-57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-57 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

61-57 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61-57 

5152 

To block 

1 

Water Pump Gasket 

61-57 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-57 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

61-57 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

61-57 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

61-57 

16312 

Timing Cover 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61-57 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

61-57 

72665 

Distributor to oil pump shaft retainer 

1 49 287.2 4.7L (4707cc) OHV V8 (16 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 2 Bbl. 1955 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

55 

PART NO. 

FS 7729 S-1 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

55 

8938 

Pipe to manifold; 1 or 2 Req’d.; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

55 

55 

PART NO. 

OS 11489 C 

70822 

DESCRIPTION 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

55 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

55 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

55 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

35062 

Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

55 

PART NO. 

12967 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

55 

PART NO. 

TCS 12681-1 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

55 

PART NO. 

11497 

DESCRIPTION 

150 287.2 4.7L (4707cc) OHV V8 (16 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 4 Bbl. 1955 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

55 

PART NO. 

FS 7729 S-1 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

55 

8938 

Pipe to manifold; 1 or 2 Req’d.; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

55 

PART NO. 

OS 11489 C 

DESCRIPTION 
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(cont.) 

QTY 

1 

OIL PAN (cont.) 

Drain Plug Gasket 

YEARS 

55 

PART NO. 

70822 

DESCRIPTION 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Cover Gasket Set 

55 

VS 50005 C 

Cork; 1/8" thick 


1 

Vaive Cover Gasket Set 

55 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

55 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

55 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

55 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

55 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

55 

12967 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

55 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

55 

11528 

4" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

55 

11497 




300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. 

"Eng. Code KL" 1964 1 51 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8172 PT 



1 

Head Set 

64 

HS 8172 PT-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8172 PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9944 



1 

Exh. Manifold Gasket Set 

64 

MS 90235 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 13397 C-1 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 12993 R-1 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

12994 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

12996-1 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13001 

w/Rope seal 


1 

Timing Cover Seal 

64 

15200 

Rubber one-piece timing cover seal j 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

64 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

64 

420 

Distributor Mounting 



300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code KP" 1964 1 52 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8172 PT 



1 

Head Set 

64 

HS 8172 PT-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8172 PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9944 



1 

Exh. Manifold Gasket Set 

64 

MS 90235 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


1 52 300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code KP" 

1964 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 13397 C-1 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64 

PART NO. 

VS 12993 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

64 

PART NO. 

12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

64 

64 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

64 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

9755 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

64 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


153 300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code LL" 

1965 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

65 

65 

PART NO. 

8172 PT 

HS 8172 PT-2 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

65 

PART NO. 

FS 8172 PT-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

65 

65 

PART NO. 

MS 9990 

MS 90235 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

65 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

65 

65 

PART NO. 

OS 13397 C-1 
70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

65 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

65 

PART NO. 

VS 12993 R-1 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

65 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

65 

PART NO. 

12996-1 

DESCRIPTION 


QTY 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Seal 

YEARS 

65 

65 

PART NO. 

TCS 13001 

15200 

DESCRIPTION 

w/Rope seal 

Rubber one-piece timing cover seal 


QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

65 

PART NO. 

5198 

DESCRIPTION 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

65 

PART NO. 

60000 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

65 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 


154 300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LP" 

1965 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

65 

65 

PART NO. 

8172 PT 

HS 8172 PT-2 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

65 

PART NO. 

FS 8172 PT-2 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LP" 1965 1 54 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9990 


1 

Exh. Manifold Gasket Set 

65 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13397 C-1 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13001 

w/Rope seal 

1 

Timing Cover Seal 

65 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65 

11528 

1 or 2 Req'd.; 4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9755 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

420 

Distributor Mounting 


300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code ML" 1966 1 55 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8172 PT 


1 

Head Set 

66 

HS 8172 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8172 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9990 


1 

Exh. Manifold Gasket Set 

66 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13397 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358076; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45006 

Cover stamped 1375157; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45930 

Cover stamped 1375157; w/Rubber seal 

1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req’d.; 2 5/8“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

420 

Distributor Mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


156 300 4.9L (4917cc) OHV V8 (16 Valve) (Buick), 3.75 

" Bore (GMC Eng.), 2 Bbl. "Eng. Code NL" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8172 PT 


1 

Head Set 

67 

HS 8172 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8172 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9990 


1 

Exh. Manifold Gasket Set 

67 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13397 C-1 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

67 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

67 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

67 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 

157 301 4.9L (4933cc) OHV V8 (16 Valve) (Pontiac), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN W" 1980-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

8717 PT-2 


1 

Head Set 

80-78 

HS 8719 PT 

Premium valve stem seals incl.; Consolidated design 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-78 

FS 8532 PT 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 90364 


1 

Exh. Manifold Gasket Set 

80-78 

MS 90365 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 30191 C-2 


1 

Drain Plug Gasket 

80-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

80-78 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

80-78 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

80-78 

PS 50150 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-78 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-78 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-78 

35046 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



301 4.9L (4933cc) OHV V8 (16 Valve) (Pontiac), 4 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 

1980-1978 1 57 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-78 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

80-78 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-78 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

80-78 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-78 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-78 

60466 

Adapter to manifold 


1 

Carb. Mounting Gasket 

80-78 

60397 

Carb. to adapter 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

80-78 

11497 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-78 

71098 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

80-78 

12172 

Oil pump cover to block 



301 4.9L (4933cc) OHV V8 (16 Valve) (Pontiac), 4" Bore (GMC Eng.), 2 Bbl. "VIN Y" 

1979-1977 1 58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

79-77 

8717 PT-2 



1 

Head Set 

79-77 

HS 8719 PT 

Premium valve stem seals incl.; Consolidated design | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

79-77 

FS 8532 PT 

Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

79-77 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

79-77 

MS 90364 



1 

Exh. Manifold Gasket Set 

79-77 

MS 90365 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-77 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-77 

OS 30191 C-2 



1 

Drain Plug Gasket 

79-77 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-77 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-77 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

79-77 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

79-77 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

79-77 

PS 50150 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-77 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-77 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

79-77 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-77 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

79-77 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-77 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-77 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79-77 

60357 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

79-78 

60465 

Adapter to manifold 


1 

Carb. Mounting Gasket 

79-78 

60381 

Carb. to adapter 


1 

Carb. Mounting Gasket 

77 

60397 

1st Design; Carb. to adapter 


1 

Carb. Mounting Gasket 

77 

60381 

2nd Design; Carb. to adapter 


1 

Carb. Mounting Gasket 

77 

60467 

Adapter to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-77 

11497 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


158 301 4.9L (4933cc) OHV V8 (16 Valve) (Pontiac), 4" Bore (GMC Eng.), 2 Bbl. "VIN Y" 1979-1977 

(cont.) 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

71098 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-77 

12172 

Oil pump cover to block 

159 302 4.9L (4950CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. 1969-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-67 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69-67 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69-67 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69-67 

7733 SP 

HeadSaver® 

1 

Head Set 

69-67 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69-67 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-67 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-67 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69-67 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-67 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68-67 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-67 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-67 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-67 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-67 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-67 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-67 

8194 

2 

Exhaust Pipe Gasket 

69-67 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-67 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-67 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-67 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-67 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-67 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69-67 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69-67 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69-67 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35062 

Water Outlet; 1 13/16“ ID 

1 

Water Outlet Gasket 

69-67 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



302 4.9L (4950cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. 1969-1967 1 59 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-67 

5152 

To block 

1 

Water Pump Gasket 

69-67 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60148 


1 

Carb. Mounting Gasket 

69-67 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-67 

72665 

Distributor to oil pump shaft retainer 


303 5.0L (4966cc) OHV V8 (16 Valve) (Oldsmobile), 3.75" Bore (GMC Eng.), 2 Bbl. 1953-1949 1 60 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53 

FS 7725 S-1 


1 

Full Gasket Set 

50 

FS 7725 S-1 


1 

Full Gasket Set 

49 

FS 7725 S-1 

Exh. manifold gskts. not incl. 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

53-49 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-49 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

53-49 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-49 

OS 6412 C 


1 

Drain Plug Gasket 

53-49 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-49 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

53-49 

VS 4569 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

51-49 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

53-49 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

53-49 

TCS 6402-1 



303 5.0L (4966cc) OHV V8 (16 Valve) (Oldsmobile), 3.75" Bore (GMC Eng.), 4 Bbl. 1953-1952 1 61 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53 

FS 7725 S-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

53-52 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-52 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

53-52 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-52 

OS 6412 C 


1 

Drain Plug Gasket 

53-52 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-52 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

53-52 

VS 4569 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

53-52 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

53-52 

TCS 6402-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


161 303 5.0L (4966cc) OHV V8 (16 Valve) (Oldsmobile), 3.75" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1953-1952 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

53-52 

11528 

4" ID 

162 305 5.0L (4999CC) OHV V8 (16 Valve) (Chevrolet), 3.736" 

Bore (GMC Eng.), 2 Bbl. "VIN G" 1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

79 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

79 

HS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

79 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

79 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

79 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

79 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

79 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

79 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

79 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

79 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

79 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

79 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

79 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

79 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

79 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

79 

5152 

To block 

1 

Water Pump Gasket 

79 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60357 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60369 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

79 

72665 

Distributor to oil pump shaft retainer 


540 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


305 5.0L (4999cc) OHV V8 (16 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 4 Bbl. "VIN H" 1980-1978 1 63 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

80-78 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

80-78 

HS 8510 PT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

80-78 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-78 

FS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-78 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-78 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-78 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-78 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410 C 

Cork 

1 

Oil Pan Gasket Set 

80-78 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79-78 

OS 5197 C-5 

Cork 

1 

Drain Plug Gasket 

80-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-78 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-78 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-78 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-78 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-78 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-78 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-78 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-78 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-78 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-78 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-78 

5152 

To block 

1 

Water Pump Gasket 

80-78 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-78 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-78 

TCS 45265 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

80-78 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-78 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60249 


1 

Carb. Mounting Gasket 

80-78 

60731 

QuadraJet stainless steel heat shield 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-78 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-78 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80-78 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-78 

72665 

Distributor to oil pump shaft retainer 


541 





GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


164 305 5.0L (4999CC) OHV V8 (16 Valve) (Chevrolet), 3.736" 

Bore (GMC Eng.), 2 Bbl. "VIN Q" 1976 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

76 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

76 

HS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

76 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76 

FS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76 

8194 

Packing; 2 1/32“ ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

76 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76 

5152 

To block 

1 

Water Pump Gasket 

76 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

76 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60248 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76 

72665 

Distributor to oil pump shaft retainer 


542 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


305 5.0L (4999cc) OHV V8 (16 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 2 Bbl. "VIN U" 1978-1976 1 65 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-76 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

78-76 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

78-76 

HS 8510 PT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

78-76 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-76 

FS 851 OPT 

Head bolts not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-76 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-76 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

78-76 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-76 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

78-76 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

78-76 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-76 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

78-76 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

78-76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

78-76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-76 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

78-76 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

78-76 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

78-76 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

78-76 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

78-76 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-76 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

78-76 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

78-76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78-76 

5152 

To block 

1 

Water Pump Gasket 

78-76 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-76 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

78-76 

TCS 45265 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

78-76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-76 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

78-76 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-76 

60248 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-76 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

78-76 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

78-76 

72665 

Distributor to oil pump shaft retainer 


543 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


166 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN F" 1973-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73-72 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

73-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

73-72 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

73-72 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

73-72 

7733 SP 

HeadSaver® 

1 

Head Set 

73-72 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

73-72 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

73-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-72 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

73-72 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

73-72 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

73-72 

73-72 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

73-72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

73-72 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

73-72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

73-72 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

73-72 

8194 

2 

Exhaust Pipe Gasket 

73-72 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

73-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

73-72 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

73-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

73-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

73-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

73-72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

73-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

73-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

73-72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-72 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

73-72 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

73-72 

5152 

To block 

1 

Water Pump Gasket 

73-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

73-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

73-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-72 

5198 

2 5/8" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN F" 1973-1972 1 66 

(cont.) 


AIR CLEANER MOUNTING 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73-72 

60253 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

73-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

73-72 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CCA" 1971 1 67 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

71 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

71 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

71 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

71 

7733 SP 

HeadSaver® 

1 

Head Set 

71 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

71 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

71 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

71 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

71 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

71 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


167 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CCA" 1971 

(cont.) 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

5152 

To block 

1 

Water Pump Gasket 

71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 

168 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CCC" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

71 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

71 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

71 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

71 

7733 SP 

HeadSaver® 

1 

Head Set 

71 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

71 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

71 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

8194 

2 

Exhaust Pipe Gasket 

71 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CCC" 1971 168 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

71 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

5152 

To block 

1 

Water Pump Gasket 

71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8” ID 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1971-1968 1 69 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

71-68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

71-68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

71-68 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

71-68 

7733 SP 

HeadSaver® 

1 

Head Set 

71-68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

71-68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71-68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71-68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

71-68 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-68 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-68 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


169 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875 

(cont.) 

" Bore (GMC Eng.), 2 Bbl. 1971-1968 

QTY 

EXHAUST PIPE FLANGE 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-68 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

8194 

2 

Exhaust Pipe Gasket 

71-68 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

71-68 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71-68 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-68 

5152 

To block 

1 

Water Pump Gasket 

71-68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5198 

2 5/8” ID 

1 

Air Cleaner Gasket 

71-69 

5292 

3 1/2” ID x 3 9/16” OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 


1 

Carb. Mounting Gasket 

70 

9288 

Exc. Emissions pump 

1 

Carb. Mounting Gasket 

69 

60099 

Chevrolet Brookwood Base, Caprice Base, Estate Base, 

1 

Carb. Mounting Gasket 

69 

9288 

Impala Base, Kingswood Base, Estate, Townsman Base 1 
Pontiac Laurentian Base, Parisienne Base, Strato-Chief Base 
Exc. Chevrolet Brookwood Base, Caprice Base, Estate Base, 

1 

Carb. Mounting Gasket 

68 

9288 

Impala Base, Kingswood Base, Estate, Townsman Base 1 
Pontiac Laurentian Base, Parisienne Base, Strato-Chief Base 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-68 

72665 

Distributor to oil pump shaft retainer 

170 316 5.2L (5179cc) OHV V8 (16 Valve) (Pontiac), 3.9375" 

Bore (GMC Eng.), 2 Bbl. 1956 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7729 S-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

56 

8938 

Pipe to manifold; 1 or 2 Req’d.; 2 5/8” OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



316 5.2L (5179cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 2 Bbl. 1956 1 70 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 11489 C 


1 

Drain Plug Gasket 

56 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

56 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

56 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 12681-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

11497 



316 5.2L (5179cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 2-4 Bbl. 1956 1 71 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7729 S-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

56 

8938 

Pipe to manifold; 1 or 2 Req’d.; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 11489 C 


1 

Drain Plug Gasket 

56 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

56 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

56 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

56 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

11497 



316 5.2L (5179cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 4 Bbl. 1956 1 72 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7729 S-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

56 

8938 

Pipe to manifold; 1 or 2 Req’d.; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56 

OS 11489 C 


1 

Drain Plug Gasket 

56 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 50005 C 

Cork; 1/8" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


172 316 5.2L (5179CC) OHV V8 (16 Valve) (Pontiac), 3.9375" 

Bore (GMC Eng.), 4 Bbl. 1956 

(cont.) 




QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

56 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56 

11497 


1 73 322 5.3L (5278cc) OHV V8 (16 Valve) (Buick), 4" Bore (GMC Eng.), 2 Bbl. 1956-1953 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56-53 

FS 7613 SH-2 

High compression 

1 

Full Gasket Set 

56-53 

FS 7613 S-2 

Low compression 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56-53 

MS 9334 SH 


1 

Exh. Manifold Gasket Set 

56-53 

MS 90020 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

55-53 

9095 

Loc. Front 

1 

Exhaust Pipe Gasket 

55-53 

9097 

Loc. Rear; 3" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-53 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-53 

OS 11391 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-53 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-53 

VS 11381 R-1 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-53 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

56-53 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56-53 

TCS 11557 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

56 

9372 

Carter 

1 

Carb. Mounting Gasket 

56 

9372 

Rochester 

1 

Carb. Mounting Gasket 

55-53 

9093 

Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

56-53 

421 

Distributor Mounting 

174 322 5.3L (5278cc) OHV V8 (16 Valve) (Buick), 4" Bore (GMC Eng.), 4 Bbl. 1956-1953 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56-53 

FS 7613 SH-2 

High compression 

1 

Full Gasket Set 

56-53 

FS 7613 S-2 

Low compression 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56-53 

MS 9334 SH 


1 

Exh. Manifold Gasket Set 

56-53 

MS 90020 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

55-53 

9095 

Loc. Front 

1 

Exhaust Pipe Gasket 

55-53 

9097 

Loc. Rear; 3" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-53 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



322 5.3L (5278cc) OHV V8 (16 Valve) (Buick), 4" Bore (GMC Eng.), 4 Bbl. 1956-1953 174 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-53 

OS 11391 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-53 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-53 

VS 11381 R-1 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-53 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

56-53 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56-53 

TCS 11557 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

56-53 

421 

Distributor Mounting 


324 5.3L (531 Occ) OHV V8 (16 Valve) (Oldsmobile), 3.875" Bore (GMC Eng.), 2 Bbl. 1956-1954 1 75 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7725 S-2 

Valve stem seals for Valve spring 575533 not incl. 

1 

Full Gasket Set 

54 

FS 7725 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56-54 

MS 9257 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56-54 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

56-54 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-54 

OS 6412 C 


1 

Drain Plug Gasket 

56-54 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-54 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-54 

VS 4569 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

w/Valve spring 575533; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-54 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56-54 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56 

5292 

3 1/2" ID x 3 9/16" OD 


324 5.3L (531 Occ) OHV V8 (16 Valve) (Oldsmobile), 3.875" Bore (GMC Eng.), 4 Bbl. 1956-1954 1 76 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56 

FS 7725 S-2 

Valve stem seals for Valve spring 575533 not incl. 

1 

Full Gasket Set 

54 

FS 7725 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

56-54 

MS 9257 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

56-54 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

56-54 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-54 

OS 6412 C 


1 

Drain Plug Gasket 

56-54 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

56-54 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-54 

VS 4569 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56 

SS 13955 

w/Valve spring 575533; Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


176 324 5.3L (531 Occ) OHV V8 (16 Valve) (Oldsmobile), 3.875" Bore (GMC Eng.), 4 Bbl. 1956-1954 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

56-54 

4568 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

56-54 

TCS 6402-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

56-54 

11528 

4" ID 


177 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 590" 

1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64-63 

8518 PT 



1 

Head Set 

64-63 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64-63 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64-63 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 



1 

Drain Plug Gasket 

64-63 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64-63 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8“ thick 


1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 


1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 


1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64-63 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64-63 

13834 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64-63 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 


178 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 600" 

1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64-63 

8518 PT 



1 

Head Set 

64-63 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64-63 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64-63 

CS 8518-1 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 600" 1964-1963 1 78 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-63 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 68X" 1964-1963 1 79 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

8518 PT 


1 

Head Set 

64-63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


179 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 68X" 1964-1963 

(cont.) 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-63 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 

180 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 690" 1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

8518 PT 


1 

Head Set 

64-63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" Bore (GMC Eng.), 2 Bbl. "Eng. Code 690" 1964-1963 1 80 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

5292 

3 1/2" ID x 3 9/16“ OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-63 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" Bore (GMC Eng.), 4 Bbl. "Eng. Code 70X" 1964-1963 1 81 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

8518 PT 


1 

Head Set 

64-63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-63 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 71X" 1963 1 82 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


182 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 71X" 1963 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

183 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 92X" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 92X" 1964 1 83 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 94X" 1964 1 84 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


184 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 94X" 1964 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

185 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 960" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

186 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 970" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 970" 1964 1 86 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WC" 1967 1 87 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


187 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WC" 1967 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

67 

PART NO. 

PS 13832C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

67 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 

188 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WH" 1967 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

67 

67 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

67 

PART NO. 

FS 8518PT-3 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

67 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

67 

67 

PART NO. 

MS 9980 

MS 9499 SH 

DESCRIPTION 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

67 

67 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

67 

PART NO. 

PS 13832C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WH" 

1967 1 88 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WJ" 

1967 1 89 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8518 PT 



1 

Head Set 

67 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

67 

MS 9980 



1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 



1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

67 

PS 13832C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 

1967 1 90 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8518 PT 




(continued on next page) 


561 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


190 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 1967 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

67 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 

191 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WL" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WL" 1967 1 91 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code W0" 1967 1 92 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


192 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code W0" 1967 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 

193 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WP" 1967-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8518 PT 


1 

Head Set 

67-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

67-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

67-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67-65 

12172 

Oil pump cover to block 

194 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WR" 1967-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" Bore (GMC Eng.), 4 Bbl. "Eng. Code WR" 1967-1965 194 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

67-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

67-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

67-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67-65 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WX" 1966 1 95 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


195 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WX" 1966 

(cont.) 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

196 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XF" 1967-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8518 PT 


1 

Head Set 

67-66 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-66 

MS 9980 


1 

Exh. Manifold Gasket Set 

67-66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 30191 C-3 


1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67-66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


566 


(continued on next page) 










GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" Bore (GMC Eng.), 2 Bbl. "Eng. Code XF" 1967-1966 196 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67-66 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" Bore (GMC Eng.), 4 Bbl. "Eng. Code XG" 1967-1966 197 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8518 PT 


1 

Head Set 

67-66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-66 

MS 9980 


1 

Exh. Manifold Gasket Set 

67-66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 30191 C-3 


1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67-66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67-66 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XL" 1967 1 98 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 
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198 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XL" 1967 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

67 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 

199 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code X0" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 



(continued on next page) 


568 
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326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code X0" 1967 1 99 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XR" 1967 200 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 
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200 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XR" 1967 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 

201 326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YJ" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 

202 326 5.3L (5343CC) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YM" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 
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326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YM" 1967 202 






(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Set 

67 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 



1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 



1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 


Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 


Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 


O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 


Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

67 

13377 


w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 


w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 


w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 


Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 


Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

67 

11528 


4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

13834 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

67 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

67 

12172 


Oil pump cover to block 


326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YN" 1967-1965 2 03 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

67-65 

8518 PT 



1 

Head Set 

67-65 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

67-65 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 9980 



1 

Exh. Manifold Gasket Set 

67-65 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 30191 C-3 



1 

Drain Plug Gasket 

67-65 

70822 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


203 326 5.3L (5343CC) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YN" 1967-1965 

(cont.) 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67-65 

12172 

Oil pump cover to block 

204 326 5.3L (5343CC) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YP" 1967-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8518 PT 


1 

Head Set 

67-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

67-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

67-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



326 5.3L (5343cc) OHV V8 (16 Valve) (Pontiac), 3.7188" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YP" 1967-1965 2 04 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

67-65 

12172 

Oil pump cover to block 


327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. 1969-1967 2 05 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-67 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69-67 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

69-67 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

69-67 

7733 SP 

HeadSaver® 

1 

Head Set 

69-67 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69-67 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-67 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-67 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69-67 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-67 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68-67 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-67 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-67 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-67 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-67 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

69-67 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-67 

8194 

2 

Exhaust Pipe Gasket 

69-67 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-67 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-67 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-67 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-67 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-67 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69-67 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69-67 

VS 12869 R 

Rubber 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


205 327 5.4L (5360CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1969-1967 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

69-67 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-67 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-67 

5152 

To block 

1 

Water Pump Gasket 

69-67 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-67 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60099 

Exc. Chevrolet Camaro Base 

1 

Carb. Mounting Gasket 

69 

9288 

Chevrolet Camaro Base 

1 

Carb. Mounting Gasket 

68-67 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-67 

72665 

Distributor to oil pump shaft retainer 

206 327 5.4L (5360CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2-4 Bbl. 1965-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-62 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

65-62 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

65-62 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

65-62 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

65-62 

7733 SP 

HeadSaver® 

1 

Head Set 

65-62 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

65-62 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

65-62 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-62 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

65-62 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-62 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-62 

MS 9617 


1 

Exh. Manifold Gasket Set 

65-62 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-62 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

65-62 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-62 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-62 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-62 

8194 

2 

Exhaust Pipe Gasket 

65-62 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

65-62 

5182 

Plate 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2-4 Bbl. 1965-1962 2 06 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-62 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

65-62 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

65-62 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

65-62 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-62 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

65-62 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

65-62 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

65-62 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-62 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

65-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-62 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

65-62 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-62 

5152 

To block 

1 

Water Pump Gasket 

65-62 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-62 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65-62 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

65-62 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-62 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65-62 

11528 

4" ID 

2 

Air Cleaner Gasket 

65-62 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-62 

9525 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65-62 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

65-62 

72665 

Distributor to oil pump shaft retainer 


327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GIVIC Eng.), 4 Bbl. 1968-1962 2 07 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68-62 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

68-62 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

68-62 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

68-62 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

68-62 

7733 SP 

HeadSaver® 

1 

Head Set 

68-62 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

68-62 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

68-62 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-62 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

68-62 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-62 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68-62 

MS 9617 


1 

Exh. Manifold Gasket Set 

68-62 

MS 9275 B 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


207 327 5.4L (5360CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1968-1962 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68-62 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

68-62 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

68-62 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-62 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68-62 

8194 

2 

Exhaust Pipe Gasket 

68-62 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68-62 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-62 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68-62 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68-62 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

68-62 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-62 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68-62 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-62 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

68-62 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

68-62 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

68-62 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

68-62 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

68-62 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-62 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

68-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-62 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

68-62 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68-62 

5152 

To block 

1 

Water Pump Gasket 

68-62 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-62 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68-62 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

68-62 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68-62 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68-62 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

66-62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60043 


1 

Carb. Mounting Gasket 

68-66 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

67-66 

60002 

Carter; Exc. Special Hi-Perf.; Exc. A.I.R. 

1 

Carb. Mounting Gasket 

67-66 

60002 

Holley; Exc. Special Hi-Perf.; Exc. A.I.R. 

1 

Carb. Mounting Gasket 

67-66 

60043 

Rochester; Exc. Special Hi-Perf.; Exc. A.I.R. 

1 

Carb. Mounting Gasket 

67-62 

9840 

Special Hi-Perf. 

1 

Carb. Mounting Gasket 

65-62 

9474 

Exc. Hi-Perf.; Exc. Special Hi-Perf. 

1 

Carb. Mounting Gasket 

65-62 

9803 

Hi-Perf. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68-62 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

68-62 

72665 

Distributor to oil pump shaft retainer 

208 327 5.4L (5360CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), MF11965-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-62 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

65-62 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

65-62 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), MF11965-1962 2 08 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-62 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

65-62 

7733 SP 

HeadSaver® 

1 

Head Set 

65-62 

HS 7733 PT-8 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

65-62 

ES 72856 

Replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-62 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-62 

MS 9617 


1 

Exh. Manifold Gasket Set 

65-62 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-62 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

65-62 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-62 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

65-62 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

65-62 

8194 

2 

Exhaust Pipe Gasket 

65-62 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

65-62 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-62 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

65-62 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

65-62 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

65-62 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-62 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

65-62 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 AC 

Cork; 7/32" thick 

1 

Vaive Cover Gasket Set 

65-62 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

65-62 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

65-62 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

65-62 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-62 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Vaive Stem Seal Set 

65-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-62 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65-62 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-62 

5152 

To block 

1 

Water Pump Gasket 

65-62 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-62 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65-62 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65-62 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-62 

16312 

Timing Cover 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65-62 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

65-62 

72665 

Distributor to oil pump shaft retainer 


330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 2 Bbl. "Eng. Code T" 209 

1965-1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-64 

8171 PT-1 


1 

Head Set 

65-64 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-64 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


209 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
(corn.) 1965-1964 

Bore (GMC Eng.), 2 Bbl. "Eng. Code T" 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-64 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-64 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

65-64 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-64 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-64 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

65-64 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

65-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-64 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

65-64 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

65-64 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-64 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-64 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-64 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65-64 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65-64 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-64 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-64 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

65-64 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

65-64 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-64 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65-64 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-64 

13458 


210 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
1965-1964 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TE" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-64 

8171 PT-1 


1 

Head Set 

65-64 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-64 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-64 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-64 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

65-64 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-64 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-64 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

65-64 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

65-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-64 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

65-64 

VS 50259 R 

Rubber; 11/64" thick 


578 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 2 Bbl. "Eng. Code TE" 210 

1965-1964 (cont.) 

QTY 

1 

VALVE COVER (cont.) 

Valve Cover Gasket Set 

YEARS 

65-64 

PART NO. 

VS 13403 R 

DESCRIPTION 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-64 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-64 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

65 

PART NO. 

35059 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-64 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65-64 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65-64 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-64 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-64 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

65-64 

60113 

1 to 3 Req’d. 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

65-64 

PART NO. 

72586 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-64 

424 

Distributor Mounting 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Gasket 

YEARS 

65-64 

PART NO. 

9948 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

65-64 

PART NO. 

13458 

DESCRIPTION 


330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 4 Bbl. "Eng. Code TG" 211 

1965-1964 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

65-64 

PART NO. 

8171 PT-1 

DESCRIPTION 

1 

Head Set 

65-64 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-64 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

65-64 

PART NO. 

CS 8171-2 

DESCRIPTION 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-64 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

65-64 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

65-64 

PART NO. 

13415 

DESCRIPTION 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-64 

OS 13419 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

65-64 

65-64 

OS 30471 C 

70822 

Cork-Ply® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-64 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

65-64 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

65-64 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-64 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-64 

35130 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

65 

PART NO. 

35059 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-64 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65-64 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

65-64 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-64 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-64 

11528 

4" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


211 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
(corn.) 1965-1964 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TG" 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-64 

9532 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

65-64 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-64 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65-64 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-64 

13458 


2 1 2 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
1965-1964 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TH" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-64 

8171 PT-1 


1 

Head Set 

65-64 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-64 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65-64 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-64 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

65-64 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-64 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-64 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

65-64 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

65-64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-64 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

65-64 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

65-64 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-64 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-64 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-64 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65-64 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65-64 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65-64 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-64 

9532 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

65-64 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65-64 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65-64 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65-64 

13458 


2 1 3 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TK" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8171 PT-1 


1 

Head Set 

64 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TK" 

1964 2 1 3 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9947-1 

Two-piece Design 


1 

Exh. Manifold Gasket Set 

64 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

64 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

64 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

64 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35130 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

64 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

64 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

64 

60113 

1 to 3 Req’d. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

64 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

64 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

64 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

13458 




330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375 

" Bore (GMC Eng.), 2 Bbl. "Eng. Code U" 

1965 2 1 4 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8171 PT-1 



1 

Head Set 

65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9947-1 

Two-piece Design 


1 

Exh. Manifold Gasket Set 

65 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

65 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 50259 R 

Rubber; 11/64" thick 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


214 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code U" 

1965 

(cont.) 





QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

65 

60113 

1 to 3 Req'd. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

65 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

65 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

65 

13458 



2 1 5 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UE 

" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8171 PT-1 



1 

Head Set 

65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9947-1 

Two-piece Design 


1 

Exh. Manifold Gasket Set 

65 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

65 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13403C 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 50259 R 

Rubber; 11/64” thick 


1 

Valve Cover Gasket Set 

65 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45270 

w/Sleeve ’N' Seal® 


1 

Repair Sleeve 

65 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

5292 

3 1/2" ID x 3 9/16" OD 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UE" 

1965 2 1 5 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

65 

60113 

1 to 3 Req’d. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

65 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

65 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

65 

13458 




330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UG" 

1965 2 1 6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8171 PT-1 



1 

Head Set 

65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9947-1 

Two-piece Design 


1 

Exh. Manifold Gasket Set 

65 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

65 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

65 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

65 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

65 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

65 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

65 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9532 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

65 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

65 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

65 

13458 




330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UH" 

1965 2 1 7 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8171 PT-1 



1 

Head Set 

65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


21 7 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UH" 1965 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

65 

PART NO. 

FS 8171 PT-4 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

65 

MS 90021 

1 9/16” x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45270 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9532 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13458 


2 1 8 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UL" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8171 PT-1 


1 

Head Set 

65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

65 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UL" 1965 2 1 8 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

65 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13458 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 2 Bbl. "Eng. Code W" 219 

1967-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


2 1 9 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
(corn.) 1967-1966 

Bore (GMC Eng.), 2 Bbl. "Eng. Code W" 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

67-66 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 


220 330 5.4L (5409CC) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
1967-1966 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WE" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

67-66 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 2 Bbl. "Eng. Code WE" 220 

1967-1966 (corn.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 4 Bbl. "Eng. Code WG" 221 





1967-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60019 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 4 Bbl. "Eng. Code WH" 222 





1967-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


222 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
(corn.) 1967-1966 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WH" 

QTY 

MANIFOLD - INT. & EXH. 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60019 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 


223 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WL" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8171 PT-1 


1 

Head Set 

66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

66 

VS 50259 R 

Rubber; 11/64” thick 

1 

Valve Cover Gasket Set 

66 

VS 13403 R 

Rubber; 3/32" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WL" 

1966 223 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

66 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

66 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

66 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

60038 

51/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66 

60019 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

66 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

66 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

66 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66 

13458 




330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 2 Bbl. "Eng. Code X" 

1966 224 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

8171 PT-1 



1 

Head Set 

66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

66 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 


1 

Exh. Manifold Gasket Set 

66 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

66 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

66 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

66 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

66 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

66 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

66 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

66 

60113 

1 to 3 Req’d. 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


224 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code X" 1966 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13458 


225 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
1967-1966 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XE" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64” thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

67-66 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 


226 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 
1967-1966 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XG" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 4 Bbl. "Eng. Code XG" 226 

1967-1966 (corn.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8” end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60019 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XH" 1966 227 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8171 PT-1 


1 

Head Set 

66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Exh. Manifold Gasket Set 

66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

66 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


227 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XH" 1966 

(cont.) 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

66 

VS 50259 R 

Rubber; 11/64” thick 

1 

Valve Cover Gasket Set 

66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60019 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13458 


228 330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XL" 


1967-1966 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-66 

8171 PT-1 


1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-66 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9947-1 

Ser. No. prefix W or 5W; Two-piece Design 

1 

Int. Manifold Gasket Set 

66 

MS 9947-1 

Two-piece Design 

1 

Valley Pan Gasket Set 

67 

MS 96009 

Ser. No. prefix 4W or 8W 

1 

Exh. Manifold Gasket Set 

67-66 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-66 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-66 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-66 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N' Seal® 


592 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



330 5.4L (5409cc) OHV V8 (16 Valve) (Oldsmobile), 3.9375" Bore (GMC Eng.), 2 Bbl. "Eng. Code XL" 

1967-1966 

228 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67-66 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

67-66 

60113 

1 to 3 Req’d. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

67-66 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67-66 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

67-66 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67-66 

13458 



331 5.4L (5425cc) OHV V8 (16 Valve) (Cadillac), 3.8125" Bore (GMC Eng.), 2 Bbl. 1951-1949 229 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

51-50 

HS 7673 PT-2 



1 

Head Set 

49 

HS 7673 PT-2 

1st Design valve cover gskts. not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

51-50 

FS 7673 PT-2 



1 

Full Gasket Set 

49 

FS 7673 PT-2 

1st Design valve cover gskts. not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

51-49 

MS 8931 SH-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

51-49 

9558 

Loc. L.H.; 1 to 3 Req’d. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

51-49 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

51-49 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

51-49 

OS 5363 C-2 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

51-49 

BS 5974 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

51-50 

VS 5392 



1 

Valve Cover Gasket Set 

49 

VS 5392 

2nd Design 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

51-49 

PS 5369 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

51-49 

SS 6418 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

51-49 

5366 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

51-49 

5391 

To block 


2 

Water Pump Gasket 

51-49 

5390 

To head 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

51-49 

TCS 5367 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

49 

9093 

1 to 3 Req’d. 


331 5.4L (5425cc) OHV V8 (16 Valve) (Cadillac), 3.8125" Bore (GMC Eng.), 2-4 Bbl. 1955 230 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

55 

HS 7673 PT-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

55 

FS 7673 PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

55 

MS 8931 SH-1 



1 

Exh. Manifold Gasket Set 

55 

MS 9143 B-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

55 

9558 

Loc. L.H.; 1 to 3 Req’d. 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


230 331 5.4L (5425cc) OHV V8 (16 Valve) (Cadillac), 3.8125" 

Bore (GMC Eng.), 2-4 Bbl. 1955 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

55 

5019 

1 55/64" ID x2 19/64” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55 

VS 5392 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

55 

5391 

To block 

2 

Water Pump Gasket 

55 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55 

TCS 5367 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

55 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

55 

35608 

Distributor Mounting 

231 331 5.4L (5425CC) OHV V8 (16 Valve) (Cadillac), 3.8125" 

Bore (GMC Eng.), 4 Bbl. 1955-1952 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

55-52 

HS 7673 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55-52 

FS 7673 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55-52 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

55-52 

MS 9143 B-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

55-52 

9558 

Loc. L.H.; 1 to 3 Req’d. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55-52 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

55-52 

5019 

1 55/64" ID x 2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55-52 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55-52 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

55-52 

VS 5392 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

55-52 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55-52 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55-52 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

55-52 

5391 

To block 

2 

Water Pump Gasket 

55-52 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55-52 

TCS 5367 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

55-52 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

55-54 

35608 

Distributor Mounting 


594 










GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



340 5.6L (5573cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code MA" 1966 232 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8172 PT 


1 

Head Set 

66 

HS 8172 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8172 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9990-1 


1 

Exh. Manifold Gasket Set 

66 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13397 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358076; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45006 

Cover stamped 1375157; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45930 

Cover stamped 1375157; w/Rubber seal 

1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req’d.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

420 

Distributor Mounting 


340 5.6L (5573cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MB" 1966 233 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8172 PT 


1 

Head Set 

66 

HS 8172 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8172 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9990-1 


1 

Exh. Manifold Gasket Set 

66 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13397 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

66 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358076; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45006 

Cover stamped 1375157; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45930 

Cover stamped 1375157; w/Rubber seal 

1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66 

11528 

1 or 2 Req'd.; 4" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


233 340 5.6L (5573cc) OHV V8 (16 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MB" 1966 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

9803 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

420 

Distributor Mounting 

234 340 5.6L (5573cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code NA" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8172 PT 


1 

Head Set 

67 

HS 8172 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8172 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9990-1 


1 

Exh. Manifold Gasket Set 

67 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13397 C-1 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

67 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

67 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

67 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 

235 340 5.6L (5573cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NB" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8172 PT 


1 

Head Set 

67 

HS 8172 PT-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8172 PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9990-1 


1 

Exh. Manifold Gasket Set 

67 

MS 90235 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13397 C-1 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 12993 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

12996-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



340 5.6L (5573cc) OHV V8 (16 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NB" 1967 235 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

67 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

67 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

67 

11528 

1 or 2 Req'd.; 4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

67 

9803 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 


347 5.7L (5687cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 2 Bbl. 1957 236 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7729 S 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9498 SH-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57 

8938 

Pipe to manifold; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 11489 C 


1 

Drain Plug Gasket 

57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

57 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

57 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

57 

60099 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

11497 



347 5.7L (5687cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 3-2 Bbl. 1957 237 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7729 S 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9498 SH-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57 

8938 

Pipe to manifold; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 11489 C 


1 

Drain Plug Gasket 

57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 5974 

Rope 


(continued on next page) 


597 










GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


237 347 5.7L (5687CC) OHV V8 (16 Valve) (Pontiac), 3.9375" 

Bore (GMC Eng.), 3-2 Bbl. 1957 

(cont.) 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

57 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

57 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

57 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

57 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

57 

9093 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

11497 


238 347 5.7L (5687CC) OHV V8 (16 Valve) (Pontiac), 3.9375" 

Bore (GMC Eng.), 4 Bbl. 1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7729 S 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9498 SH-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57 

8938 

Pipe to manifold; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 11489 C 


1 

Drain Plug Gasket 

57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

57 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

57 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

57 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

11497 


239 347 5.7L (5687CC) OHV V8 (16 Valve) (Pontiac), 3.9375" 

Bore (GMC Eng.), MFI1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7729 S 



(continued on next page) 


598 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



347 5.7L (5687cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), MF11957 239 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9498 SH-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

57 

8938 

Pipe to manifold; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 11489 C 


1 

Drain Plug Gasket 

57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

57 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

57 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 12681-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

11497 



348 5.7L (5704cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 3-2 Bbl. 1961-1958 240 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-58 

8007 PT 


1 

Head Set 

61-58 

HS 8007 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61-58 

FS 8007 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61-58 

MS 9459 B 


1 

Exh. Manifold Gasket Set 

61-58 

MS 9908 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61-58 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

61-58 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

61-58 

60986 

Pipe to manifold; Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

61-58 

9587 

Pipe to manifold; Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

61-58 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-58 

OS 13190 C 


1 

Drain Plug Gasket 

61-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-58 

BS 40096 

2nd Design; Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-58 

VS 13199 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-58 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-58 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

61-58 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61-58 

11726 

To block 

1 

Water Pump Gasket 

61-58 

11725 

To plate 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


240 348 5.7L (5704CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. 1961-1958 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-58 

TCS 11727-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

61-58 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

61-58 

9394 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

61-58 

72665 

Distributor to oil pump shaft retainer 

241 348 5.7L (5704cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. 1961-1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-58 

8007 PT 


1 

Head Set 

61-58 

HS 8007 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61-58 

FS 8007 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61-58 

MS 9459 B 


1 

Exh. Manifold Gasket Set 

61-58 

MS 9908 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61-58 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

61-58 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

61-58 

60986 

Pipe to manifold; Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

61-58 

9587 

Pipe to manifold; Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

61-58 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-58 

OS 13190 C 


1 

Drain Plug Gasket 

61-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-58 

BS 40096 

2nd Design; Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61-58 

VS 13199 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-58 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-58 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

61-58 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61-58 

11726 

To block 

1 

Water Pump Gasket 

61-58 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-58 

TCS 11727-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-58 

11528 

4" ID 

1 

Air Cleaner Gasket 

61-58 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-58 

9474 

Exc. Hi-Liftcam; Exc. Hi-Perf. 

1 

Carb. Mounting Gasket 

61-58 

9525 

Hi-Lift cam 

1 

Carb. Mounting Gasket 

61 

13834 

Hi-Perf. 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

61-58 

72665 

Distributor to oil pump shaft retainer 

242 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), MFI "VIN 8" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

8506 PT 


1 

Head Set 

80 

HS 8506 PT 

Exc. Cadillac Seville Base, Elegante; Int. manifold gskt. not 
incl.; Fuel injection seals & exh. pipe packing not incl.; 

Premium valve stem seals incl. 

1 

Head Set 

80 

HS 8506 PT 

Cadillac Seville Base, Elegante; Int. manifold gskt. not incl.; 

Fuel injection seals not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), MFI "VIN 8" 1980 242 





(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8506 PT 

Exc. Cadillac Seville Base, Elegante; Int. manifold gskt. not 





incl.; Fuel injection seals & exh. pipe packing not incl.; 

Premium valve stem seals incl. 

1 

Full Gasket Set 

80 

FS 8506 PT 

Cadillac Seville Base, Elegante; Int. manifold gskt. not incl.; 





Fuel injection seals not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80 

MS 96027 


1 

Exh. Manifold Gasket Set 

80 

MS 90021 

1 9/16“ x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80 

60360 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

80 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

80 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

80 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80 

35065 

w/A/C 

1 

Water Pump Gasket 

80 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

80 

35059 

w/o A/C 

1 

Water Pump Gasket 

80 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

80 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Injector O-Ring Set 

80 

ES 72099 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

70954 

EGR valve 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80 

13458 


350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), MFI "VIN B" 1979-1978 2 43 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-78 

8506 PT 


1 

Head Set 

79 

HS 8506 PT 

Exc. Cadillac Seville Base, Elegante; Int. manifold gskt. not 





incl.; Fuel injection seals & exh. pipe packing not incl.; 

Premium valve stem seals incl. 

1 

Head Set 

79 

HS 8506 PT 

Cadillac Seville Base, Elegante; Int. manifold gskt. not incl.; 





Fuel injection seals not incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8506 PT 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 





Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8506 PT 

Exc. Cadillac Seville Base, Elegante; Int. manifold gskt. not 





incl.; Fuel injection seals & exh. pipe packing not incl.; 

Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


243 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), MFI "VIN B" 1979-1978 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8506 PT 

Cadillac Seville Base, Elegante; Int. manifold gskt. not incl.; 





Fuel injection seals not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8506 PT 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-78 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

79-78 

MS 96027 


1 

Exh. Manifold Gasket Set 

79-78 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

79 

60360 

Exc. Cadillac Seville Base, Elegante; Packing 

1 

Exhaust Pipe Gasket 

79 

60240 

Cadillac Seville Base, Elegante; Packing; 2 3/8" ID 

1 

Exhaust Pipe Gasket 

78 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-78 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-78 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

79-78 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

79-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-78 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-78 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

79-78 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

79-78 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-78 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-78 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-78 

35065 

w/A/C 

1 

Water Pump Gasket 

79-78 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

79-78 

35059 

w/o A/C 

1 

Water Pump Gasket 

79-78 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-78 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-78 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-78 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-78 

16308 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Injector O-Ring Set 

79-78 

ES 72099 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-78 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-78 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-78 

70954 

EGR valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

79 

9948 

Cadillac Seville Base, Elegante 

1 

Oil Filter Gasket 

78 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-78 

13458 


244 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "VIN G" 1977 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77 

8506 PT 


1 

Head Set 

77 

HS 8506 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77 

FS 8506 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

77 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

77 

MS 96027 



602 


(continued on next page) 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "VIN G" 1977 244 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

77 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

77 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

77 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

77 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

77 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

77 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

77 

35065 

w/A/C 

1 

Water Pump Gasket 

77 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

77 

35059 

w/o A/C 

1 

Water Pump Gasket 

77 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

77 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

77 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

77 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

77 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77 

424 

Distributor Mounting 

QTY 

EXHAUST GAS 
RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77 

71098 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

77 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "VIN H" 1973-1972 245 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73-72 

8171 PT-1 


1 

Head Set 

73-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

73-72 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

73 

MS 96027 


1 

Valley Pan Gasket Set 

72 

MS 96009 


1 

Exh. Manifold Gasket Set 

73-72 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73-72 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-72 

OS 13419 C 

Cork 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


245 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1973-1972 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-72 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

73-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-72 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

73-72 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

73-72 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-72 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-72 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

73-72 

35065 

w/A/C 

1 

Water Pump Gasket 

73-72 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

73-72 

35059 

w/o A/C 

1 

Water Pump Gasket 

73-72 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-72 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

73-72 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

73-72 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73-72 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

73-72 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

73-72 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

73-72 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

71098 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

73-72 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

73-72 

13458 


246 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "VIN K" 1975-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-72 

8171 PT-1 


1 

Head Set 

75-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

75-73 

MS 96027 


1 

Valley Pan Gasket Set 

72 

MS 96009 


1 

Exh. Manifold Gasket Set 

75-72 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-72 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

75-72 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 13403C 

Cork 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "VIN K" 

1975-1972 246 

(cont.) 

QTY 

1 

1 

VALVE COVER (cont.) 

Valve Cover Gasket Set 
Valve Cover Gasket Set 

YEARS 

75-72 

75-72 

PART NO. 

VS 50259 R 

VS 13403 R 

DESCRIPTION 

Rubber; 11/64" thick 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

75-72 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

75-72 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

75-72 

35065 

w/A/C 


1 

Water Pump Gasket 

75-72 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

75-72 

35059 

w/o A/C 


1 

Water Pump Gasket 

75-72 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

75-72 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

75-72 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

75-72 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

75-72 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

75-72 

60038 

5 1/32” ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

75-72 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 75-72 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

75-72 

424 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

75-73 

71098 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

75-72 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

75-72 

13458 




350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "VIN M" 

1974-1972 247 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

74-72 

8171 PT-1 



1 

Head Set 

74-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

74-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

74-72 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

72 

MS 9947-1 

Opt. Two-piece Design 


1 

Valley Pan Gasket Set 

74-73 

MS 96027 



1 

Valley Pan Gasket Set 

72 

MS 96009 



1 

Exh. Manifold Gasket Set 

74-72 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 74-72 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

74-72 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

74-72 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

74-72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

74-72 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

74-72 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

74-72 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

74-72 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74-72 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74-72 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

74-72 

35065 

w/A/C 



(continued on next page) 


605 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


247 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "VIN M" 1974-1972 

(cont.) 




QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-72 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

74-72 

35059 

w/o A/C 

1 

Water Pump Gasket 

74-72 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-72 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-72 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-72 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74-72 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74-72 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

71098 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

74-72 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-72 

13458 


248 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), MFI Diesel "VIN N" 1980-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

8983 PT 

Piston out-of-deck .018" - .025"; 4.170" gskt. bore; Standard 





thickness 

2 

Head Gasket 

80-78 

8716 PT-1 

Piston out-of-deck .026" - .032"; 4.170" gskt. bore; .010" 





thicker for use when block is refaced 

1 

Head Set w/o Head Gasket 

80-78 

HSU 8716 

w/External EGR; w/1 stud air cleaner; Head gskts. & exh. pipe 





packing not inch; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8716 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 9947-2 

w/External EGR; w/1 stud air cleaner 

1 

Exh. Manifold Gasket Set 

80-78 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60360 

Buick Riviera Base, S 1 Cadillac Eldorado Base, Biarritz, 




Cabriolet, Seville Base, Elegante 1 Oldsmobile Toronado 

Base, Brougham, XSC; Pipe to manifold 


1 

Exhaust Pipe Gasket 

80 

60240 

Exc. Buick Riviera Base, S 1 Cadillac Eldorado Base, Biarritz, 




Cabriolet, Seville Base, Elegante 1 Oldsmobile Toronado 

Base, Brougham, XSC; Pipe to manifold; 2 3/8" ID 


1 

Exhaust Pipe Gasket 

79 

60360 

Cadillac Eldorado Base, Biarritz, Cabriolet 1 Oldsmobile 




Toronado Base, Brougham, XSR; Pipe to manifold 

1 

Exhaust Pipe Gasket 

79 

60240 

Exc. Cadillac Eldorado Base, Biarritz, Cabriolet 1 Oldsmobile 
Toronado Base, Brougham, XSR; Pipe to manifold; 2 3/8" ID 

1 

Exhaust Pipe Gasket 

78 

60240 

Exc. Oldsmobile Toronado Brougham, XSR; Pipe to manifold; 





2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

80-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

80-78 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

80-78 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-78 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-78 

35130 

Water Outlet 


(continued on next page) 


606 





GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), MFI Diesel "VIN N" 1980-1978 2 48 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-78 

35065 

w/A/C 

1 

Water Pump Gasket 

80-78 

35059 

w/o A/C 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-78 

TCS 13417 

w/o Sleeve ’N' Seal® 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60038 

5 1/32" ID 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

80 

9948 

Exc. Buick Riviera Base, S 1 Cadillac Eldorado Base, Biarritz, 
Cabriolet, Seville Base, Elegante 1 Oldsmobile Toronado 

Base, Brougham, XSC 

1 

Oil Filter Gasket 

79 

9948 

Exc. Cadillac Eldorado Base, Biarritz, Cabriolet 1 Oldsmobile 
Toronado Base, Brougham, XSR 

1 

Oil Filter Gasket 

78 

9948 

Exc. Oldsmobile Toronado Brougham, XSR 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-78 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "VIN R" 1980-1972 249 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-77 

8506 PT 


2 

Head Gasket 

76-72 

8171 PT-1 


1 

Head Set 

80 

HS 8506 PT 

Buick Riviera Base, S 1 Oldsmobile Toronado Base, 

Brougham, XSC; Int. manifold gskt. not incl.; Exh. pipe 
packing not incl.; Premium valve stem seals incl. 

1 

Head Set 

80 

HS 8506 PT 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 
Brougham, XSC; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

79 

HS 8506 PT 

Buick Riviera Base, S 1 Oldsmobile Toronado Base, 

Brougham, XSR; Int. manifold gskt. not incl.; Exh. pipe 
packing not incl.; Premium valve stem seals incl. 

1 

Head Set 

79 

HS 8506 PT 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 
Brougham, XSR; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Head Set 

78 

HS 8506 PT 

Buick Riviera Base, LXXV Anniversary Edition 1 Oldsmobile 
Toronado Brougham, XSR; Int. manifold gskt. not incl.; Exh. 
pipe packing not incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8506 PT 

Exc. Buick Riviera Base, LXXV Anniversary Edition 1 

Oldsmobile Toronado Brougham, XSR; Int. manifold gskt. 
not incl.; Premium valve stem seals incl. 

1 

Head Set 

77 

HS 8506 PT 

Buick Riviera Base 1 Oldsmobile Toronado Brougham, XS, 

XSR; Int. manifold gskt. not incl.; Exh. pipe packing not incl.; 
Premium valve stem seals incl. 

1 

Head Set 

77 

HS 8506 PT 

Exc. Buick Riviera Base 1 Oldsmobile Toronado Brougham, 

XS, XSR; Int. manifold gskt. not incl.; Premium valve stem 
seals incl. 

1 

Head Set 

76-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8506 PT 

Buick Riviera Base, S 1 Oldsmobile Toronado Base, 

Brougham, XSC; Int. manifold gskt. not incl.; Exh. pipe 
packing not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

80 

FS 8506 PT 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 
Brougham, XSC; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

79 

FS 8506 PT 

Buick Riviera Base, S 1 Oldsmobile Toronado Base, 

Brougham, XSR; Int. manifold gskt. not incl.; Exh. pipe 
packing not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

79 

FS 8506 PT 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 
Brougham, XSR; Int. manifold gskt. not incl.; Premium valve 
stem seals incl. 

1 

Full Gasket Set 

78 

FS 8506 PT 

Buick Riviera Base, LXXV Anniversary Edition 1 Oldsmobile 
Toronado Brougham, XSR; Int. manifold gskt. not incl.; Exh. 
pipe packing not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8506 PT 

Exc. Buick Riviera Base, LXXV Anniversary Edition 1 

Oldsmobile Toronado Brougham, XSR; Int. manifold gskt. 
not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

77 

FS 8506 PT 

Buick Riviera Base 1 Oldsmobile Toronado Brougham, XS, 

XSR; Int. manifold gskt. not incl.; Exh. pipe packing not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

77 

FS 8506 PT 

Exc. Buick Riviera Base 1 Oldsmobile Toronado Brougham, 

XS, XSR; Int. manifold gskt. not incl.; Premium valve stem 
seals incl. 

1 

Full Gasket Set 

76-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


249 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN R" 1980-1972 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-72 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

80-73 

MS 96027 


1 

Valley Pan Gasket Set 

72 

MS 96009 


1 

Exh. Manifold Gasket Set 

80-72 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80 

60360 

Buick Riviera Base, S 1 Oldsmobile Toronado Base, 





Brougham, XSC; Packing 

1 

Exhaust Pipe Gasket 

80 

60240 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 





Brougham, XSC; Packing; 2 3/8" ID 

2 

Exhaust Pipe Gasket 

79 

60360 

Buick Riviera Base, S 1 Oldsmobile Toronado Base, 





Brougham, XSR; Packing 

1 

Exhaust Pipe Gasket 

79 

60240 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 





Brougham, XSR; Packing; 2 3/8" ID 

2 

Exhaust Pipe Gasket 

78 

60360 

Oldsmobile Toronado Brougham, XSR; Packing 

1 

Exhaust Pipe Gasket 

78 

60240 

Exc. Oldsmobile Toronado Brougham, XSR; Packing; 2 3/8" ID 

2 

Exhaust Pipe Gasket 

77 

60360 

Oldsmobile Toronado Brougham, XS, XSR; Packing 

1 

Exhaust Pipe Gasket 

77 

60240 

Exc. Oldsmobile Toronado Brougham, XS, XSR; Packing; 2 





3/8" ID 

1 

Exhaust Pipe Gasket 

76-75 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-72 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

80-72 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

80-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

80-72 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

80-72 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-72 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-72 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-72 

35065 

w/A/C 

1 

Water Pump Gasket 

80-72 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

80-72 

35059 

w/o A/C 

1 

Water Pump Gasket 

80-72 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-72 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-72 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-72 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-72 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-72 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-72 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-72 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-73 

71098 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

80 

9948 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 





Brougham, XSC 

1 

Oil Filter Gasket 

79 

9948 

Exc. Buick Riviera Base, S 1 Oldsmobile Toronado Base, 





Brougham, XSR 

1 

Oil Filter Gasket 

78 

9948 

Exc. Oldsmobile Toronado Brougham, XSR 

1 

Oil Filter Gasket 

77 

9948 

Exc. Oldsmobile Toronado Brougham, XS, XSR 

1 

Oil Filter Gasket 

76-72 

9948 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "VIN R" 

1980-1972 249 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

80-72 

13458 




350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), MFI "VIN R" 

1977-1975 2 50 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

77 

8506 PT 



2 

Head Gasket 

76-75 

8171 PT-1 



1 

Head Set 

77 

HS 8506 PT 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 





Premium valve stem seals incl. 


1 

Head Set 

76-75 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 





Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

77 

FS 8506 PT 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 





Premium valve stem seals incl. 


1 

Full Gasket Set 

76-75 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 





Premium valve stem seals incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

77-75 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

77-75 

MS 96027 



1 

Exh. Manifold Gasket Set 

77-75 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

77-75 

60240 

Packing; 2 3/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

77-75 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

77-75 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

77-75 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

77-75 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

77-75 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

77-75 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

77-75 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

77-75 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

77-75 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

77-75 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

77-75 

35065 

w/A/C 


1 

Water Pump Gasket 

77-75 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

77-75 

35059 

w/o A/C 


1 

Water Pump Gasket 

77-75 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

77-75 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

77-75 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

77-75 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

77-75 

16308 

Timing Cover 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Injector O-Ring Set 

77-76 

ES 72099 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

77-75 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

77-75 

424 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

77-76 

70954 

EGR valve 


1 

EGR Gasket 

75 

71098 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

77-75 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

77-75 

13458 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


251 350 5.7L (5733CC) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
1971-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QA" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 


252 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
1971-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QB" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "Eng. Code QB" 252 

1971-1968 (cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QC" 1971 253 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8171 PT-1 


1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71 

MS 96009 


1 

Exh. Manifold Gasket Set 

71 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


253 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QC" 1971 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35065 

w/A/C 

1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71 

35059 

w/o A/C 

1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13458 


254 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QD" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8171 PT-1 


1 

Head Set 

70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

70 

MS 96009 


1 

Exh. Manifold Gasket Set 

70 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

35065 

w/A/C 

1 

Water Pump Gasket 

70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70 

35059 

w/o A/C 

1 

Water Pump Gasket 

70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16204 

Timing Cover; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QD" 1970 254 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

51/32"ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

70 

PART NO. 

60335 

DESCRIPTION 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

70 

PART NO. 

72586 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

424 

Distributor Mounting 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Gasket 

YEARS 

70 

PART NO. 

9948 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

70 

PART NO. 

13458 

DESCRIPTION 

350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "Eng. Code Ql" 1971-1968 255 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

71-68 

PART NO. 

8171 PT-1 

DESCRIPTION 

1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71-68 

PART NO. 

CS 8171-2 

DESCRIPTION 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Int. Manifold Gasket Set 

Valley Pan Gasket Set 

71-68 

71-68 

MS 9947-1 

MS 96009 

Opt. Two-piece Design 

1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

71-68 

PART NO. 

13415 

DESCRIPTION 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

71-68 

71-68 

OS 30471 C 

70822 

Cork-Ply® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req’d. 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

71-68 

PART NO. 

72586 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Gasket 

YEARS 

71-68 

PART NO. 

9948 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


255 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code Ql" 1971-1968 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 


256 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
1971-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QJ" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 


257 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
1971-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QN" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "Eng. Code QN" 

1971-1968 

257 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71-68 

MS 9947-1 

Opt. Two-piece Design 


1 

Valley Pan Gasket Set 

71-68 

MS 96009 



1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-68 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

71-68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71-68 

35065 

w/A/C 


1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 


1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-68 

60038 

51/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71-68 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

71-68 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

71-68 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

71-68 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71-68 

13458 




350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code Q0" 1971 258 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8171 PT-1 



1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71 

MS 9947-1 

Opt. Two-piece Design 


1 

Valley Pan Gasket Set 

71 

MS 96009 



1 

Exh. Manifold Gasket Set 

71 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


258 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code Q0" 1971 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35065 

w/A/C 

1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71 

35059 

w/o A/C 

1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13458 


259 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
1971-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QP" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "Eng. Code QP" 259 

1971-1968 (cont.) 

QTY 

WATER PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "Eng. Code QV" 260 

1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8171 PT-1 


1 

Head Set 

70-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

70-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35065 

w/A/C 

1 

Water Pump Gasket 

70-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-68 

60335 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


260 350 5.7L (5733CC) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
(corn.) 1970-1968 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code QV" 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

70-68 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

70-68 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

70-68 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70-68 

13458 



261 350 5.7L (5733CC) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code QW" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8171 PT-1 



1 

Head Set 

68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68 

MS 9947-1 

Opt. Two-piece Design 


1 

Valley Pan Gasket Set 

68 

MS 96009 



1 

Exh. Manifold Gasket Set 

68 

MS 90021 

1 9/16" x 2 1/8" end ports 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

68 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68 

VS 13403C 

Cork 


1 

Valve Cover Gasket Set 

68 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

68 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68 

SS 70393 

Premium valve stem seals incl. | 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68 

35065 

w/A/C 


1 

Water Pump Gasket 

68 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

68 

35059 

w/o A/C 


1 

Water Pump Gasket 

68 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

68 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

68 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

68 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

68 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

68 

13458 



262 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code QX" 


1970-1968 





QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

70-68 

8171 PT-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 4 Bbl. "Eng. Code QX" 262 

1970-1968 (cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

70-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

70-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90021 

1 9/16" x 2 1/8” end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35065 

w/A/C 

1 

Water Pump Gasket 

70-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-68 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "Eng. Code TB" 263 

1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 


1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

69-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90021 

1 9/16“ x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


263 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
(corn.) 1969-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TB" 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35065 

w/A/C 

1 

Water Pump Gasket 

69-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

69-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

69-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

69-68 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 


264 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
1971-1969 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TC" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8171 PT-1 


1 

Head Set 

71-69 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71-69 

MS 96009 


1 

Exh. Manifold Gasket Set 

71-69 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 70393 

Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "Eng. Code TC" 264 

1971-1969 (cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

35065 

w/A/C 

1 

Water Pump Gasket 

71-69 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-69 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-69 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-69 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-69 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-69 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-69 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-69 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-69 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "Eng. Code TD" 265 

1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 

1 

Vaive Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


265 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 
(corn.) 1971-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TD" 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 


266 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TE" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8171 PT-1 


1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

71 

MS 96009 


1 

Exh. Manifold Gasket Set 

71 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35065 

w/A/C 

1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71 

35059 

w/o A/C 

1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13458 



622 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" Bore (GMC Eng.), 2 Bbl. "Eng. Code TL" 267 

1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8171 PT-1 


1 

Head Set 

70-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

70-68 

MS 96009 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35065 

w/A/C 

1 

Water Pump Gasket 

70-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

70-68 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-68 

13458 



350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TN" 1968 268 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8171 PT-1 


1 

Head Set 

68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 9947-1 

Opt. Two-piece Design 

1 

Valley Pan Gasket Set 

68 

MS 96009 


1 

Exh. Manifold Gasket Set 

68 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

13415 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


268 350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TN" 1968 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

68 

VS 13403 R 

Rubber; 3/32“ thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

35065 

w/A/C 

1 

Water Pump Gasket 

68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

68 

35059 

w/o A/C 

1 

Water Pump Gasket 

68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

13458 


269 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 4 Bbl. "VIN A" 1974 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74 

8518 PT 


1 

Head Set 

74 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74 

MS 90205 


1 

Exh. Manifold Gasket Set 

74 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

74 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

74 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

74 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74 

SS 5112 

O-ring 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 4 Bbl. "VIN A" 

1974 269 

(cont.) 


VALVE STEM SEAL SET 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74 

35062 

Water Outlet; 1 13/16” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

74 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

74 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

74 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

74 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

74 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

74 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

74 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

74 

11497 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

74 

70836 

Exc. California 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

74 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

74 

12172 

Oil pump cover to block 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 4 Bbl. "VIN B" 

1974 270 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

74 

8518 PT 



1 

Head Set 

74 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

74 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

74 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

74 

MS 90205 



1 

Exh. Manifold Gasket Set 

74 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

74 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

74 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

74 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

74 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

74 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

74 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

74 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

74 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

74 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

74 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

74 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

74 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

74 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

74 

60038 

5 1/32" ID 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


270 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN B" 

1974 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

74 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

74 

11497 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

74 

70836 

Exc. California 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

74 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

74 

12172 

Oil pump cover to block 


271 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "VIN E" 

1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

75 

8518 PT 



1 

Head Set 

75 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

75 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

75 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

75 

MS 90205 



1 

Exh. Manifold Gasket Set 

75 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

75 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

75 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

75 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

75 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

75 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

75 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

75 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

75 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

75 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

75 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

75 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

75 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

75 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

75 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

75 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

75 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

75 

60397 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

75 

11497 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

75 

70953 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

75 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

75 

12172 

Oil pump cover to block 


272 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "VIN K" 

1975-1974 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

75-74 

8518 PT 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 4 Bbl. "VIN K" 1975-1974 2 72 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

75-74 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-74 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-74 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-74 

MS 90205 


1 

Exh. Manifold Gasket Set 

75-74 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-74 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

75-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-74 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-74 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

75-74 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

75-74 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

75-74 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-74 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

75-74 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-74 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-74 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-74 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

75-74 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-74 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-74 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-74 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75 

60397 


1 

Carb. Mounting Gasket 

74 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-74 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

70953 


1 

EGR Gasket 

74 

70836 

Exc. California 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

75-74 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

75-74 

12172 

Oil pump cover to block 

350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN M" 1976-1972 2 73 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-72 

8518 PT 


1 

Head Set 

76-72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-72 

MS 90205 


1 

Exh. Manifold Gasket Set 

76-72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


273 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN M" 1976-1972 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 

1 

Drain Plug Gasket 

76-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-72 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

76-72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

76-72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60340 


1 

Carb. Mounting Gasket 

74-73 

60248 


1 

Carb. Mounting Gasket 

72 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-72 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70953 


1 

EGR Gasket 

74 

70836 

Exc. California 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

76-72 

12172 

Oil pump cover to block 

274 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN N" 1975-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-72 

8518 PT 


1 

Head Set 

75-72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-72 

MS 90205 


1 

Exh. Manifold Gasket Set 

75-72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

75-72 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN N" 

1975-1972 2 74 

(cont.) 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

75-72 

PART NO. 

PS 50045 C 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

75-72 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

75-72 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

75-72 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

75-72 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

75-72 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

75-72 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

75-72 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

75-72 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

75-72 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

75 

60340 



1 

Carb. Mounting Gasket 

74-73 

60248 



1 

Carb. Mounting Gasket 

72 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

75-72 

11497 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

75 

70953 



1 

EGR Gasket 

74 

70836 

Exc. California 


1 

EGR Gasket 

73 

70836 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

75-72 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

75-72 

12172 

Oil pump cover to block 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 4 Bbl. "VIN P" 

1977-1976 275 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

77-76 

8518 PT 



1 

Head Set 

77-76 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

77-76 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

77-76 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

77-76 

MS 90205 



1 

Exh. Manifold Gasket Set 

77-76 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

77-76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

77-76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 


1 

Oil Pan Gasket Set 

76 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

77-76 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

77-76 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

77-76 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

77-76 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

77-76 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

77-76 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

77-76 

SS 5112 

O-ring 


1 

Vaive Stem Seal Set 

76 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

77-76 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

77-76 

35046 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


275 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN P" 1977-1976 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-76 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

77-76 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

77-76 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

77-76 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-76 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-76 

60397 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

77-76 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-76 

70953 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-76 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

77-76 

12172 

Oil pump cover to block 

276 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN V" 1976 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76 

8518 PT 


1 

Head Set 

76 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90205 


1 

Exh. Manifold Gasket Set 

76 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 

1 

Drain Plug Gasket 

76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

76 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

76 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

76 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60340 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

11497 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN V" 1976 276 

(cont.) 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76 

70953 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

76 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code W7" 1970 277 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. "Eng. Code WC" 1969-1968 2 78 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8518 PT 


1 

Head Set 

69-68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 9980 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


278 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WC" 1969-1968 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

69-68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69-68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69-68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69-68 

12172 

Oil pump cover to block 

279 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WD" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8518 PT 


1 

Head Set 

68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 9980 


1 

Exh. Manifold Gasket Set 

68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WD" 

1968 279 

(cont.) 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68 

PART NO. 

PS 50045 C 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

68 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

68 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

68 

13377 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

68 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

68 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

68 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

68 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

68 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

68 

12172 

Oil pump cover to block 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 

1968 280 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8518 PT 



1 

Head Set 

68 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68 

MS 9980 



1 

Exh. Manifold Gasket Set 

68 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Cover Gasket Set 

68 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

68 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

68 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

68 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

68 

13377 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

68 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

68 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


280 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 

1968 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

68 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

68 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

68 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

68 

12172 

Oil pump cover to block 


281 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WM" 

1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69 

8518 PT 



1 

Head Set 

69 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

69 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

69 

MS 9980 



1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

69 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

69 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 


282 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WN" 

1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71-68 

8518 PT 



1 

Head Set 

71-68 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-68 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71-68 

CS 8518-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WN" 1971-1968 282 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71-68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-68 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WP" 1971-1968 283 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


2 

Head Gasket 

69-68 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


1 

Head Set 

69-68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


1 

Full Gasket Set 

69-68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


1 

Gasket Conversion Set 

69-68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Int. Manifold Gasket Set 

69-68 

MS 9980 


1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

69-68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


283 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WP" 1971-1968 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 12173 

Rope 

1 

Rear Main Seal Set 

69-68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

2 

Load Spreader Set 

69-68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


1 

Push Rod Cover Gasket Set 

69-68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69-68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


2 

Water Pump Gasket 

69 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

69-68 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve 

69-68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

1 

Repair Sleeve Tool 

69-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

69-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


1 

Carb. Mounting Gasket 

69-68 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


1 

Distributor Mounting Gasket 

69-68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 

1 

Oil Pump Gasket 

69-68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69-68 

12172 

Oil pump cover to block 

284 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WR" 1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8518 PT 


1 

Head Set 

71-68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WR" 1971-1968 284 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

71-68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71-68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-68 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WU" 1971-1969 285 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8518 PT 


1 

Head Set 

71-69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71-69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


285 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WU" 

1971-1969 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

71-69 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-69 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-69 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71-69 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-69 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71-69 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

71-69 

12172 

Oil pump cover to block 


286 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WV" 

1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69 

8518 PT 



1 

Head Set 

69 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

69 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

69 

MS 9980 



1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

69 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

69 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WZ" 1969 287 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8518 PT 


1 

Head Set 

69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V 8 (16 Valve) (Pontiac), 3.875' 

1 Bore (GMC Eng.), 2 Bbl. "Eng. Code X7" 1970 288 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


288 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code X7" 

1970 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


289 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XB" 

1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69 

8518 PT 



1 

Head Set 

69 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

69 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

69 

MS 9980 



1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

69 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

69 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XB" 

1969 289 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XC" 

1968 290 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8518 PT 



1 

Head Set 

68 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68 

MS 9980 



1 

Exh. Manifold Gasket Set 

68 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

68 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

68 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

68 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

68 

13377 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45166 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

68 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

68 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

68 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

68 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

68 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

68 

12172 

Oil pump cover to block 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XL" 

1969 291 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


291 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XL" 1969 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 

292 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XR" 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8518 PT 


1 

Head Set 

71-69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-69 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. "Eng. Code XR" 

1971-1969 292 

(cont.) 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71-69 

PART NO. 

BS 12173 

DESCRIPTION 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-69 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

71-69 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

71-69 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-69 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-69 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

71-69 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

71-69 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-69 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-69 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-69 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71-69 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-69 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71-69 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

71-69 

12172 

Oil pump cover to block 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XS" 1969 293 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69 

8518 PT 



1 

Head Set 

69 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

69 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

69 

MS 9980 



1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

69 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

69 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


293 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XS" 1969 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 

294 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XT" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8518 PT 


1 

Head Set 

69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 

295 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XU" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XU" 1969 295 

(cont.) 

QTY 

CYLINDER HEAD(cont) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XV" 1969 296 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8518 PT 


1 

Head Set 

69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


296 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XV" 1969 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 

297 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YE" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8518 PT 


1 

Head Set 

69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 13383-3 

w/o Sleeve ’N' Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YE" 1969 297 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. "Eng. Code YJ" 1969-1968 2 98 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8518 PT 


1 

Head Set 

69-68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 9980 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69-68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69-68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69-68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69-68 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


299 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YM" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8518 PT 


1 

Head Set 

68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 9980 


1 

Exh. Manifold Gasket Set 

68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

68 

12172 

Oil pump cover to block 

300 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YN" 1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8518 PT 


1 

Head Set 

71-68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-68 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-68 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YN" 1971-1968 300 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71-68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-68 

12172 

Oil pump cover to block 


350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YP" 1971-1968 301 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


2 

Head Gasket 

68 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


1 

Head Set 

68 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


1 

Full Gasket Set 

68 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


1 

Gasket Conversion Set 

68 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Int. Manifold Gasket Set 

68 

MS 9980 


1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


1 

Exh. Manifold Gasket Set 

68 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

68 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 12173 

Rope 

1 

Rear Main Seal Set 

68 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

68 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

68 

VS 50005 R 

Rubber; 1/8" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


301 350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YP" 1971-1968 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


1 

Push Rod Cover Gasket Set 

68 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

68 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


2 

Water Pump Gasket 

68 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

68 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve 

68 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

1 

Repair Sleeve Tool 

68 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60061-1 


1 

Carb. Mounting Gasket 

68 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


1 

Distributor Mounting Gasket 

68 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 

1 

Oil Pump Gasket 

68 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

68 

12172 

Oil pump cover to block 

302 350 5.7L (5733CC) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YU" 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8518 PT 


1 

Head Set 

71-69 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-69 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71-69 

ES 72676 

Valve Cover 


(continued on next page) 


650 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5733cc) OHV V8 (16 Valve) (Pontiac), 3.875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YU" 1971-1969 302 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-69 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

71-69 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-69 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-69 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-69 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-69 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-69 

12172 

Oil pump cover to block 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN 4" 1979-1978 303 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-78 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

79-78 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

79-78 

7733 SP 

HeadSaver® 

1 

Head Set 

79-78 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

79-78 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-78 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-78 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-78 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

79-78 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

79-78 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

79-78 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

79-78 

8194 

2 

Exhaust Pipe Gasket 

79-78 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-78 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

79-78 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-78 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

79-78 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

79-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-78 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-78 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-78 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

79-78 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

79-78 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

79-78 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

79-78 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

79-78 

ES 72676 

Valve Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


303 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN 4" 1979-1978 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-78 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

79-78 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-78 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

79-78 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

79-78 

5152 

To block 

1 

Water Pump Gasket 

79-78 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-78 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-78 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

79-78 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-78 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-78 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-78 

60249 


1 

Carb. Mounting Gasket 

79-78 

60731 

QuadraJet stainless steel heat shield 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-78 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-78 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

79-78 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

79-78 

72665 

Distributor to oil pump shaft retainer 

304 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN 6" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

80 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

80 

7733 SP 

HeadSaver® 

1 

Head Set 

80 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

80 

ES 72856 

Replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

80 

8194 

1 L J 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410C 

Cork 

1 

Oil Pan Gasket Set 

80 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80 

VS 12869T 

PermaDryPlus® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN 6" 1980 304 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

5152 

To block 

1 

Water Pump Gasket 

80 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60249 


1 

Carb. Mounting Gasket 

80 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 

350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN 8" 1980-1979 3Q5 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-79 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

80-79 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

80-79 

7733 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

80-79 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-79 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-79 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-79 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80-79 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

80-79 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80-79 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-79 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410 C 

Cork 

1 

Oil Pan Gasket Set 

80-79 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79 

OS 5197 C-5 

Cork 

1 

Drain Plug Gasket 

80-79 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


305 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN 8" 1980-1979 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-79 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-79 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-79 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-79 

5152 

To block 

1 

Water Pump Gasket 

80-79 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-79 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-79 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60249 


1 

Carb. Mounting Gasket 

80-79 

60731 

QuadraJet stainless steel heat shield 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-79 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80-79 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-79 

72665 

Distributor to oil pump shaft retainer 

306 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1978-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

78-72 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

76-72 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

76-72 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

78-72 

7733 SP 

HeadSaver® 

1 

Head Set 

78-77 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

1 

Head Set 

76-75 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

76-75 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

74-72 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Head Set 

74-72 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Bolt Set 

78-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-77 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

1 

Full Gasket Set 

76-75 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

76-75 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

74-72 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN H" 1978-1972 306 

(cont.) 

QTY 

FULL GASKET SET (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-72 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

78-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

78-72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Fteq’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

78-75 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Fteq’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78-72 

8194 

2 

Exhaust Pipe Gasket 

78-75 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

74-72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

74-72 

60117 

Heat riser; 3 1/16" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

78-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

78-75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

78-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

78-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

78-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

78-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

78-72 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

78-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

78-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

78-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

78-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78-72 

5152 

To block 

1 

Water Pump Gasket 

78-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-75 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

78-75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

78-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-72 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

78-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-74 

60248 


1 

Carb. Mounting Gasket 

73 

60254 


1 

Carb. Mounting Gasket 

72 

60254 

Carb. to insulator 

1 

Carb. Mounting Gasket 

72 

60099 

Insulator to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-77 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-72 

70194 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


306 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1978-1972 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

78-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

78-72 

72665 

Distributor to oil pump shaft retainer 

307 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN H" 1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

78 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

78 

7733 SP 

HeadSaver® 

1 

Head Set 

78 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

78 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

78 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

78 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

78 

8194 

2 

Exhaust Pipe Gasket 

78 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

78 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

78 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

78 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

78 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

78 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

78 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

78 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

78 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

78 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

78 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78 

5152 

To block 

1 

Water Pump Gasket 

78 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

78 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

78 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78 

60249 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN H" 1978 307 

(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78 

60731 

QuadraJet stainless steel heat shield 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

78 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

78 

72665 

Distributor to oil pump shaft retainer 

350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN J" 1975-1972 3Q8 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-72 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

75-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

75-72 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

75-72 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

75-72 

7733 SP 

HeadSaver® 

1 

Head Set 

75 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

75 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

74-72 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Head Set 

74-72 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Bolt Set 

75-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

75 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

74-72 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Full Gasket Set 

74-72 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90314-2 


1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

75-72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

75 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

75-72 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

74-72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

74-72 

60117 

Heat riser; 3 1/16" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

75-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

75-72 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


308 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN J" 1975-1972 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75-72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

75-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

75-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-72 

5152 

To block 

1 

Water Pump Gasket 

75-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

75-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

75-72 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73-72 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-72 

72665 

Distributor to oil pump shaft retainer 

309 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN K" 1974-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-72 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

74-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

74-72 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

74-72 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

74-72 

7733 SP 

HeadSaver® 

1 

Head Set 

74-72 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Head Set 

74-72 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Bolt Set 

74-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-72 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Full Gasket Set 

74-72 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73-72 

MS 90314-2 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN K" 1974-1972 309 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

74-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

74-72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

74-72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-72 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-72 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

74-72 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

1 

Drain Plug Gasket 

74-72 

70822 

incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

74-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

74-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

74-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

74-72 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

74-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

74-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

74-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

74-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

74-72 

5152 

To block 

1 

Water Pump Gasket 

74-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60249 


1 

Carb. Mounting Gasket 

74-72 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73-72 

60255 

Exc. Special Hi-Pert.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

74-72 

70194 


QTY 

EXHAUST GAS 
RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

74-72 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN L" 1980-1972 31Q 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

80-72 

7733 PT-2 

PermaTorque Severe Duty® 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76-72 

7733 SH-1 

PermaTorque® 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76-72 

8651 PT 

Embossed steel 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 

2 

Head Gasket Spacer Shim 

80-72 

7733 SP 

recommended 

HeadSaver® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


310 350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN L" 1980-1972 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

80-77 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Head Set 

76-75 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

76-75 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

74-72 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

74-72 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

80-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-77 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Full Gasket Set 

76-75 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

76-75 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

74-72 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

74-72 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-75 

MS 90314-2 


1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80-75 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

80-72 

8194 

2 

Exhaust Pipe Gasket 

80-75 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

74-72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

74-72 

60117 

Heat riser; 3 1/16" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

80-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410C 

Cork 

1 

Oil Pan Gasket Set 

80-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

80-72 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-72 

5152 

To block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN L" 1980-1972 3 1 0 

(cont.) 

QTY 

WATER PUMP (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-75 

TCS 45265 

w/Sleeve 'N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-74 

60249 


1 

Carb. Mounting Gasket 

80-72 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73-72 

60255 

Exc. Special Hi-Pert.; Exc. E.E.C. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-77 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-72 

72665 

Distributor to oil pump shaft retainer 

350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN T" 1975-1973 311 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-73 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

75-73 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

75-73 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

75-73 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

75-73 

7733 SP 

HeadSaver® 

1 

Head Set 

75 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

75 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

74-73 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Head Set 

74-73 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Bolt Set 

75-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

75 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

74-73 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Full Gasket Set 

74-73 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90314-2 


1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75-73 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

75-73 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

75-73 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

74-73 

60083 

Heat riser; 2 11/16" bolt hole centers 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


311 350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN T" 1975-1973 

QTY 

EXHAUST PIPE FLANGE 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-73 

60117 

Heat riser; 3 1/16" bolt hole centers 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

75-73 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 3451OT 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

1 

Drain Plug Gasket 

75-73 

70822 

incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75-73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

75-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75-73 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

75-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

75-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-73 

5152 

To block 

1 

Water Pump Gasket 

75-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

75-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

75-73 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

70194 


QTY 

EXHAUST GAS 
RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-73 

72665 

Distributor to oil pump shaft retainer 

312 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN V" 1976 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76 

501 SD 

Embossed steel 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76 

7733 PT-2 

PermaTorque Severe Duty® 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76 

8651 PT 

PermaTorque® 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 

2 

Head Gasket Spacer Shim 

76 

7733 SP 

recommended 

HeadSaver® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN V" 1976 3 1 2 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

76 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

76 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

76 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

76 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

76 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32” ID 

2 

Exhaust Pipe Gasket 

76 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

76 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

76 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76 

5152 

To block 

1 

Water Pump Gasket 

76 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

76 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

76 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60248 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76 

72665 

Distributor to oii pump shaft retainer 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


313 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN X" 1977-1976 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-76 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

77-76 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

76 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

76 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

77-76 

7733 SP 

HeadSaver® 

1 

Head Set 

77 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Head Set 

76 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

76 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

77-76 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Full Gasket Set 

76 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

76 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

77-76 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

77-76 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

77-76 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

77-76 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

77-76 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

77-76 

8194 

2 

Exhaust Pipe Gasket 

77-76 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-76 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

77-76 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-76 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

77-76 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

77-76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

77-76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-76 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

77-76 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

77-76 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

77-76 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

77-76 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

77-76 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-76 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

77-76 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77-76 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

77-76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

77-76 

5152 

To block 

1 

Water Pump Gasket 

77-76 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-76 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

77-76 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

77-76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

77-76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-76 

60038 

5 1/32" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN X" 1977-1976 3 1 3 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-76 

60249 


1 

Carb. Mounting Gasket 

77-76 

60731 

QuadraJet stainless steel heat shield 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

77 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

77-76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

77-76 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

77-76 

72665 

Distributor to oil pump shaft retainer 

350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. 1971-1969 3 1 4 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

71-69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

71-69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

71-69 

8651 PT 

Hi-Pert, eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket Spacer Shim 

71-69 

7733 SP 

HeadSaver® 

1 

Head Set 

71-69 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Head Set 

71-69 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Bolt Set 

71-69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 





recommended 

1 

Full Gasket Set 

71-69 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 





recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71-69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-69 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-69 

60117 

Heat riser; 3 1/16“ bolt hole centers 

2 

Exhaust Pipe Gasket 

71-69 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-69 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71-69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

71-69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


31 4 350 5.7L (5736CC) OHV V 8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1971-1969 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

5152 

To block 

1 

Water Pump Gasket 

71-69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

71-69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

71-69 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60256 

Carb. to insulator 

1 

Carb. Mounting Gasket 

71 

60099 

Insulator to manifold 

1 

Carb. Mounting Gasket 

70 

60099 

Exc. Emissions pump 

1 

Carb. Mounting Gasket 

69 

60099 

Exc. Chevrolet Camaro Base, Chevelle 300 Deluxe, 

Concours, Concours Estate, Greenbrier, Malibu, Nomad, SS, 
Chevy II Nova, Malibu Base, Nova Base 1 Pontiac Acadian 
Base, Beaumont Base 

1 

Carb. Mounting Gasket 

69 

9288 

Chevrolet Camaro Base, Chevelle 300 Deluxe, Concours, 
Concours Estate, Greenbrier, Malibu, Nomad, SS, Chevy II 
Nova, Malibu Base, Nova Base 1 Pontiac Acadian Base, 
Beaumont Base 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-69 

72665 

Distributor to oil pump shaft retainer 

315 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. 1971-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-67 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

71-67 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

71-67 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

71-67 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

71-67 

7733 SP 

HeadSaver® 

1 

Head Set 

71-67 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

71-67 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

71-67 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-67 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

71-67 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-67 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68-67 

MS 9617 


1 

Exh. Manifold Gasket Set 

71-67 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-67 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-67 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-67 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-67 

8194 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

71-67 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-67 

OS 5197 C-4 

w/Exh. pipe packing; Cork 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. 1971-1967 3 1 5 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-67 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-67 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71-67 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-67 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-67 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-67 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-67 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-67 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-67 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-67 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-67 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-67 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

71-67 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-67 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-67 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-67 

5152 

To block 

1 

Water Pump Gasket 

71-67 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-67 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-67 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-67 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-67 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 

Exc. Chevrolet Chevelle Base, Concours, Concours Estate, 
Greenbrier, Malibu, Nomad, SS, Malibu Base; Exc. Special 
Hi-Perf. 

1 

Carb. Mounting Gasket 

71 

60111 

Chevrolet Chevelle Base, Concours, Concours Estate, 
Greenbrier, Malibu, Nomad, SS, Malibu Base; Insulator to 
manifold 

1 

Carb. Mounting Gasket 

71-67 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

70 

60111 

Chevrolet Corvette Base; Exc. Special Hi-Perf.; E.E.C. 

1 

Carb. Mounting Gasket 

70 

60111 

Exc. Chevrolet Corvette Base; Exc. Special Hi-Perf.; Insulator 
to manifold 

1 

Carb. Mounting Gasket 

70 

60110 

Special Hi-Perf.; E.E.C. 

1 

Carb. Mounting Gasket 

70 

60111 

Exc. Chevrolet Corvette Base; Special Hi-Perf.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70 

60148 

Chevrolet Corvette Base; Special Hi-Perf.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

69 

60043 

Exc. Chevrolet Corvette Base; Special Hi-Perf. 

1 

Carb. Mounting Gasket 

69 

60148 

Chevrolet Corvette Base; Special Hi-Perf. 

1 

Carb. Mounting Gasket 

68-67 

60043 

Special Hi-Perf. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-67 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-67 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" Bore (GMC Eng.), 2 Bbl. "VIN H" 1977-1972 3 1 6 

O 

H 

< 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-72 

8264 PT-1 


1 

Head Set 

77-72 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-72 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

77-72 

MS 96006 


1 

Exh. Manifold Gasket Set 

77-72 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-72 

OS 13397 C-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


316 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1977-1972 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

77-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-72 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

77-72 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-74 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

73-72 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77-72 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

77-72 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-72 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

77-72 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

77-72 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

77-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

77-75 

60279 


1 

Carb. Mounting Gasket 

74-72 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

77-72 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

77-72 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

77-72 

70032 


317 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "VIN J" 1977-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

77-72 

8264 PT-1 


1 

Head Set 

77-72 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

77-72 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

77-72 

MS 96006 


1 

Exh. Manifold Gasket Set 

77-72 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

77-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

77-72 

OS 13397 C-1 


1 

Drain Plug Gasket 

77-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

77-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

77-72 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

77-72 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

77-74 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

2 

Valve Stem Seal Set 

73-72 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

77-72 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

77-72 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

77-72 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

77-72 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

77-72 

15200 

Rubber one-piece timing cover seal 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" Bore (GMC Eng.), 4 Bbl. "VIN J" 1977-1972 3 1 7 

(cont.) 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

77-72 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

77-75 

74-72 

PART NO. 

60334 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

77-72 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

77-72 

PART NO. 

70978 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

77-72 

PART NO. 

70032 

DESCRIPTION 

350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" Bore (GMC Eng.), 4 Bbl. "VIN K" 1972 3 1 8 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

72 

72 

PART NO. 

8264 PT-1 

HS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

72 

PART NO. 

FS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

72 

72 

PART NO. 

MS 96006 

MS 90241 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

72 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

72 

72 

PART NO. 

OS 13397 C-1 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

72 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

72 

72 

PART NO. 

VS 50034 C 

VS 50034 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

2 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

72 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

72 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

72 

PART NO. 

12996-1 

DESCRIPTION 

QTY 

1 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Set 

Timing Cover Seal 

YEARS 

72 

72 

72 

PART NO. 

TCS 45006 

TCS 45930 

15200 

DESCRIPTION 

w/Rope seal 
w/Rubber seal 

Rubber one-piece timing cover seal 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

72 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

72 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

72 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

72 

PART NO. 

70978 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

72 

PART NO. 

70032 

DESCRIPTION 

350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" Bore (GMC Eng.), 4 Bbl. "VIN X" 1980-1978 3 1 9 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-78 

80-78 

PART NO. 

8264 PT-1 

HS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

80-78 

PART NO. 

FS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

YEARS 

80-78 

PART NO. 

MS 96006 

DESCRIPTION 


(continued on next page) 


669 











GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


319 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN X" 1980-1978 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

80-78 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 13397 C-1 


1 

Drain Plug Gasket 

80-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

80-78 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-78 

SS 70092-1 

Loc. Inf.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-78 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-78 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-78 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

80-78 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

80-78 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-78 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-78 

60334 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

80-78 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-78 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

80-78 

70032 


320 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code P0" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8264 PT-1 


1 

Head Set 

68 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

68 

MS 96006 


1 

Exh. Manifold Gasket Set 

68 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 13397 C-1 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

68 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45006 

w/Rope seal 


670 


(continued on next page) 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code P0" 1968 320 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

68 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code PP" 1968 321 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8264 PT-1 


1 

Head Set 

68 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

68 

MS 96006 


1 

Exh. Manifold Gasket Set 

68 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 13397 C-1 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

68 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

68 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

68 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

68 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code R0" 1969 322 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8264 PT-1 


1 

Head Set 

69 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69 

MS 96006 


1 

Exh. Manifold Gasket Set 

69 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


322 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code R0" 1969 

(cont.) 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 13397 C-1 


1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

69 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

69 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

69 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

69 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

70032 


323 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RP" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8264 PT-1 


1 

Head Set 

69 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69 

MS 96006 


1 

Exh. Manifold Gasket Set 

69 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 13397 C-1 


1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

69 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

69 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

69 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

69 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69 

420 

Distributor Mounting 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RP" 1969 323 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SB" 1970 324 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8264 PT-1 


1 

Head Set 

70 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96006 


1 

Exh. Manifold Gasket Set 

70 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13397 C-1 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SO" 1970 325 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8264 PT-1 


1 

Head Set 

70 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96006 


1 

Exh. Manifold Gasket Set 

70 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13397 C-1 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 50034 R 

Rubber 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


325 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SO" 1970 

(cont.) 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 


326 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SP" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8264 PT-1 


1 

Head Set 

70 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96006 


1 

Exh. Manifold Gasket Set 

70 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13397 C-1 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 


327 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TB" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8264 PT-1 


1 

Head Set 

71 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TB" 1971 327 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96006 


1 

Exh. Manifold Gasket Set 

71 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13397 C-1 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TC" 1971 328 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8264 PT-1 


1 

Head Set 

71 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96006 


1 

Exh. Manifold Gasket Set 

71 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13397 C-1 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


328 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TC" 1971 

QTY 

1 

TIMING COVER (cont.) 

Timing Cover Seal 

YEARS 

71 

PART NO. 

15200 

DESCRIPTION 

Rubber one-piece timing cover seal 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

71 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71 

PART NO. 

70032 

DESCRIPTION 

329 350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TD" 1971 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71 

71 

PART NO. 

8264 PT-1 

HS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71 

PART NO. 

FS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71 

71 

PART NO. 

MS 96006 

MS 90241 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

71 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

71 

71 

PART NO. 

OS 13397 C-1 
70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

71 

71 

PART NO. 

VS 50034 C 

VS 50034 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

2 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

71 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71 

PART NO. 
12996-1 

DESCRIPTION 

QTY 

1 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Cover Set 

Timing Cover Seal 

YEARS 

71 

71 

71 

PART NO. 

TCS 45006 

TCS 45930 

15200 

DESCRIPTION 

w/Rope seal 
w/Rubber seal 

Rubber one-piece timing cover seal 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

60038 

DESCRIPTION 

51/32"ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

71 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71 

PART NO. 

70032 

DESCRIPTION 

330 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TO" 1971 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71 

71 

PART NO. 

8264 PT-1 

HS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71 

PART NO. 

FS 8264 PT-1 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71 

71 

PART NO. 

MS 96006 

MS 90241 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

71 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TO" 1971 330 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13397 C-1 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

71 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 



364 6.0L (5967cc) OHV V8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 3G" 1960 331 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

7922 PT-1 


1 

Head Set 

60 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

60 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11408 C-1 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

60 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

60 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9372 

Carter 

1 

Carb. Mounting Gasket 

60 

9372 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

421 

Distributor Mounting 


677 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


332 364 6.0L (5967CC) OHV V8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 3G" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

7922 PT-1 


1 

Head Set 

60 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

60 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 11408 C-1 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

60 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

60 

11528 

1 or 2 Req'd.; 4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

9803 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

421 

Distributor Mounting 

333 364 6.0L (5967CC) OHV V8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 3H" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7922 PT-1 


1 

Head Set 

61 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

61 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11408 C-1 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

61 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9372 

Carter 

1 

Carb. Mounting Gasket 

61 

9372 

Rochester 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



364 6.0L (5967cc) OHV V 8 (16 Valve) (Buick), 4.125 

" Bore (GMC Eng.), 2 Bbl." 

Eng. Code3H" 

1961 333 

(cont.) 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

61 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 




364 6.0L (5967cc) OHV V 8 (16 Valve) (Buick), 4.125 

" Bore (GMC Eng.), 4 Bbl." 

Eng. Code3H" 

1961 334 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

61 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

61 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11407 R 

DESCRIPTION 



QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

61 

61 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

61 

PART NO. 

TCS 11557 

DESCRIPTION 



QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

61 

PART NO. 

11528 

DESCRIPTION 

1 or 2 Req'd.; 4" ID 



QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

61 

PART NO. 

9803 

DESCRIPTION 

1 or 2 Req’d. 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

61 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 




364 6.0L (5967cc) OHV V 8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code L3G" 

i960 335 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

60 

60 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

60 

60 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

60 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

60 

60 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

60 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

60 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

60 

PART NO. 

PS 11407 R 

DESCRIPTION 



QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

60 

60 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

60 

PART NO. 

TCS 11557 

DESCRIPTION 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


335 364 6.0L (5967CC) OHV V8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code L3G" 

1960 

(cont.) 





QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

60 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

60 

9372 

Carter 


1 

Carb. Mounting Gasket 

60 

9372 

Rochester 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

60 

421 

Distributor Mounting 


336 364 6.0L (5967CC) OHV V8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code L3H" 

1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

7922 PT-1 



1 

Head Set 

61 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

61 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 11408 C-1 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

61 

11379 

Water Outlet; Water manifold 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9372 

Carter 


1 

Carb. Mounting Gasket 

61 

9372 

Rochester 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

61 

421 

Distributor Mounting 


337 364 6.0L (5967CC) OHV V8 (16 Valve) (Buick), 4.125" 

Bore (GMC Eng.), 2 Bbl. 1959-1957 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

59-57 

7922 PT-1 



1 

Head Set 

59-57 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

59-57 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

59-57 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

59-57 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

59-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

59-57 

OS 11408 C-1 



1 

Drain Plug Gasket 

59-57 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

59-57 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

59-57 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

59-57 

PS 11407 R 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



364 6.0L (5967cc) OHV V8 (16 Valve) (Buick), 4.125" Bore (GMC Eng.), 2 Bbl. 1959-1957 337 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-57 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

59-57 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-57 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59-57 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59-57 

9372 

Carter 

1 

Carb. Mounting Gasket 

59-57 

9372 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59-57 

421 

Distributor Mounting 


364 6.0L (5967cc) OHV V8 (16 Valve) (Buick), 4.125" Bore (GMC Eng.), 4 Bbl. 1959-1957 3 38 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59-57 

7922 PT-1 


1 

Head Set 

59-57 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59-57 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59-57 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

59-57 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59-57 

OS 11408 C-1 


1 

Drain Plug Gasket 

59-57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59-57 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59-57 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59-57 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59-57 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

59-57 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59-57 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

59-57 

11528 

1 or 2 Req’d.; 4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59-57 

9803 

1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59-57 

421 

Distributor Mounting 


365 6.0L (5972cc) OHV V8 (16 Valve) (Cadillac), 4" Bore (GMC Eng.), 2-4 Bbl. 1957-1956 339 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57-56 

7893 PT 


1 

Head Set 

57-56 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57-56 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57-56 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

57-56 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

57 

9558 

Flange 

1 

Exhaust Pipe Gasket 

56 

9558 

Loc. L.H.; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57-56 

OS 5363 C-2 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


339 365 6.0L (5972CC) OHV V8 (16 Valve) (Cadillac), 4" 

(cont.) 

Bore (GMC Eng.), 2-4 Bbl. 1957-1956 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-56 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 5395 

From Eng. Ser. No. 7150 

1 

Valve Cover Gasket Set 

57 

VS 5392 

To Eng. Ser. No. 7149 

1 

Valve Cover Gasket Set 

56 

VS 5392 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57-56 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-56 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-56 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

57-56 

5391 

To block 

2 

Water Pump Gasket 

57-56 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 5367-1 

Metal encased seal 

1 

Timing Cover Set 

56 

TCS 5367-1 

From Eng. Ser. No. 103793; Metal encased seal 

1 

Timing Cover Set 

56 

TCS 5367 

To Eng. Ser. No. 103792; Felt seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

57-56 

11528 

4" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

57-56 

35608 

Distributor Mounting 

340 365 6.0L (5972CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 3-2 Bbl. 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

7893 PT 


1 

Head Set 

58 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

58 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

58 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 40096-1 

From Eng. Ser. No. 50990; Rubber; Two-piece 

1 

Rear Main Seal Set 

58 

BS 5974 

To Eng. Ser. No. 50989; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 5395 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58 

5391 

To block 

2 

Water Pump Gasket 

58 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 5367-1 

Metal encased seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

58 

9093 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

58 

35608 

Distributor Mounting 


682 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



365 6.0L (5972cc) OHV V8 (16 Valve) (Cadillac), 4" Bore (GMC Eng.), 4 Bbl. 1958-1956 341 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58-56 

7893 PT 


1 

Head Set 

58-56 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-56 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58-56 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

58-56 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

58-57 

9558 

Flange 

1 

Exhaust Pipe Gasket 

56 

9558 

Loc. L.H.; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58-56 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 40096-1 

From Eng. Ser. No. 50990; Rubber; Two-piece 

1 

Rear Main Seal Set 

58 

BS 5974 

To Eng. Ser. No. 50989; Rope 

1 

Rear Main Seal Set 

57-56 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58 

VS 5395 


1 

Valve Cover Gasket Set 

57 

VS 5395 

From Eng. Ser. No. 7150 

1 

Valve Cover Gasket Set 

57 

VS 5392 

To Eng. Ser. No. 7149 

1 

Valve Cover Gasket Set 

56 

VS 5392 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58-56 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58-56 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58-56 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

58-56 

5391 

To block 

2 

Water Pump Gasket 

58-56 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 5367-1 

Metal encased seal 

1 

Timing Cover Set 

56 

TCS 5367-1 

From Eng. Ser. No. 103793; Metal encased seal 

1 

Timing Cover Set 

56 

TCS 5367 

To Eng. Ser. No. 103792; Felt seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58-56 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

58-57 

9770 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

58-56 

35608 

Distributor Mounting 


370 6.1 L (6064cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. 1958 342 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9498 SH-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11489 C 


1 

Drain Plug Gasket 

58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

58 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


342 370 6.1 L (6064CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. 1958 

(cont.) 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

58 

60099 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

11497 


343 370 6.1 L (6064CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9498 SH-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

58 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 11489 C 


1 

Drain Plug Gasket 

58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

58 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

58 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

58 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

58 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

58 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

58 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

58 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

58 

9093 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

58 

11497 


344 370 6.1 L (6064CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. 1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

58 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

58 

MS 9498 SH-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


370 6.1 L (6064cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. 1958 344 

(cont.) 

QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

58 

PART NO. 

8938 

DESCRIPTION 

Flange; 2 5/8" OD 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

58 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

58 

58 

PART NO. 

OS 11489 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

58 

PART NO. 

BS 5974 

DESCRIPTION 

Rope 

QTY 

2 

VALVE COVER 

Load Spreader Set 

YEARS 

58 

PART NO. 

ES 72676 

DESCRIPTION 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

58 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

58 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

58 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

58 

PART NO. 

12967 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

58 

PART NO. 

TCS 12681-1 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

58 

PART NO. 

11528 

DESCRIPTION 

4" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

58 

PART NO. 

9386 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

58 

PART NO. 

11497 

DESCRIPTION 

370 6.1 L (6064cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), MF11958 345 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

58 

PART NO. 

8518 PT 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

58 

PART NO. 

FS 8518PT-2 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

58 

PART NO. 

MS 9498 SH-1 

DESCRIPTION 

QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

58 

PART NO. 

8938 

DESCRIPTION 

Flange; 2 5/8" OD 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

58 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

58 

58 

PART NO. 

OS 11489 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

58 

PART NO. 

BS 5974 

DESCRIPTION 

Rope 

QTY 

2 

VALVE COVER 

Load Spreader Set 

YEARS 

58 

PART NO. 

ES 72676 

DESCRIPTION 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

58 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

58 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

58 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

58 

PART NO. 

12967 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

58 

PART NO. 

TCS 12681-1 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

58 

PART NO. 

11497 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


346 371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code CE" 

1960 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

60 

MS 9549 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

60 

60278 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60 

5019 

1 55/64" ID x 2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

60 

OS 12444 C-1 



1 

Drain Plug Gasket 

60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

60 

BS 12446 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

60 

VS 12421 R 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

60 

PS 12420 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

60 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

60 

35064 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

60 

TCS 6402-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

60 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

60 

60113 



347 371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code CH" 

1960 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

60 

MS 9549 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


3 

Exhaust Pipe Gasket 

60 

60278 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

60 

OS 12444 C-1 



1 

Drain Plug Gasket 

60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

60 

BS 12446 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

60 

VS 12421 R 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

60 

PS 12420 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

60 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

60 

4568 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

60 

TCS 6402-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

60 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

60 

9532 

1 or 2 Req'd. 


348 371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 2 Bbl. 1960-1958 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

58 

FS 7747 S 

Premium valve stem seals incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

60-59 

MS 9549 SH 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" Bore (GMC Eng.), 2 Bbl. 1960-1958 3 48 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60-58 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60-58 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 12444 C-1 


1 

Oil Pan Gasket Set 

58 

OS 6412 C 


1 

Drain Plug Gasket 

60-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-58 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 12421 R 


1 

Valve Cover Gasket Set 

58 

VS 6428 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60-59 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60-59 

SS 70393 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

58 

SS 13955 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-58 

35064 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-58 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60-59 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

58 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60-59 

60113 



371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" Bore (GMC Eng.), 3-2 Bbl. 1958-1957 3 49 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

58-57 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

58-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

58-57 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

58 

OS 6412 C 


1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 88 Base; From Eng. Ser. No. A146388 to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 88 Holiday; From Eng. Ser. No. A146388 to 

A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Base; From Eng. Ser. No. A146388 to 

A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Holiday; From Eng. Ser. No. A146388 to 
A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 98 Base; From Eng. Ser. No. A146388 to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Fiesta Base; From Eng. Ser. No. A146388 to 

A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Golden Rocket 88 Base, Starfire Base; From Eng. 
Ser. No. A146388 to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Starfire Holiday; From Eng. Ser. No. A146388 to 

A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 88 Base, Holiday; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Starfire Holiday, Super 88 Base; To Eng. Ser. No. 
A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Holiday; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 98 Base; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Fiesta Base; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Golden Rocket 88 Base; To Eng. Ser. No. 

A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Starfire Base; To Eng. Ser. No. A143819 

1 

Drain Plug Gasket 

58-57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

58-57 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

58-57 

VS 6428 



(continued on next page) 


687 









GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


349 371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. 1958-1957 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

58 

SS 13955 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

57 

SS 13955 

w/Valve spring 575533; Premium valve stem seals incl. 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

58-57 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

58-57 

5198 

2 5/8" ID 

350 371 6.1 L (6081 cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 4 Bbl. 1960-1957 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

58-57 

FS 7747 S 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-59 

MS 9549 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60-57 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60-57 

5019 

1 55/64" ID x2 19/64” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60-59 

OS 12444 C-1 


1 

Oil Pan Gasket Set 

58 

OS 6412 C 


1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 88 Base; From Eng. Ser. No. A146388 to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 88 Holiday; From Eng. Ser. No. A146388 to 

A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 98 Base, Fiesta Base; From Eng. Ser. No. 

A146388to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Golden Rocket 88 Base; From Eng. Ser. No. 
A146388to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Starfire Base, Holiday; From Eng. Ser. No. 

A146388to A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Base; From Eng. Ser. No. A146388 to 

A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Holiday; From Eng. Ser. No. A146388 to 
A146764 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 88 Base, Holiday; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile 98 Base; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Fiesta Base, Golden Rocket 88 Base; To Eng. 

Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Starfire Base; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Starfire Holiday; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Base; To Eng. Ser. No. A143819 

1 

Oil Pan Gasket Set 

57 

OS 6412 C 

Oldsmobile Super 88 Holiday; To Eng. Ser. No. A143819 

1 

Drain Plug Gasket 

60-57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60-57 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60-59 

VS 12421 R 


1 

Valve Cover Gasket Set 

58-57 

VS 6428 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60-59 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60-59 

SS 70393 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

58 

SS 13955 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

57 

SS 13955 

w/Valve spring 575533; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60-57 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60-57 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60-57 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60-57 

9532 

1 or 2 Req'd. 

351 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625 

" Bore (GMC Eng.), 2 Bbl. "Eng. Code 01A" 1964-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-62 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code 01 A" 1964-1962 351 

(cont.) 

QTY 

CYLINDER HEAD (cont) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16” OD 

1 

Air Cleaner Gasket 

64-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 02A" 1962 352 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


352 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 02A" 1962 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62 

62 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

62 

60038 

Super Duty; 5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62 

PART NO. 

9386 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

62 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 

353 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 02B" 1964-1962 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

64-62 

64-62 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-63 

PART NO. 

FS 8518PT-3 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

64-63 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-62 

64-62 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64-62 

64-62 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64-62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-62 

SS 5112 

O-ring 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code 02B" 1964-1962 353 

(cont.) 

QTY 

2 

VALVE STEM SEAL SET 

(cont.) 

Valve Stem Seal Set 

YEARS 

64-62 

PART NO. 

SS 13360 

DESCRIPTION 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-62 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4” ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 03A" 1964 354 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


354 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 03A" 1964 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

355 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 03B" 1963-1962 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63-62 

63-62 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 8518PT-3 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

63 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63-62 

63-62 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63-62 

63-62 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63-62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63-62 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

63-62 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


692 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code 04B" 1963-1962 3 56 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 04L" 1964 357 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


357 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 04L" 1964 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

358 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 05A" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code 05A" 1963-1962 3 58 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Vaive Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 05L" 1964 359 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


359 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 05L" 1964 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

360 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 06B" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code 06B" 1963-1962 3 60 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 07B" 1963 361 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code 08A" 1962 362 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


362 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 08A" 1962 


MANIFOLD - INT. & EXH. 




QTY 

1 

(cont.) 

Exh. Manifold Gasket Set 

YEARS 

62 

PART NO. 

MS 9499 SH 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62 

62 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

62 

60038 

Super Duty; 5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62 

PART NO. 

9386 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

62 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 

363 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 08B" 1962 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

62 

62 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62 

62 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62 

62 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62 

PART NO. 

PS 11488 

DESCRIPTION 


698 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 08B" 1962 363 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

Exc. Super Duty; 4” ID 

1 

Air Cleaner Gasket 

62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 08R" 1964 364 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


364 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 08R" 1964 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

365 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 09R" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

366 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 10A" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code 10A" 1964 366 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 10B" 1962 367 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


367 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 10B" 1962 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

62 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

62 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 

368 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 11B" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 11B" 

1962 368 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

62 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

62 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

62 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 11H" 

1964 369 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 12H" 

1964 370 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518 PT-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


370 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 12H" 1964 

(cont.) 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

371 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 13H" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 13H" 1964 371 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code 15H" 1963-1962 3 72 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


372 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 15H" 1963-1962 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 

373 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 16K" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 16K" 1963-1962 373 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 17H" 1963-1962 374 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


375 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 17M" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

376 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 18K" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code 18K" 1963-1962 3 76 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 18M" 1964 377 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


377 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 18M" 1964 

(cont.) 





VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

378 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 19M" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5198 

w/M/T; 2 5/8" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 19M" 1964 378 






(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 


Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 20L" 1963-1962 379 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 



1 

Head Set 

63-62 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 



1 

Full Gasket Set 

62 

FS 8518 PT-3 


Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 


Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 



1 

Drain Plug Gasket 

63-62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 


Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 


Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 


O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 


Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 


w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 


w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 


w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 


w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 


w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 


w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 


Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 


Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 


w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 


w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 


Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


380 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 21L" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 

381 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 22B" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 22B" 1964 381 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 23B" 1964 382 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


382 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 23B" 1964 

(cont.) 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

383 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 23H" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code 23H" 1963-1962 3 83 

(cont.) 


AIR CLEANER MOUNTING 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 25J" 1962 384 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 25K" 1964 385 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 



(continued on next page) 


715 











GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


385 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 25K" 1964 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

64 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64 

64 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4” ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64 

PART NO. 

13834 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

386 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 266" 1963 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 8518PT-3 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

63 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 266" 1963 386 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

63 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code 26K" 1964 387 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


(continued on next page) 


717 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


387 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 26K" 

1964 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

13834 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


388 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 27J 

" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

62 

8518 PT 



1 

Head Set 

62 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

62 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 



1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

62 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

62 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

62 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

62 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

62 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

62 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

62 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


389 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 27P" 

1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code 27P" 1964 389 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 28J" 1962 390 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


390 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 28J 

" 1962 

(cont.) 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

62 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

62 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

62 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

62 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

62 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

62 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

62 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


391 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 28P" 

1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 28P" 1964 391 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 29N" 1964 392 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


393 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 30P" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

394 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 32B" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 32B" 1964 394 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Vaive Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 336" 1964 395 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 33G" 1964 396 

(cont.) 


CARB & FUEL INJECTION 





QTY 

(cont.) 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60113 


Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 


Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 34N" 1964 397 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 


Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 


Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 


O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 


Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 


w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 


w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 


w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 


Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 


Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 


Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 


Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 


Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9093 


Loc. Center 

1 

Carb. Mounting Gasket 

64 

60113 


Loc. Front 

1 

Carb. Mounting Gasket 

64 

60113 


Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 


Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 35M" 1963-1962 3 98 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 



1 

Head Set 

63-62 

HS 8518 PT-3 




(continued on next page) 


725 










GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


398 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 35M" 1963-1962 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 

399 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 36P" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 36P" 1963-1962 399 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4" ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 37M" 1963-1962 4 00 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 37M" 1963-1962 

(cont.) 




QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 

401 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 38P" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code 38P" 1963-1962 401 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4” ID 

1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 39N" 1962 402 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

Exc. Super Duty; 4” ID 

1 

Air Cleaner Gasket 

62 

60038 

Super Duty; 5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


402 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 39N" 1962 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 

403 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 40R" 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 

404 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 41M" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 41M" 1962 404 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code 41R" 1963-1962 4 05 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


405 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 41R" 1963-1962 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63-62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63-62 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

63-62 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 

406 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 44M" 1963-1962 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63-62 

63-62 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 8518PT-3 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

63 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63-62 

63-62 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63-62 

63-62 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63-62 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 44M" 1963-1962 4 06 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-62 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63-62 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63-62 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 45P" 1963-1962 4 07 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63-62 

8518 PT 


1 

Head Set 

63-62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63-62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63-62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 30191 C-3 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63-62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63-62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


407 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 45P" 

1963-1962 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

63-62 

11528 

Exc. Super Duty; 4" ID 


1 

Air Cleaner Gasket 

63-62 

60038 

Super Duty; 5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

63-62 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

63-62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

63-62 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

63-62 

12172 

Oil pump cover to block 


408 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 47N" 

1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

62 

8518 PT 



1 

Head Set 

62 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

62 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 



1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

62 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

62 

11528 

Exc. Super Duty; 4" ID 


1 

Air Cleaner Gasket 

62 

60038 

Super Duty; 5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

62 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

62 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


409 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 48N" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

63 

8518 PT 



1 

Head Set 

63 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

63 

FS 8518PT-3 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 48N" 1963 409 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

63 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 49N" 1962 41 0 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


41 0 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 49N" 1962 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 12173 

DESCRIPTION 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

62 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

62 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 

411 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 50N" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

8518 PT 


1 

Head Set 

62 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

62 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 30191 C-3 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

62 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

12967 

w/4 stud water pump 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 50N" 1962 411 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

62 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

62 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

62 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

62 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

62 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 76X" 1964 412 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


412 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 76X" 

1964 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


413 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 77J" 

1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


414 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 78X" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9678-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 78X" 1964 414 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 79J" 1964 415 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


415 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 79J" 1964 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

64 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

416 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code A1" 1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61-60 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

60113 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code A1" 1961-1960 416 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code A2" 1961-1960 417 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61-60 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code A5" 1961 418 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


418 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code A5" 1961 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

419 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code B1" 1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code B1" 1961-1960 419 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code B2" 1960 420 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 30191 C-3 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code B4" 1961 421 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


421 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code B4" 

1961 

(cont.) 





QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 


422 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code B5" 

1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code B5" 

CM 

CM 

to 

CT> 






(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code CO" 

1961 423 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


423 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code CO" 1961 

(cont.) 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 61 13426 Oil filter mounting 

Oil Pump Gasket 61 12172 Oil pump cover to block 

424 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code Cl" 1960 

QTY 

2 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 60 8518 PT 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 60 FS8518PT-2 

QTY 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 60 MS 9498 SH-1 

Exh. Manifold Gasket Set 60 MS 9499 SH 

QTY 

2 

EXHAUST PIPE FLANGE YEARS PART NO. DESCRIPTION 

Exhaust Pipe Gasket 60 8938 Flange; 2 5/8" OD 

QTY 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 60 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 60 OS30191C-3 

Drain Plug Gasket 60 70822 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 60 BS12173 Rope 

QTY 

2 

VALVE COVER YEARS PART NO. DESCRIPTION 

Load Spreader Set 60 ES 72676 Valve Cover 

QTY 

1 

PUSH ROD COVER YEARS PART NO. DESCRIPTION 

Push Rod Cover Gasket Set 60 PS 11488 

QTY 

1 

VALVE STEM SEAL SET YEARS PART NO. DESCRIPTION 

Valve Stem Seal Set 60 SS5112 O-ring 

QTY 

1 

WATER PUMP YEARS PART NO. DESCRIPTION 

Water Pump Gasket 60 12967 w/4 stud water pump 

QTY 

1 

TIMING COVER YEARS PART NO. DESCRIPTION 

Timing Cover Set 60 TCS 12681-1 w/4 stud water pump 

QTY 

1 

1 

1 

AIR CLEANER MOUNTING YEARS PART NO. DESCRIPTION 

Air Cleaner Gasket 60 5198 Loc. Center; 2 5/8" ID 

Air Cleaner Gasket 60 5292 Loc. Front; 3 1/2" ID x 3 9/16" OD 

Air Cleaner Gasket 60 5292 Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

1 

1 

1 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 60 9093 Loc. Center 

Carb. Mounting Gasket 60 60113 Loc. Front 

Carb. Mounting Gasket 60 60113 Loc. Rear 

QTY 

1 

DISTRIBUTOR MOUNTING YEARS PART NO. DESCRIPTION 

Distributor Mounting Gasket 60 11497 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 60 13426 Oil filter mounting 

Oil Pump Gasket 60 12172 Oil pump cover to block 

425 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code C4" 1961-1960 

QTY 

2 

1 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 61-60 8518 PT 

HeadSet 61 HS8518PT-3 

QTY 

1 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 61 FS 8518 PT-3 Timing cover seal not incl. 

Full Gasket Set 60 FS8518PT-2 

QTY 

1 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 61 MS 9678-1 

Int. Manifold Gasket Set 60 MS 9498 SH-1 

Exh. Manifold Gasket Set 61 -60 MS 9499 SH 

QTY 

2 

EXHAUST PIPE FLANGE YEARS PART NO. DESCRIPTION 

Exhaust Pipe Gasket 61-60 8938 Flange; 2 5/8" OD 

QTY 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 61 -60 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

QTY 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 61 -60 OS 30191 C-3 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code C4" 1961-1960 425 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

61-60 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61-60 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

61-60 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

61-60 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code E3" 1961-1960 426 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


426 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code E3" 1961-1960 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61-60 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 

427 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code E7" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code F0" 1961-1960 428 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code FI" 1960 429 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 30191 C-3 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 12173 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


429 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code FI" 1960 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

60 

12172 

Oil pump cover to block 

430 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code F4" 1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8” thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

9386 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code F4" 

1961-1960 430 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61-60 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code G4" 

1961-1960 431 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61-60 

8518 PT 



1 

Head Set 

61 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


1 

Full Gasket Set 

60 

FS 8518PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 



1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 



1 

Drain Plug Gasket 

61-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61-60 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61-60 

5198 

w/M/T; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61-60 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61-60 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code H4" 

1961-1960 432 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61-60 

8518 PT 



1 

Head Set 

61 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


1 

Full Gasket Set 

60 

FS 8518PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 



1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


432 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code H4" 1961-1960 

(cont.) 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 

433 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 19" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 19" 1961 433 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 


w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 


w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 


Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

61 

5292 


Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5292 


Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9093 


Loc. Center 

1 

Carb. Mounting Gasket 

61 

60113 


Loc. Front 

1 

Carb. Mounting Gasket 

61 

60113 


Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 


Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code J1" 1961-1960 434 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 



1 

Head Set 

61 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 


Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 



1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 


Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 



1 

Drain Plug Gasket 

61-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 


Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 


Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 


O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 


Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 


w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 


w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

5292 


w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61-60 

5198 


w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 




(continued on next page) 


753 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


434 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code J1" 

1961-1960 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


435 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code K1" 

1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61-60 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


1 

Full Gasket Set 

60 

FS 8518PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 



1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 



1 

Drain Plug Gasket 

61-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61-60 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61-60 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61-60 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


436 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code K5" 

1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. 11 

Eng. Code K5" 

1961 436 

(cont.) 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

61 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 



2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

61 

PS 11488 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 



2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 



1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

61 

60113 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

61 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 



1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 




389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. 11 

Eng. Code LI" 

1960 437 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

60 

8518 PT 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

60 

FS 8518PT-2 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 




1 

Exh. Manifold Gasket Set 

60 

MS 9499 SH 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



2 

Exhaust Pipe Gasket 

60 

8938 

Flange; 2 5/8" OD 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

60 

OS 30191 C-3 




1 

Drain Plug Gasket 

60 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

60 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



2 

Load Spreader Set 

60 

ES 72676 

Valve Cover 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

60 

PS 11488 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

60 

SS 5112 

O-ring 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

60 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

60 

12967 

w/4 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

60 

TCS 12681-1 

w/4 stud water pump 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

60 

11528 

4" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


437 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LI" 

1960 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

60 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

60 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

60 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

60 

12172 

Oil pump cover to block 


438 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code L5" 

1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

11528 

4” ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 


439 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code MO" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code MO" 

1961 439 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11488 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61 

PART NO. 

11497 

DESCRIPTION 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code Ml" 

1960 440 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

60 

PART NO. 

8518 PT 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60 

PART NO. 

FS 8518PT-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

60 

60 

PART NO. 

MS 9498 SH-1 

MS 9499 SH 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

60 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

60 

60 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

60 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


2 

Load Spreader Set 

60 

ES 72676 

Valve Cover 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

60 

PART NO. 

PS 11488 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

60 

SS 5112 

O-ring 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

60 

12967 

w/4 stud water pump 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


440 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code Ml" 

1960 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

60 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

60 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

60 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

60 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

60 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

60 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

60 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

60 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

60 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

60 

12172 

Oil pump cover to block 


441 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code M4" 

1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61-60 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


1 

Full Gasket Set 

60 

FS 8518PT-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 



1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 



1 

Drain Plug Gasket 

61-60 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61-60 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61-60 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61-60 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61-60 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61-60 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61-60 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61-60 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code M4" 1961-1960 441 

(cont.) 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code N1" 1960 442 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 30191 C-3 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

60 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code N5" 1961 443 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


443 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code N5" 1961 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

444 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code PO" 1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

11528 

4" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code P0" 1961-1960 444 

(cont.) 

QTY 

1 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 61-60 9386 

QTY 

1 

DISTRIBUTOR MOUNTING YEARS PART NO. DESCRIPTION 

Distributor Mounting Gasket 61-60 11497 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 61-60 13426 Oil filter mounting 

Oil Pump Gasket 61-60 12172 Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code PI" 1960 445 

QTY 

2 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 60 8518 PT 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 60 FS8518PT-2 

QTY 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 60 MS 9498 SH-1 

Exh. Manifold Gasket Set 60 MS 9499 SH 

QTY 

2 

EXHAUST PIPE FLANGE YEARS PART NO. DESCRIPTION 

Exhaust Pipe Gasket 60 8938 Flange; 2 5/8" OD 

QTY 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 60 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 60 OS30191C-3 

Drain Plug Gasket 60 70822 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 60 BS12173 Rope 

QTY 

2 

VALVE COVER YEARS PART NO. DESCRIPTION 

Load Spreader Set 60 ES 72676 Valve Cover 

QTY 

1 

PUSH ROD COVER YEARS PART NO. DESCRIPTION 

Push Rod Cover Gasket Set 60 PS 11488 

QTY 

1 

VALVE STEM SEAL SET YEARS PART NO. DESCRIPTION 

Valve Stem Seal Set 60 SS5112 O-ring 

QTY 

1 

WATER OUTLET GASKET YEARS PART NO. DESCRIPTION 

Water Outlet Gasket 60 35062 Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP YEARS PART NO. DESCRIPTION 

Water Pump Gasket 60 12967 w/4 stud water pump 

QTY 

1 

TIMING COVER YEARS PART NO. DESCRIPTION 

Timing Cover Set 60 TCS 12681-1 w/4 stud water pump 

QTY 

1 

AIR CLEANER MOUNTING YEARS PART NO. DESCRIPTION 

Air Cleaner Gasket 60 11528 4" ID 

QTY 

1 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 60 9386 

QTY 

1 

DISTRIBUTOR MOUNTING YEARS PART NO. DESCRIPTION 

Distributor Mounting Gasket 60 11497 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 60 13426 Oil filter mounting 

Oil Pump Gasket 60 12172 Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code P4" 1961-1960 446 

QTY 

2 

1 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 61-60 8518 PT 

HeadSet 61 HS8518PT-3 

QTY 

1 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 61 FS8518PT-3 Timing cover seal not incl. 

Full Gasket Set 60 FS8518PT-2 

QTY 

1 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 61 MS 9678-1 

Int. Manifold Gasket Set 60 MS 9498 SH-1 

Exh. Manifold Gasket Set 61 -60 MS 9499 SH 

QTY 

2 

EXHAUST PIPE FLANGE YEARS PART NO. DESCRIPTION 

Exhaust Pipe Gasket 61-60 8938 Flange; 2 5/8" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


446 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code P4" 1961-1960 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61-60 

61-60 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61-60 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

11528 

4” ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

61-60 

PART NO. 

9386 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61-60 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 

447 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code Q5" 1961 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code Q5" 

1961 447 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

61 

PART NO. 

60113 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61 

PART NO. 

11497 

DESCRIPTION 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code R19" 

1961 448 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

8518 PT 

HS 8518 PT-3 

DESCRIPTION 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11488 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61 

PART NO. 

11497 

DESCRIPTION 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


449 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code R2" 1961-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61-60 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

1 

Full Gasket Set 

60 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Int. Manifold Gasket Set 

60 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

61-60 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61-60 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61-60 

OS 30191 C-3 


1 

Drain Plug Gasket 

61-60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61-60 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61-60 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61-60 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61-60 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61-60 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61-60 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61-60 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61-60 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61-60 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61-60 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61-60 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61-60 

12172 

Oil pump cover to block 

450 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RC4" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RC4" 

1961 450 






(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RC0" 

1961 451 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


451 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RC0" 

1961 

(cont.) 





QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 


452 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RM4" 

1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8“ thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RM0" 1961 453 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625' 

1 Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RV9" 1961 454 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


454 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code RV9" 1961 

(cont.) 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

455 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SI" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl." 

Eng. Code SI" 

1961 455 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 



1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

61 

60113 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

61 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 



1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 




389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl." 

Eng. Code S5" 

1961 456 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

61 

8518 PT 




1 

Head Set 

61 

HS 8518 PT-3 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

61 

MS 9678-1 




1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 




1 

Drain Plug Gasket 

61 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

61 

BS 12173 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Vaive Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 



2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

61 

PS 11488 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 



2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 



1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

61 

60113 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

61 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 



1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 




389 6.4L (6376cc) OHV V 8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl." 

Eng. CodeSE" 

1966 457 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

66 

8518 PT 




1 

Head Set 

66 

HS 8518 PT-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


457 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SE" 1966 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

458 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code T1" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


770 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code T1" 

1961 458 






(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

61 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code T5" 

1961 459 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

61 

8518 PT 



1 

Head Set 

61 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

61 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 



1 

Drain Plug Gasket 

61 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

61 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9386 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


459 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code T5" 1961 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

460 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code U9" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

461 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code V9" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code V9" 

1961 461 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11488 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

61 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

61 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

61 

60113 

Loc. Rear 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

61 

PART NO. 

11497 

DESCRIPTION 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625 

" Bore (GMC Eng.), 2 Bbl. "Eng. Code W3" 

1961 462 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

8518 PT 

HS 8518 PT-3 

DESCRIPTION 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

61 

FS 8518 PT-3 

Timing cover seal not incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

61 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11488 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


462 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code W3" 1961 


VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

463 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code W7" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

8518 PT 


1 

Head Set 

61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

61 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 30191 C-3 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

61 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

61 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

61 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

61 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

61 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

13426 

Oil filter mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code W7" 1961 463 





(cont.) 

QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

61 

12172 

Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code WA" 1966-1965 4 64 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code WB" 1966-1965 4 65 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


465 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WB" 1966-1965 

(cont.) 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

466 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WC" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code WC" 1966-1965 4 66 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WD" 1965 467 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8518 PT 


1 

Head Set 

65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9980 


1 

Exh. Manifold Gasket Set 

65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30191 C-3 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

65 

12172 

Oil pump cover to block 


777 









GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


468 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WE" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

469 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WF" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8518 PT 


1 

Head Set 

65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9980 


1 

Exh. Manifold Gasket Set 

65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30191 C-3 


1 

Drain Plug Gasket 

65 

70822 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WF" 1965 469 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WS" 470 

1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


470 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WS" 

(corn.) 1966-1965 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 


1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

471 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WT" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WT" 1966-1965 471 






(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

13834 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 


Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WV" 1966 472 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 



1 

Head Set 

66 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 



1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 



1 

Drain Plug Gasket 

66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 


Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 


Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 


Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 


O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 


Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 


w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 


w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 


w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 


Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 


Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 


Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66 

5292 


Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66 

5292 


Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 


Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code WW" 1966 473 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 



1 

Head Set 

66 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


473 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WW" 1966 

(cont.) 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

474 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XA" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 


(continued on next page) 
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389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XA" 1966-1965 4 74 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Vaive Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XB" 1966-1965 4 75 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 
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475 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code XB" 1966-1965 

(cont.) 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

476 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XC" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

477 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XE" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 
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389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code XE" 1966 477 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code XS" 1966 478 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 
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478 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code XS" 1966 

(cont.) 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

479 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YA" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 
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(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YB" 1965 480 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8518 PT 


1 

Head Set 

65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9980 


1 

Exh. Manifold Gasket Set 

65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30191 C-3 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

65 

12172 

Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. "Eng. Code YC" 1966-1965 481 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


481 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YC" 1966-1965 

(cont.) 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

482 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YD" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YD" 1966-1965 4 82 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YE" 1966-1965 4 83 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

13834 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


483 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YE" 

1966-1965 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

66-65 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


484 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YF" 

1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66-65 

8518 PT 



1 

Head Set 

66-65 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66-65 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

66-65 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66-65 

MS 9980 



1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 



1 

Drain Plug Gasket 

66-65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8“ thick 


1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 


2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66-65 

11528 

4“ ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66-65 

13834 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

66-65 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


485 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YG" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

8518 PT 



1 

Head Set 

65 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

65 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9980 



1 

Exh. Manifold Gasket Set 

65 

MS 9499 SH 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YG" 1965 485 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30191 C-3 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code YL" 1966 486 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


486 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YL" 1966 

(cont.) 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

487 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YN" 1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8518 PT 


1 

Head Set 

65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9980 


1 

Exh. Manifold Gasket Set 

65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30191 C-3 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50005 C 

Cork; 1/8” thick 

1 

Valve Cover Gasket Set 

65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5292 

3 1/2" ID x 3 9/16" OD 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YN" 1965 487 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YP" 1965 488 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

8518 PT 


1 

Head Set 

65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 9980 


1 

Exh. Manifold Gasket Set 

65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 30191 C-3 


1 

Drain Plug Gasket 

65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

65 

12172 

Oil pump cover to block 

389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YR" 1966-1965 4 89 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


489 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YR" 1966-1965 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 


1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

490 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YS" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 


794 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. "Eng. Code YS" 1966-1965 4 90 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

66-65 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YU" 1966 491 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


491 389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YU" 1966 

(cont.) 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

492 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YV" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

493 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YW" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518PT-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YW" 1966 493 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YX" 1966 494 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


494 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YX" 1966 

(cont.) 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

2 

Valve Stem Seal Set 

66 

SS 13360 

Seal; 2 Req’d. for Super Duty 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

495 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 2 Bbl. 1959 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

59 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 30191 C-3 


1 

Drain Plug Gasket 

59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

59 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

59 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5292 

w/A/T; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

59 

5198 

w/M/T; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

60099 

w/A/T 

1 

Carb. Mounting Gasket 

59 

9093 

w/M/T 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

11497 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 2 Bbl. 1959 495 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

59 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 3-2 Bbl. 1959 496 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

59 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 30191 C-3 


1 

Drain Plug Gasket 

59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

59 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 5112 

O-ring 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

59 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12681-1 

w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

59 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

59 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

59 

60099 

Loc. Front 

1 

Carb. Mounting Gasket 

59 

60099 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

59 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

59 

12172 

Oil pump cover to block 


389 6.4L (6376cc) OHV V8 (16 Valve) (Pontiac), 4.0625" Bore (GMC Eng.), 4 Bbl. 1959 497 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 8518PT-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9498 SH-1 


1 

Exh. Manifold Gasket Set 

59 

MS 9499 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

59 

8938 

Flange; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 30191 C-3 


1 

Drain Plug Gasket 

59 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


497 389 6.4L (6376CC) OHV V8 (16 Valve) (Pontiac), 4.0625" 

Bore (GMC Eng.), 4 Bbl. 1959 

(cont.) 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 12173 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

2 

Load Spreader Set 

59 

ES 72676 


Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 5112 


O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

59 

35062 


Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

59 

12967 


w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 12681-1 


w/4 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 


4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

59 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

59 

13426 


Oil filter mounting 

1 

Oil Pump Gasket 

59 

12172 


Oil pump cover to block 

498 390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 06K" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

60 

7893 PT 



1 

Head Set 

60 

HS 7893 PT-4 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7893 PT-4 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 8931 SH-1 



1 

Exh. Manifold Gasket Set 

60 

MS 9330 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

9558 


Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 5363 C-2 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40096-1 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 5395 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 5369 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 6418 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

60 

5366 


Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

2 

Water Pump Gasket 

60 

5391 


To block 

2 

Water Pump Gasket 

60 

5390 


To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 5367-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 


4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

60034 


From Eng. Ser. No. 022700; Carter 

2 

Carb. Mounting Gasket 

60 

9770 


Rochester 

2 

Carb. Mounting Gasket 

60 

9770 


To Eng. Ser. No. 022700; Carter 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 06K" 

I960 498 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

60 

35608 

Distributor Mounting 




390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 06X" 

i960 499 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

60 

7893 PT 




1 

Head Set 

60 

HS 7893 PT-4 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

60 

FS 7893 PT-4 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

60 

MS 8931 SH-1 




1 

Exh. Manifold Gasket Set 

60 

MS 9330 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

60 

9558 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

60 

OS 5363 C-2 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

60 

BS 40096-1 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

60 

VS 5395 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

60 

PS 5369 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

60 

SS 6418 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

60 

5366 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



2 

Water Pump Gasket 

60 

5391 

To block 



2 

Water Pump Gasket 

60 

5390 

To head 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

60 

TCS 5367-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

60 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

60 

60034 

From Eng. Ser. No. 022700; Carter 


2 

Carb. Mounting Gasket 

60 

9770 

Rochester 



2 

Carb. Mounting Gasket 

60 

9770 

To Eng. Ser. No. 022700; ' 

Carter 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

60 

35608 

Distributor Mounting 




390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 07K" 

i960 500 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

60 

7893 PT 




1 

Head Set 

60 

HS 7893 PT-4 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

60 

FS 7893 PT-4 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

60 

MS 8931 SH-1 




1 

Exh. Manifold Gasket Set 

60 

MS 9330 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

60 

9558 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

60 

OS 5363 C-2 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

60 

BS 40096-1 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

60 

VS 5395 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


500 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 07K" 1960 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

5391 

To block 

2 

Water Pump Gasket 

60 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

60034 

From Eng. Ser. No. 022700; Carter 

2 

Carb. Mounting Gasket 

60 

9770 

Rochester 

2 

Carb. Mounting Gasket 

60 

9770 

To Eng. Ser. No. 022700; Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

35608 

Distributor Mounting 

501 390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 07X" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

7893 PT 


1 

Head Set 

60 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

60 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 5395 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

5391 

To block 

2 

Water Pump Gasket 

60 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

60034 

From Eng. Ser. No. 022700; Carter 

2 

Carb. Mounting Gasket 

60 

9770 

Rochester 

2 

Carb. Mounting Gasket 

60 

9770 

To Eng. Ser. No. 022700; Carter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

35608 

Distributor Mounting 

502 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code OQK" 1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60 

7893 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code OQK" 1960 502 

(cont.) 

QTY 

1 

CYLINDER HEAD(cont) 

Head Set 

YEARS 

60 

PART NO. 

HS 7893 PT-4 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60 

PART NO. 

FS 7893 PT-4 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

60 

60 

PART NO. 

MS 8931 SH-1 

MS 9330 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

60 

PART NO. 

OS 5363 C-2 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40096-1 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

60 

PART NO. 

VS 5395 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

60 

PART NO. 

PS 5369 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

60 

PART NO. 

SS 6418 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

5391 

To block 

2 

Water Pump Gasket 

60 

5390 

To head 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

60 

PART NO. 

TCS 5367-1 

DESCRIPTION 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

60 

60099 

Loc. Front 

1 

Carb. Mounting Gasket 

60 

60099 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

35608 

Distributor Mounting 


390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code OQX" 1960 503 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

60 

60 

PART NO. 

7893 PT 

HS 7893 PT-4 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60 

PART NO. 

FS 7893 PT-4 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

60 

60 

PART NO. 

MS 8931 SH-1 

MS 9330 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

60 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

60 

PART NO. 

OS 5363 C-2 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 40096-1 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

60 

PART NO. 

VS 5395 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

60 

PART NO. 

PS 5369 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

60 

PART NO. 

SS 6418 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


503 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code OQX" 1960 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

60 

5391 

To block 

2 

Water Pump Gasket 

60 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

60 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

60 

60099 

Loc. Front 

1 

Carb. Mounting Gasket 

60 

60099 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

60 

35608 

Distributor Mounting 

504 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 16K" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7893 PT 


1 

Head Set 

61 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

61 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

61 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 5395 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

61 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

61 

5391 

To block 

2 

Water Pump Gasket 

61 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61 

60034 

Carter 

2 

Carb. Mounting Gasket 

61 

9770 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

35608 

Distributor Mounting 

505 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 16X" 1962-1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-61 

7893 PT 


1 

Head Set 

62-61 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-61 

MS 8931 SH-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 16X" 1962-1961 505 

(cont.) 

QTY 

1 

MANIFOLD - INT. & EXH. 

(cont.) 

Exh. Manifold Gasket Set 

YEARS 

62-61 

PART NO. 

MS 9330 B 


DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62-61 

PART NO. 

9558 


DESCRIPTION 

Flange 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62-61 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

62-61 

PART NO. 

OS 5363 C-2 


DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62-61 

PART NO. 

BS 40096-1 


DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62-61 

PART NO. 

VS 5395 


DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62-61 

PART NO. 

PS 5369 R 


DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62-61 

PART NO. 

SS 6418 


DESCRIPTION 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62-61 

PART NO. 

5366 


DESCRIPTION 

Water Outlet 

QTY 

2 

2 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

62-61 

62-61 

PART NO. 

5391 

5390 


DESCRIPTION 

To block 

To head 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62-61 

PART NO. 

TCS 5367-1 


DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62-61 

PART NO. 

11528 


DESCRIPTION 

4" ID 

QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

62-61 

62-61 

PART NO. 

60034 

9770 


DESCRIPTION 

Carter 

Rochester 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62-61 

PART NO. 

35608 


DESCRIPTION 

Distributor Mounting 


390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 17K" 1961 506 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7893 PT 

HS 7893 PT-4 


DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

61 

PART NO. 

FS 7893 PT-4 


DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 8931 SH-1 

MS 9330 B 


DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

61 

PART NO. 

9558 


DESCRIPTION 

Flange 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

61 

PART NO. 

6579 


DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

61 

PART NO. 

OS 5363 C-2 


DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

61 

PART NO. 

BS 40096-1 


DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

61 

PART NO. 

VS 5395 


DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 5369 R 


DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

61 

PART NO. 

SS 6418 


DESCRIPTION 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

61 

PART NO. 

5366 


DESCRIPTION 

Water Outlet 

QTY 

2 

2 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

61 

61 

PART NO. 

5391 

5390 


DESCRIPTION 

To block 

To head 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


506 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 17K" 1961 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

61 

PART NO. 

TCS 5367-1 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

61 

PART NO. 

11528 

DESCRIPTION 

4” ID 

QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

61 

61 

PART NO. 

60034 

9770 

DESCRIPTION 

Carter 

Rochester 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

61 

PART NO. 

35608 

DESCRIPTION 

Distributor Mounting 

507 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 17X" 1961 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7893 PT 

HS 7893 PT-4 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

61 

PART NO. 

FS 7893 PT-4 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 8931 SH-1 

MS 9330 B 

DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

61 

PART NO. 

9558 

DESCRIPTION 

Flange 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

61 

PART NO. 

OS 5363 C-2 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

61 

PART NO. 

BS 40096-1 

DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

61 

PART NO. 

VS 5395 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 5369 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

61 

PART NO. 

SS 6418 

DESCRIPTION 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

61 

PART NO. 

5366 

DESCRIPTION 

Water Outlet 

QTY 

2 

2 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

61 

61 

PART NO. 

5391 

5390 

DESCRIPTION 

To block 

To head 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

61 

PART NO. 

TCS 5367-1 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

61 

PART NO. 

11528 

DESCRIPTION 

4" ID 

QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

61 

61 

PART NO. 

60034 

9770 

DESCRIPTION 

Carter 

Rochester 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

61 

PART NO. 

35608 

DESCRIPTION 

Distributor Mounting 

508 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 26K" 1962 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

62 

62 

PART NO. 

7893 PT 

HS 7893 PT-4 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62 

PART NO. 

FS 7893 PT-4 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62 

62 

PART NO. 

MS 8931 SH-1 

MS 9330 B 

DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62 

PART NO. 

9558 

DESCRIPTION 

Flange 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 26K" 

1962 508 

(cont.) 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

62 

PART NO. 

OS 5363 C-2 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 40096-1 

DESCRIPTION 

Rubber; Two-piece 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 5395 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62 

PART NO. 

PS 5369 R 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62 

PART NO. 

SS 6418 

DESCRIPTION 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

5366 

DESCRIPTION 

Water Outlet 



QTY 

2 

2 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

62 

62 

PART NO. 

5391 

5390 

DESCRIPTION 

To block 

To head 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62 

PART NO. 

TCS 5367-1 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

11528 

DESCRIPTION 

4" ID 



QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

62 

62 

PART NO. 

60034 

9770 

DESCRIPTION 

Carter 

Rochester 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

35608 

DESCRIPTION 

Distributor Mounting 




390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 26X" 

1962 509 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

62 

62 

PART NO. 

7893 PT 

HS 7893 PT-4 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62 

PART NO. 

FS 7893 PT-4 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62 

62 

PART NO. 

MS 8931 SH-1 

MS 9330 B 

DESCRIPTION 



QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62 

PART NO. 

9558 

DESCRIPTION 

Flange 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

62 

PART NO. 

OS 5363 C-2 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62 

PART NO. 

BS 40096-1 

DESCRIPTION 

Rubber; Two-piece 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62 

PART NO. 

VS 5395 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62 

PART NO. 

PS 5369 R 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62 

PART NO. 

SS 6418 

DESCRIPTION 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62 

PART NO. 

5366 

DESCRIPTION 

Water Outlet 



QTY 

2 

2 

WATER PUMP 

Water Pump Gasket 

Water Pump Gasket 

YEARS 

62 

62 

PART NO. 

5391 

5390 

DESCRIPTION 

To block 

To head 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62 

PART NO. 

TCS 5367-1 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62 

PART NO. 

11528 

DESCRIPTION 

4" ID 



QTY 

2 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

62 

62 

PART NO. 

60034 

9770 

DESCRIPTION 

Carter 

Rochester 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


509 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 26X" 1962 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62 

35608 

Distributor Mounting 

51 0 390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 27K" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7893 PT 


1 

Head Set 

62 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 5395 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

62 

5391 

To block 

2 

Water Pump Gasket 

62 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62 

60034 

Carter 

2 

Carb. Mounting Gasket 

62 

9770 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62 

35608 

Distributor Mounting 

511 390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 27X" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7893 PT 


1 

Head Set 

62 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

62 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 5395 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 27X" 

1962 511 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

62 

PS 5369 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

62 

SS 6418 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

62 

5366 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



2 

Water Pump Gasket 

62 

5391 

To block 



2 

Water Pump Gasket 

62 

5390 

To head 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

62 

TCS 5367-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

62 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

62 

60034 

Carter 



2 

Carb. Mounting Gasket 

62 

9770 

Rochester 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

62 

35608 

Distributor Mounting 




390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 36K" 

1963 5 1 2 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

63 

7893 PT 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

63 

MS 8931 SH-1 




1 

Exh. Manifold Gasket Set 

63 

MS 9330 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

63 

9558 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63 

VS 13333 C 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

63 

PS 5369 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

63 

SS 6418 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

63 

35064 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

63 

5390 

To head 



1 

Water Pump Gasket 

63 

13327 

To timing cover 



1 

O-Ring 

63 

13367 

Water Pump; To outlet 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

63 

TCS 13328-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

63 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



2 

Carb. Mounting Gasket 

63 

60034 

Carter 



2 

Carb. Mounting Gasket 

63 

9770 

Rochester 




390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 36X" 

1963 5 1 3 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

63 

7893 PT 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

63 

MS 8931 SH-1 




1 

Exh. Manifold Gasket Set 

63 

MS 9330 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

63 

9558 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

63 

VS 13333 C 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


5 1 3 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 36X" 1963 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

5390 

To head 

1 

Water Pump Gasket 

63 

13327 

To timing cover 

1 

O-Ring 

63 

13367 

Water Pump; To outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 13328-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

60034 

Carter 

2 

Carb. Mounting Gasket 

63 

9770 

Rochester 

514 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 37K" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7893 PT 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 13333C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

5390 

To head 

1 

Water Pump Gasket 

63 

13327 

To timing cover 

1 

O-Ring 

63 

13367 

Water Pump; To outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 13328-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

60034 

Carter 

2 

Carb. Mounting Gasket 

63 

9770 

Rochester 

5 1 5 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 37X" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7893 PT 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 13333C 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 37X" 1963 5 1 5 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

5390 

To head 

1 

Water Pump Gasket 

63 

13327 

To timing cover 

1 

O-Ring 

63 

13367 

Water Pump; To outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 13328-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

60034 

Carter 

2 

Carb. Mounting Gasket 

63 

9770 

Rochester 

390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" Bore (GMC Eng.), 3-2 Bbl. 1959 5 1 6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7893 PT 


1 

Head Set 

59 

HS 7893 PT-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

59 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

59 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 5395 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

5391 

To block 

2 

Water Pump Gasket 

59 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

59 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

59 

60099 

Loc. Front 

1 

Carb. Mounting Gasket 

59 

60099 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59 

35608 

Distributor Mounting 

390 6.4L (6392cc) OHV V8 (16 Valve) (Cadillac), 4" Bore (GMC Eng.), 4 Bbl. 1959 5 1 7 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7893 PT 


1 

Head Set 

59 

HS 7893 PT-4 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


517 390 6.4L (6392CC) OHV V8 (16 Valve) (Cadillac), 4" Bore (GMC Eng.), 4 Bbl. 1959 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7893 PT-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

59 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

59 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 5363 C-2 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 5395 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

5366 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

59 

5391 

To block 

2 

Water Pump Gasket 

59 

5390 

To head 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 5367-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

9770 

Carter 

2 

Carb. Mounting Gasket 

59 

9770 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59 

35608 

Distributor Mounting 

518 394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code D" 1960 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9549 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60 

5019 

1 55/64" ID x 2 19/64” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 12444 C-1 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4” ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code D" 1960 5 1 8 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

9532 

1 or 2 Req'd. 


394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code DE" 1960 5 1 9 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

60 

MS 9549 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

60 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

60 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

60 

OS 12444 C-1 


1 

Drain Plug Gasket 

60 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

60 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

60 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

60 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

60 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

60 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

60 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

60 

9532 

1 or 2 Req'd. 


394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code F" 1962-1961 520 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-61 

7996 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 7996 PT 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-61 

MS 9549 SH 


1 

Exh. Manifold Gasket Set 

62-61 

MS 9977-3 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62-61 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-61 

OS 12444 C-1 


1 

Drain Plug Gasket 

62-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-61 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-61 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-61 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-61 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-61 

35064 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-61 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62-61 

5292 

3 1/2" ID x 3 9/16" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


520 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code F" 1962-1961 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62-61 

PART NO. 

60113 

DESCRIPTION 

521 394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1962-1961 

Bore (GMC Eng.), 2 Bbl. "Eng. Code FE" 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

62-61 

PART NO. 

7996 PT 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62-61 

PART NO. 

FS 7996 PT 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62-61 

62-61 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 

QTY 

3 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62-61 

PART NO. 

60278 

DESCRIPTION 

Flange 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62-61 

62-61 

PART NO. 

OS 12444 C-1 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62-61 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62-61 

PART NO. 

VS 12421 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62-61 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62-61 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62-61 

PART NO. 

TCS 6402-1 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62-61 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62-61 

PART NO. 

60113 

DESCRIPTION 

522 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1962-1961 

Bore (GMC Eng.), 2 Bbl. "Eng. Code FL" 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

62-61 

PART NO. 

7996 PT 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62-61 

PART NO. 

FS 7996 PT 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62-61 

62-61 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 

QTY 

3 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62-61 

PART NO. 

60278 

DESCRIPTION 

Flange 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62-61 

62-61 

PART NO. 

OS 12444 C-1 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62-61 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62-61 

PART NO. 

VS 12421 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62-61 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code FL" 

1962-1961 

522 

(cont.) 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62-61 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62-61 

PART NO. 

TCS 6402-1 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62-61 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62-61 

PART NO. 

60113 

DESCRIPTION 



394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code G" 1962-1961 523 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

62-61 

PART NO. 

7996 PT 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62-61 

PART NO. 

FS 7996 PT 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62-61 

62-61 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 


QTY 

3 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62-61 

PART NO. 

60278 

DESCRIPTION 

Flange 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62-61 

62-61 

PART NO. 

OS 12444 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62-61 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

62-61 

PART NO. 

VS 12421 R 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

62-61 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

62-61 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62-61 

PART NO. 

4568 

DESCRIPTION 

Water Outlet 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62-61 

PART NO. 

TCS 6402-1 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

62-61 

PART NO. 

11528 

DESCRIPTION 

4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62-61 

PART NO. 

9532 

DESCRIPTION 

1 or 2 Req'd. 



394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code GE" 

1962-1961 

524 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

62-61 

PART NO. 

7996 PT 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

62-61 

PART NO. 

FS 7996 PT 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

62-61 

62-61 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 


QTY 

3 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

62-61 

PART NO. 

60278 

DESCRIPTION 

Flange 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

62-61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

62-61 

62-61 

PART NO. 

OS 12444 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

62-61 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


524 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code GE" 

(corn.) 1962-1961 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-61 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-61 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-61 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-61 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-61 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62-61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62-61 

9532 

1 or 2 Req'd. 

525 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code GS" 


1962-1961 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-61 

7996 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 7996 PT 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-61 

MS 9549 SH 


1 

Exh. Manifold Gasket Set 

62-61 

MS 9977-3 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

62-61 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-61 

OS 12444 C-1 


1 

Drain Plug Gasket 

62-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-61 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-61 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-61 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-61 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-61 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-61 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62-61 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62-61 

9532 

1 or 2 Req'd. 

526 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code H" 1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

7996 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 7996 PT-1 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9549 SH 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9977-3 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64-63 

60299 

Loc. L.H.; Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

64-63 

60278 

Loc. R.H.; Flange 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code H" 1964-1963 5 26 

(cont.) 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64-63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64-63 

64-63 

PART NO. 

OS 13339 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-63 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64-63 

PART NO. 

VS 12421 R 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64-63 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-63 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-63 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-63 

PART NO. 

TCS 13340 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

64-63 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64-63 

PART NO. 

60113 

DESCRIPTION 




394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. 

"Eng. Code HE" 
1964-1963 

527 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

64-63 

PART NO. 

7996 PT 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-63 

PART NO. 

FS 7996 PT-1 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-63 

64-63 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 



QTY 

1 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

Exhaust Pipe Gasket 

YEARS 

64-63 

64-63 

PART NO. 

60299 

60278 

DESCRIPTION 

Loc. L.H.; Packing; 1 13/16" ID 
Loc. R.H.; Flange 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64-63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64-63 

64-63 

PART NO. 

OS 13339 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-63 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64-63 

PART NO. 

VS 12421 R 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64-63 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-63 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-63 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-63 

PART NO. 

TCS 13340 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

64-63 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64-63 

PART NO. 

60113 

DESCRIPTION 




394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. 

"Eng. Code HL" 
1964-1963 

528 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

64-63 

PART NO. 

7996 PT 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


528 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code HL" 

(corn.) 1964-1963 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 7996 PT-1 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9549 SH 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9977-3 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64-63 

60299 

Loc. L.H.; Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

64-63 

60278 

Loc. R.H.; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 13339 C 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35064 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13340 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-63 

60113 


529 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code J" 1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

7996 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 7996 PT-1 

Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9549 SH 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9977-3 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

64-63 

60299 

Loc. L.H.; Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

64-63 

60278 

Loc. R.H.; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 13339 C 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13340 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

11528 

4” ID 
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394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code J" 1964-1963 5 29 

(cont.) 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64-63 

PART NO. 

9532 

DESCRIPTION 

1 or 2 Req'd. 




394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. 

"Eng. Code JE" 
1964-1963 

530 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

64-63 

PART NO. 

7996 PT 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-63 

PART NO. 

FS 7996 PT-1 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-63 

64-63 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 



QTY 

1 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

Exhaust Pipe Gasket 

YEARS 

64-63 

64-63 

PART NO. 

60299 

60278 

DESCRIPTION 

Loc. L.H.; Packing; 1 13/16" ID 
Loc. R.H.; Flange 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64-63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64-63 

64-63 

PART NO. 

OS 13339 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-63 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64-63 

PART NO. 

VS 12421 R 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64-63 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-63 

PART NO. 

SS 70393 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-63 

PART NO. 

4568 

DESCRIPTION 

Water Outlet 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-63 

PART NO. 

TCS 13340 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

64-63 

PART NO. 

11528 

DESCRIPTION 

4" ID 



QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

64-63 

PART NO. 

9532 

DESCRIPTION 

1 or 2 Req’d. 




394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. 

"Eng. CodeJS" 
1964-1963 

531 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

64-63 

PART NO. 

7996 PT 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-63 

PART NO. 

FS 7996 PT-1 

DESCRIPTION 

Premium valve stem seals incl. 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-63 

64-63 

PART NO. 

MS 9549 SH 

MS 9977-3 

DESCRIPTION 



QTY 

1 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

Exhaust Pipe Gasket 

YEARS 

64-63 

64-63 

PART NO. 

60299 

60278 

DESCRIPTION 

Loc. L.H.; Packing; 1 13/16" ID 
Loc. R.H.; Flange 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

64-63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64-63 

64-63 

PART NO. 

OS 13339 C 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-63 

PART NO. 

BS 12446 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

64-63 

PART NO. 

VS 12421 R 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64-63 

PART NO. 

PS 12420 R 

DESCRIPTION 

w/Grommets 
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531 394 6.5L (6458cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JS" 

(corn.) 1964-1963 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13340 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

11528 

4“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

64-63 

9532 

1 or 2 Req'd. 

532 394 6.5L (6458CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. 1959 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9549 SH 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

3 

Exhaust Pipe Gasket 

59 

60278 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

59 

5019 

1 55/64" ID x2 19/64” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 12444 C-1 


1 

Drain Plug Gasket 

59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 12446 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 12421 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 12420 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

59 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

4568 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 6402-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

9532 

1 or 2 Req'd. 

533 396 6.5L (6489CC) OHV V8 (16 Valve) (Chevrolet), 4.0938" 

Bore (GMC Eng.), 2 Bbl. 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8180 SP-1 

HeadSaver® 

1 

Head Set 

69-68 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 





Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

69-68 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 





Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

69-68 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60117 

Heat riser; 3 1/16“ bolt hole centers 

2 

Exhaust Pipe Gasket 

69-68 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 
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(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-68 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

69-68 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-68 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

30060 

To block 

1 

Water Pump Gasket 

69-68 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 


396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" Bore (GMC Eng.), 4 Bbl. 1969-1965 5 34 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-65 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-65 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-65 

8180 SP-1 

HeadSaver® 

1 

Head Set 

69-65 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

69-65 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-65 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-65 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-65 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

69-65 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

69-65 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-65 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-65 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-65 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-65 

9587 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-65 

OS 30061 C-1 

Cork 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


534 396 6.5L (6489CC) OHV V8 (16 Valve) (Chevrolet), 4.0938" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1969-1965 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

69-65 

OS 30061 T 


PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

69-65 

BS 40096-1 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

69-65 

VS 30055 C 


Cork; Old design 

1 

Valve Cover Gasket Set 

69-65 

VS 30055 R 


Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

69-65 

SS 72513 


w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-65 

SS 71152 


w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

69-65 

35062 


Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-65 

35562 T 


Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

2 

Water Pump Gasket 

69-65 

30060 


To block 

1 

Water Pump Gasket 

69-65 

11725 


To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

69-65 

TCS 45060 


w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-65 

TCS 45272 


w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-65 

16205 


Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-65 

16311 


Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

69-65 

60038 


51/32"ID 

1 

Air Cleaner Gasket 

66-65 

11528 


4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60043 


Exc. Special Hi-Perf. 

1 

Carb. Mounting Gasket 

69-65 

60731 


QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

69-65 

60148 


Special Hi-Perf. 

1 

Carb. Mounting Gasket 

67-65 

60002 


Carter; Exc. Special Hi-Perf.; Exc. A.I.R. 

1 

Carb. Mounting Gasket 

67-65 

60002 


Holley; Exc. Special Hi-Perf.; Exc. A.I.R. 

1 

Carb. Mounting Gasket 

67-65 

60043 


Rochester; Exc. Special Hi-Perf.; Exc. A.I.R. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

69-65 

70194 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-65 

72665 


Distributor to oil pump shaft retainer 

535 400 6.6L (6550cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code V" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

67 

8171 PT-1 



1 

Head Set 

67 

HS 8171 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8171 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96004 



1 

Exh. Manifold Gasket Set 

67 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60241 


Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13419 C 


Cork 

1 

Oil Pan Gasket Set 

67 

OS 30471 C 


Cork-Ply® 

1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 13403C 


Cork 

1 

Valve Cover Gasket Set 

67 

VS 50259 R 


Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67 

VS 13403 R 


Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70393 


Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6550cc) OHV V8 (16 Valve) (Oldsmobile), 4" Bore (GMC Eng.), 2 Bbl. "Eng. Code V" 1967 535 

(cont.) 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

67 

PART NO. 

35130 

DESCRIPTION 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

67 

60113 

1 to 3 Req’d. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 67 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

67 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13458 




400 6.6L (6550cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code VG" 

1967-1966 5 36 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67-66 

8171 PT-1 



1 

Head Set 

67-66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67-66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67-66 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67-66 

MS 96004 



1 

Exh. Manifold Gasket Set 

67-66 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67-66 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67-66 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67-66 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

67-66 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

67-66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67-66 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67-66 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

67-66 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

67-66 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67-66 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67-66 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67-66 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67-66 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67-66 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67-66 

16308 

Timing Cover 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 67-66 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67-66 

424 

Distributor Mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


536 400 6.6L (6550cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code VG" 1967-1966 

(cont.) 




QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-66 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-66 

13458 


537 400 6.6L (6550cc) OHV V8 (16 Valve) (Oldsmobile), 4" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code VG" 1967-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67-65 

8171 PT-1 


1 

Head Set 

67-65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67-65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67-65 

MS 96004 


1 

Exh. Manifold Gasket Set 

67-65 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-65 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67-65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-65 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67-65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67-65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67-65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-65 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-65 

TCS 45270 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

67-65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-66 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60019 


1 

Carb. Mounting Gasket 

65 

9532 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67-65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67-65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67-65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67-65 

13458 


538 400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" Bore (GMC Eng.), 4 Bbl. "Eng. Code NR" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8494 PT 


1 

Head Set 

67 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96005 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NR" 1967 538 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

67 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30185 C 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60001 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

70032 



400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code PR" 1968 539 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8494 PT 


1 

Head Set 

68 

HS 8494 PT 

Int. manifold gskt. & exh. valve stem seals not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8494 PT 

Int. manifold gskt. & exh. valve stem seals not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

68 

MS 96005 


1 

Exh. Manifold Gasket Set 

68 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 30185 C 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

68 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60057 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


539 400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code PR" 1968 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

68 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

68 

PART NO. 

70032 

DESCRIPTION 

540 400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RR" 1969 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69 

69 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69 

69 

PART NO. 

MS 96005 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69 

69 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

69 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

69 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

69 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

69 

PART NO. 

70032 

DESCRIPTION 

541 400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RS" 1969 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69 

69 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69 

69 

PART NO. 

MS 96005 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69 

69 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

69 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.04" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RS" 

1969 541 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69 

12994 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

69 

35015 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69 

TCS 45002 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69 

60151 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

69 

420 

Distributor Mounting 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

69 

70032 




400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 2 Bbl. "VIN N" 

1976 542 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

76 

8518 PT 



1 

Head Set 

76 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

76 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

76 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

76 

MS 90205 



1 

Exh. Manifold Gasket Set 

76 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

76 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Oil Pan Gasket Set 

76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 


1 

Drain Plug Gasket 

76 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

76 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

76 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

76 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

76 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

76 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

76 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

76 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

76 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

76 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

76 

TCS 45166 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

76 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

76 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

76 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

76 

60340 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

76 

11497 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

76 

70953 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

76 

13426 

Oil filter mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


542 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN N" 

1976 

QTY 

1 

OIL PUMP COVER (cont.) 

Oil Pump Gasket 

YEARS 

76 

PART NO. 

12172 

DESCRIPTION 

Oil pump cover to block 


543 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "VIN P" 

1974-1972 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74-72 

74-72 

PART NO. 

8518 PT 

HS 8518 PT 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

74-72 

PART NO. 

FS 8518 PT 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

74-72 

PART NO. 

CS 8518-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

74-72 

74-72 

PART NO. 

MS 90205 

MS 9499 SH 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

74-72 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

74-72 

74-72 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

1st Design; w/3-hole rear oil pan flange 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

74-72 

PART NO. 

BS 12173 

DESCRIPTION 

Rope 


QTY 

1 

1 

2 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

Load Spreader Set 

YEARS 

74-72 

74-72 

74-72 

PART NO. 

VS 50005 C 

VS 50005 R 

ES 72676 

DESCRIPTION 

Cork; 1/8" thick 

Rubber; 1/8" thick 

Valve Cover 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

74-72 

PART NO. 

PS 50045 C 

DESCRIPTION 


QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

74-72 

74-72 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

74-72 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 


QTY 

2 

WATER PUMP 

Water Pump Gasket 

YEARS 

74-72 

PART NO. 

35046 

DESCRIPTION 


QTY 

1 

1 

1 

1 

TIMING COVER 

Timing Cover Set 

Timing Set w/Sleeve & Seal 
Repair Sleeve 

Repair Sleeve Tool 

YEARS 

74-72 

74-72 

74-72 

74-72 

PART NO. 

TCS 13383-3 

TCS 45166 

16203 

16310 

DESCRIPTION 

w/o Sleeve ’N' Seal® 
w/Sleeve ’N’ Seal® 

Timing Cover; Use w/installation tool 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

74-72 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

72 

PART NO. 

60113 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

74-72 

PART NO. 

11497 

DESCRIPTION 


QTY 

1 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

EGR Gasket 

YEARS 

74 

73 

PART NO. 

70836 

70836 

DESCRIPTION 

Exc. California 


QTY 

1 

1 

OIL PUMP COVER 

Oil Pump Gasket 

Oil Pump Gasket 

YEARS 

74-72 

74-72 

PART NO. 

13426 

12172 

DESCRIPTION 

Oil filter mounting 

Oil pump cover to block 


544 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "VIN R" 

1975-1972 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

75-72 

75-72 

PART NO. 

8518 PT 

HS 8518 PT 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

75-72 

PART NO. 

FS 8518 PT 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

75-72 

PART NO. 

CS 8518-1 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

YEARS 

75-72 

PART NO. 

MS 90205 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 2 Bbl. "VIN R" 1975-1972 544 

(cont.) 

QTY 

1 

MANIFOLD - INT. & EXH. 

(cont ) YEARS PART NO. DESCRIPTION 

Exh. Manifold Gasket Set 75-72 MS 9499 SH 

QTY 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 75-72 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

QTY 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 75-72 OS 30191 C-3 1st Design; w/3-hole rear oil pan flange 

Drain Plug Gasket 75-72 70822 

QTY 

1 

CRANKSHAFT REAR SEAL YEARS PART NO. DESCRIPTION 

Rear Main Seal Set 75-72 BS12173 Rope 

QTY 

1 

1 

2 

VALVE COVER YEARS PART NO. DESCRIPTION 

Valve Cover Gasket Set 75-72 VS 50005 C Cork; 1/8" thick 

Valve Cover Gasket Set 75-72 VS 50005 R Rubber; 1/8" thick 

Load Spreader Set 75-72 ES 72676 Valve Cover 

QTY 

1 

PUSH ROD COVER YEARS PART NO. DESCRIPTION 

Push Rod Cover Gasket Set 75-72 PS 50045 C 

QTY 

1 

1 

VALVE STEM SEAL SET YEARS PART NO. DESCRIPTION 

Valve Stem Seal Set 75-72 SS5112 O-ring 

Valve Stem Seal Set 75-72 SS 13360 Seal 

QTY 

1 

WATER OUTLET GASKET YEARS PART NO. DESCRIPTION 

Water Outlet Gasket 75-72 35062 Water Outlet; 1 13/16" ID 

QTY 

2 

WATER PUMP YEARS PART NO. DESCRIPTION 

Water Pump Gasket 75-72 35046 

QTY 

1 

1 

1 

1 

TIMING COVER YEARS PART NO. DESCRIPTION 

Timing Cover Set 75-72 TCS 13383-3 w/o Sleeve’N'Seal® 

Timing Set w/Sleeve & Seal 75-72 TCS 45166 w/Sleeve’N’Seal® 

Repair Sleeve 75-72 16203 Timing Cover; Use w/installation tool 

Repair Sleeve Tool 75-72 16310 Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING YEARS PART NO. DESCRIPTION 

Air Cleaner Gasket 75-72 5292 3 1/2" ID x 3 9/16" OD 

QTY 

1 

1 

CARB & FUEL INJECTION YEARS PART NO. DESCRIPTION 

Carb. Mounting Gasket 75 60340 

Carb. Mounting Gasket 72 60113 

QTY 

1 

DISTRIBUTOR MOUNTING YEARS PART NO. DESCRIPTION 

Distributor Mounting Gasket 75-72 11497 

QTY 

1 

1 

1 

EXHAUST GAS 

RECIRCULATION YEARS PART NO. DESCRIPTION 

EGR Gasket 75 70953 

EGR Gasket 74 70836 Exc. California 

EGR Gasket 73 70836 

QTY 

1 

1 

OIL PUMP COVER YEARS PART NO. DESCRIPTION 

Oil Pump Gasket 75-72 13426 Oil filter mounting 

Oil Pump Gasket 75-72 12172 Oil pump cover to block 

400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. "VIN S" 1976-1972 545 

QTY 

2 

1 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 76-72 8518 PT 

HeadSet 76-72 HS8518PT 

QTY 

1 

FULL GASKET SET YEARS PART NO. DESCRIPTION 

Full Gasket Set 76-72 FS8518PT 

QTY 

1 

CONVERSION SET YEARS PART NO. DESCRIPTION 

Gasket Conversion Set 76-72 CS 8518-1 

QTY 

1 

1 

MANIFOLD - INT. & EXH. YEARS PART NO. DESCRIPTION 

Int. Manifold Gasket Set 76-72 MS 90205 

Exh. Manifold Gasket Set 76-72 MS 9499 SH 

QTY 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 76-72 6579 May also be used as a fuel pump block-off plate gasket if 

desired 

QTY 

1 

1 

1 

OIL PAN YEARS PART NO. DESCRIPTION 

Oil Pan Gasket Set 76-72 OS 30191 C-3 1st Design; w/3-hole rear oil pan flange 

Oil Pan Gasket Set 76 OS 30191 C-2 2nd Design; w/5-hole rear oil pan flange 

Drain Plug Gasket 76-72 70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


545 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1976-1972 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-72 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

76-72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

76-72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60397 


1 

Carb. Mounting Gasket 

74-72 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-72 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70953 


1 

EGR Gasket 

74 

70836 

Exc. California 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

76-72 

12172 

Oil pump cover to block 

546 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "VIN T" 1974-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-72 

8518 PT 


1 

Head Set 

74-72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74-72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74-72 

MS 90205 


1 

Exh. Manifold Gasket Set 

74-72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

74-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

74-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

74-72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

74-72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

74-72 

SS 13360 

Seal 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. "VIN T" 1974-1972 5 46 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

74-72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-72 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

74-72 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74 

70836 

Exc. California 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

74-72 

12172 

Oil pump cover to block 

400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. "VIN X" 1967 547 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8518 PT 


1 

Head Set 

67 

HS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9980 


1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

13834 

Carter 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


547 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN X" 

1967 


CARB & FUEL INJECTION 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60043 

Rochester 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 


548 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "VIN Y" 

1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8518 PT 



1 

Head Set 

67 

HS 8518 PT 

Push rod cover gskt. not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8518 PT 

Push rod cover gskt. not incl. 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

67 

MS 9980 



1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

67 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

67 

PS 13832C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

67 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

67 

13377 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

13834 

Carter 


1 

Carb. Mounting Gasket 

67 

60043 

Rochester 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

67 

12172 

Oil pump cover to block 


549 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "VIN Z" 

1979-1976 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

79-76 

8518 PT 



1 

Head Set 

79-76 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

79-76 

FS 8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. "VIN Z" 1979-1976 5 49 

(cont.) 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

79-76 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-76 

MS 90205 


1 

Exh. Manifold Gasket Set 

79-76 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

76 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

79-76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-76 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-76 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

79-76 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

79-76 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

79-76 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-76 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

76 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-76 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

79-76 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-76 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

79-76 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-76 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-76 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-76 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-76 

60397 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-76 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-76 

70953 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-76 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

79-76 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WE" 1970 550 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


550 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WE" 1970 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 

551 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WH" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not inch; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WH" 1970 551 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 1971-1970 552 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

71-70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


552 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 1971-1970 

(cont.) 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-70 

12172 

Oil pump cover to block 

553 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WS" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 

554 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WS" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not inch; Ram Air Valve cover gskts. not incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WS" 1970 554 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. "Eng. Code WT" 1971-1970 555 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


555 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WT" 1971-1970 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

71-70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-70 

12172 

Oil pump cover to block 

556 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WW" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not inch; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WW" 

1970 556 






(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 


1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 


2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WX" 

1971 557 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8518 PT 



1 

Head Set 

71 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71 

MS 9980 



1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

71 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


557 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WX" 1971 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 

558 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WX" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


840 










GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XH" 1970 559 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XJ" 1970 560 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


560 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XJ" 1970 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 

561 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XN" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XN" 1970 561 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XP" 1970 562 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


562 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XP" 1970 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 

563 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XV" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16” ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 2 Bbl. "Eng. Code XX" 1971-1970 564 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8518 PT 


1 

Head Set 

71-70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 9980 


1 

Exh. Manifold Gasket Set 

71-70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71-70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-70 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XZ" 1970 565 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


565 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XZ" 1970 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 

566 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YB" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YB" 

1970 566 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YD" 

1970 567 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

70 

8518 PT 



1 

Head Set 

70 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

70 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

70 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

70 

MS 9980 



1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

70 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70 

BS 12173 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16” ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60113 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 



847 









GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


568 4 00 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YS" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

2 

Load Spreader Set 

71-70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71-70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-70 

12172 

Oil pump cover to block 

569 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YX" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YX" 1971 569 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YZ" 1970 570 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

70 

MS 90123 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

70 

MS 90111 

Ram Air IV 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


570 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YZ" 1970 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 AC 

Ram Air; Cork; 1/4” thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 

571 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 2 Bbl. 1969-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

8518 PT 


1 

Head Set 

69-68 

HS 8518 PT 


1 

Head Set 

67 

HS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8518 PT 


1 

Full Gasket Set 

67 

FS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-67 

MS 9980 


1 

Exh. Manifold Gasket Set 

69-67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69-67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-68 

PS 50045 C 


1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69-67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


2 

Water Pump Gasket 

68-67 

13377 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 2 Bbl. 1969-1967 571 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69-67 

12172 

Oil pump cover to block 


400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. 1969-1967 5 72 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

8518 PT 


1 

Head Set 

69-68 

HS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

1 

Head Set 

67 

HS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8518 PT 

Ram Air Int. manifold gskts. MS 90123 & Exh. manifold gskts. 
MS 90111 not incl.; Ram Air Valve cover gskts. not incl. 

1 

Full Gasket Set 

67 

FS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9980 

Exc. Ram Air IV 

1 

Int. Manifold Gasket Set 

69 

MS 90123 

Ram Air IV 

1 

Int. Manifold Gasket Set 

68-67 

MS 9980 


1 

Exh. Manifold Gasket Set 

69 

MS 9499 SH 

Exc. Ram Air IV 

1 

Exh. Manifold Gasket Set 

69 

MS 90111 

Ram Air IV 

1 

Exh. Manifold Gasket Set 

68 

MS 9499 SH 

Exc. Ram Air engs. ID letters WU, WY, XT, XW 

1 

Exh. Manifold Gasket Set 

68 

MS 90111 

Ram Air engs. ID letters WU, WY, XT, XW 

1 

Exh. Manifold Gasket Set 

67 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 C 

Exc. Ram Air; Cork; 1/8" thick 

1 

Vaive Cover Gasket Set 

69-68 

VS 50005 R 

Exc. Ram Air; Rubber; 1/8" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50005 AC 

Ram Air; Cork; 1/4" thick 

1 

Valve Cover Gasket Set 

67 

VS 50005 C 

Cork; 1/8" thick 

1 

Vaive Cover Gasket Set 

67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69-67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-68 

PS 50045 C 


1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69-67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


2 

Water Pump Gasket 

68-67 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69-67 

16203 

Timing Cover; Use w/installation tool 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


572 400 6.6L (6555cc) OHV V8 (16 Valve) (Pontiac), 4.121 1 

(cont.) 

1 Bore (GMC Eng.), 4 Bbl. 1969-1967 


QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Repair Sleeve Tool 

69-67 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69-67 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

69-68 

60061-1 



1 

Carb. Mounting Gasket 

67 

13834 

Carter 


1 

Carb. Mounting Gasket 

67 

60043 

Rochester 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-67 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

69-67 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

69-67 

12172 

Oil pump cover to block 


573 400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LR" 

1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

7922 PT-1 



1 

Head Set 

65 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

65 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 11408 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

65 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

Exc. Hi-Perf.; 4" ID 


1 

Air Cleaner Gasket 

65 

60038 

Hi-Perf.; 5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

9803 

Exc. Hi-Perf.; 1 or 2 Req’d. 


1 

Carb. Mounting Gasket 

65 

60001 

Hi-Perf. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

421 

Distributor Mounting 


574 400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MR" 

1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

7922 PT-1 



1 

Head Set 

66 

HS 7922 PT-1 

Valve stem seals not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 7922 PT-1 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

66 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



(continued on next page) 


852 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



400 6.6L (6555cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MR" 

1966 574 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 11408 C-1 



1 

Drain Plug Gasket 

66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2” ID 


1 

Water Outlet Gasket 

66 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

11528 

Exc. Hi-Perf.; 4" ID 


1 

Air Cleaner Gasket 

66 

60038 

Hi-Perf.; 5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

66 

9803 

Exc. Hi-Perf.; 1 or 2 Req’d. 


1 

Carb. Mounting Gasket 

66 

60001 

Hi-Pert. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

66 

421 

Distributor Mounting 



400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QL" 

1968 575 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8171 PT-1 



1 

Head Set 

68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

68 

MS 96004 



1 

Exh. Manifold Gasket Set 

68 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

68 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

68 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

68 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

68 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

68 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68 

5292 

3 1/2" ID x 3 9/16" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


575 400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code QL" 1968 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

68 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

13458 


576 400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QR" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 


1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 


577 400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QS" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QS" 1969-1968 5 77 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. nof incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 



400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QT" 1969-1968 5 78 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 


1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


578 400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QT" 1969-1968 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 


579 400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QU" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 


1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QU" 1969-1968 5 79 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 



400 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" Bore (GMC Eng.), 4 Bbl. "Eng. Code QW" 580 

1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 


1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 C 

Cork 

1 

Vaive Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


580 4 00 6.6L (6555cc) OHV V8 (16 Valve) (Oldsmobile), 3.87" 
(corn.) 1969-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code QW" 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 


581 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN M" 1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

75 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

75 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

75 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

75 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75 

8194 

2 

Exhaust Pipe Gasket 

75 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

75 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

75 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

75 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

75 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75 

5152 

To block 

1 

Water Pump Gasket 

75 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75 

60249 


1 

Carb. Mounting Gasket 

75 

60731 

QuadraJet stainless steel heat shield 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN M" 1975 581 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75 

72665 

Distributor to oil pump shaft retainer 

400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 2 Bbl. "VIN R" 1975-1972 582 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-72 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

75-72 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

75-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

75-72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

75-72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75-72 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

75-72 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75-72 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

75-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

inrl 

1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

75-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

75-72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-72 

5152 

To block 

1 

Water Pump Gasket 

75-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-72 

16202 

Timing Cover; Use w/installation tool 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


582 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 2 Bbl. "VIN R" 1975-1972 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

75-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-72 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

75-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60248 


1 

Carb. Mounting Gasket 

73-72 

60254 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-72 

72665 

Distributor to oil pump shaft retainer 

583 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN U" 1976-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-73 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

76-73 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

76-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-73 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-73 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-75 

MS 90314-2 


1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76-73 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-73 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

76-73 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

76-73 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76-73 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76-73 

8194 

2 

Exhaust Pipe Gasket 

76-73 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

76-73 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

76-73 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76-73 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

76-73 

SS 5112 

O-ring 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN U" 1976-1973 583 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-73 

5152 

To block 

1 

Water Pump Gasket 

76-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

76-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60249 


1 

Carb. Mounting Gasket 

76-73 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-73 

72665 

Distributor to oil pump shaft retainer 

400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 2 Bbl. 1971-1970 584 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

71-70 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

71-70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71-70 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-70 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

71-70 

8194 

1 L J 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71-70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


584 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 2 Bbl. 1971-1970 

(cont.) 





QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 12869 


Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 12869 AC 


Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 50265 C 


Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 12869T 


PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-70 

VS 12869 R 


Rubber 

2 

Load Spreader Set 

71-70 

ES 72676 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 10058 


Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71-70 

SS 5112 


O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 


Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 


Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

2 

Water Pump Gasket 

71-70 

5152 


To block 

1 

Water Pump Gasket 

71-70 

13032 


To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 5124-1 


w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45165 


w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 


Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 


Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

5198 


2 5/8" ID 

1 

Air Cleaner Gasket 

71-70 

5292 


3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60256 



1 

Carb. Mounting Gasket 

70 

60099 


Exc. Emissions pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 


Distributor to oil pump shaft retainer 

585 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 21" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

62 

7922 PT-1 



1 

Head Set 

62 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

62 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11408 C-1 



1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 13044-2 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11381 R-1 


w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 


Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

62 

11379 


Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

62 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5292 


3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60099 


Exc. PCV 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875 

" Bore (GMC Eng.), 2 Bbl. "Eng. Code 21" 

1962 585 

(cont.) 

QTY 

2 

CARB & FUEL INJECTION 

(cont.) 

Carb. Mounting Gasket 

YEARS 

62 

PART NO. 

9372 

DESCRIPTION 

PCV 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

62 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 4G" 

i960 586 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

60 

60 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

60 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

60 

60 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

60 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

60 

60 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

60 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

60 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

60 

PART NO. 

PS 11407 R 

DESCRIPTION 


QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

60 

60 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

60 

PART NO. 

TCS 11557 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

60 

PART NO. 

11528 

DESCRIPTION 

4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

60 

PART NO. 

9803 

DESCRIPTION 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

60 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 4H" 

1961 587 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

61 

61 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

61 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

61 

61 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

61 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

61 

61 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

61 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

61 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

61 

PART NO. 

PS 11407 R 

DESCRIPTION 


QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

61 

61 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


587 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 4H" 1961 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

61 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

61 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

61 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

61 

421 

Distributor Mounting 

588 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 41" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7922 PT-1 


1 

Head Set 

62 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

62 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11408 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

62 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62 

421 

Distributor Mounting 

589 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code JR" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7922 PT-1 


1 

Head Set 

63 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

63 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11408 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11381 R-1 

w/Grommets 


864 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 2 Bbl." 

Eng. Code JR" 

1963 589 

(cont.) 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63 

PART NO. 

PS 11407 R 

DESCRIPTION 



QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

63 

63 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

13161 

DESCRIPTION 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 11557 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63 

PART NO. 

60099 

DESCRIPTION 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 




401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 2 Bbl." 

Eng. CodeJS" 

1963 590 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63 

PART NO. 

PS 11407 R 

DESCRIPTION 



QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

63 

63 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

13161 

DESCRIPTION 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 11557 

DESCRIPTION 



QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63 

PART NO. 

60099 

DESCRIPTION 



QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 




401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl." 

Eng. Code JT" 

1963 591 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 



QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


591 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JT" 

1963 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63 

PART NO. 

PS 11407 R 

DESCRIPTION 


QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

63 

63 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

13161 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 11557 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

11528 

DESCRIPTION 

4" ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63 

PART NO. 

9803 

DESCRIPTION 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 


592 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JU" 

1963 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

63 

63 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

63 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

63 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

63 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63 

PART NO. 

PS 11407 R 

DESCRIPTION 


QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

63 

63 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

63 

PART NO. 

13161 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

63 

PART NO. 

TCS 11557 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

63 

PART NO. 

11528 

DESCRIPTION 

4” ID 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

63 

PART NO. 

9803 

DESCRIPTION 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

63 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 


593 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code KT" 

1964 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

64 

64 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code KT" 1964 593 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

64 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11408 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

64 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

64 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

421 

Distributor Mounting 


401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code KV" 1964 594 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

7922 PT-1 


1 

Head Set 

64 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

64 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11408 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

64 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

64 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


594 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code KV" 1964 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

421 

Distributor Mounting 

595 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code L2I" 1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62 

7922 PT-1 


1 

Head Set 

62 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

62 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 11408 C-1 


1 

Drain Plug Gasket 

62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

62 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62 

60099 

Exc. PCV 

2 

Carb. Mounting Gasket 

62 

9372 

PCV 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

62 

421 

Distributor Mounting 

596 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code L4H" 1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

61 

7922 PT-1 


1 

Head Set 

61 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

61 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

61 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

61 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

61 

OS 11408 C-1 


1 

Drain Plug Gasket 

61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

61 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

61 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

61 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

61 

11379 

Water Outlet; Water manifold 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code L4H" 

1961 596 






(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

61 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

61 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

61 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

61 

421 

Distributor Mounting 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875' 

1 Bore (GMC Eng.), 4 Bbl. "Eng. Code L4I" 

1962 597 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

62 

7922 PT-1 



1 

Head Set 

62 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

62 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

62 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 11408 C-1 



1 

Drain Plug Gasket 

62 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

62 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

62 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

62 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

62 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

62 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

62 

421 

Distributor Mounting 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code LT" 

1965 598 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

7922 PT-1 



1 

Head Set 

65 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

65 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 11408 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 11381 R-1 

w/Grommets 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


598 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LT" 

1965 

(cont.) 





QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

65 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

421 

Distributor Mounting 


599 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LV" 

1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

7922 PT-1 



1 

Head Set 

65 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

65 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 11408 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

65 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

421 

Distributor Mounting 


600 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MT" 

1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

7922 PT-1 



1 

Head Set 

66 

HS 7922 PT-1 

Valve stem seals not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 7922 PT-1 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

66 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MT" 1966 600 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 11408 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2” ID 

1 

Water Outlet Gasket 

66 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

421 

Distributor Mounting 


401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MV" 1966 601 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7922 PT-1 


1 

Head Set 

66 

HS 7922 PT-1 

Valve stem seals not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 7922 PT-1 

Valve stem seals not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

66 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 11408 C-1 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2” ID 

1 

Water Outlet Gasket 

66 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

66 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

421 

Distributor Mounting 

401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" Bore (GMC Eng.), 4 Bbl. 1959 602 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

59 

7922 PT-1 


1 

Head Set 

59 

HS 7922 PT-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


602 401 6.6L (6572cc) OHV V8 (16 Valve) (Buick), 4.1875" Bore (GMC Eng.), 4 Bbl. 1959 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

59 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

59 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

59 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

59 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

59 

OS 11408 C-1 


1 

Drain Plug Gasket 

59 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

59 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

59 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

59 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

59 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

59 

11379 

Water Outlet; Water manifold 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

59 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

59 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

59 

9803 

Exc. Carter AFB; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

59 

421 

Distributor Mounting 

603 402 6.6L (6588CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

72 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

8194 

2 

Exhaust Pipe Gasket 

72 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

72 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN S" 1972 603 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

72 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 


402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN U" 1972 604 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

72 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

8194 

2 

Exhaust Pipe Gasket 

72 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


604 402 6-6L (6588CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN U" 1972 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

72 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 

605 402 6-6L (6588CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8180 SP-1 

HeadSaver® 

1 

Head Set 

71-70 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

71-70 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

71-70 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-70 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

8194 

2 

Exhaust Pipe Gasket 

71-70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 C 

Cork; Old design 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. 1971-1970 605 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-70 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

30060 

To block 

1 

Water Pump Gasket 

71-70 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 

Exc. Special Hi-Pert.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

71-70 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

70 

60111 

Exc. Special Hi-Pert.; E.E.C. 

1 

Carb. Mounting Gasket 

70 

60111 

Exc. Special Hi-Pert.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

70 

60110 

Special Hi-Pert.; E.E.C. 

1 

Carb. Mounting Gasket 

70 

60148 

Special Hi-Pert.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 

Distributor to oil pump shaft retainer 


403 6.6L (6604cc) OHV V8 (16 Valve) (Oldsmobile), 4.351" Bore (GMC Eng.), 4 Bbl. "VIN K" 1979-1977 606 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-77 

8507 PT 


1 

Head Set 

79 

HS 8507 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8507 PT 

Buick Riviera Base, LXXV Anniversary Edition 1 Oldsmobile 
Toronado Brougham, XSR; Int. manifold gskt. not incl.; Exh. 
pipe packing not incl.; Premium valve stem seals incl. 

1 

Head Set 

78 

HS 8507 PT 

Exc. Buick Riviera Base, LXXV Anniversary Edition 1 

Oldsmobile Toronado Brougham, XSR; Int. manifold gskt. 
not incl.; Premium valve stem seals incl. 

1 

Head Set 

77 

HS 8507 PT 

Buick Riviera Base 1 Oldsmobile Toronado Brougham, XS, 

XSR; Int. manifold gskt. not incl.; Exh. pipe packing not incl.; 
Premium valve stem seals incl. 

1 

Head Set 

77 

HS 8507 PT 

Exc. Buick Riviera Base 1 Oldsmobile Toronado Brougham, 

XS, XSR; Int. manifold gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8507 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8507 PT 

Buick Riviera Base, LXXV Anniversary Edition 1 Oldsmobile 
Toronado Brougham, XSR; Int. manifold gskt. not incl.; Exh. 
pipe packing not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

78 

FS 8507 PT 

Exc. Buick Riviera Base, LXXV Anniversary Edition 1 

Oldsmobile Toronado Brougham, XSR; Int. manifold gskt. 
not incl.; Premium valve stem seals incl. 

1 

Full Gasket Set 

77 

FS 8507 PT 

Buick Riviera Base 1 Oldsmobile Toronado Brougham, XS, 

XSR; Int. manifold gskt. not incl.; Exh. pipe packing not incl.; 
Premium valve stem seals incl. 

1 

Full Gasket Set 

77 

FS 8507 PT 

Exc. Buick Riviera Base 1 Oldsmobile Toronado Brougham, 

XS, XSR; Int. manifold gskt. not incl.; Premium valve stem 
seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-77 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

79-77 

MS 96027 


1 

Exh. Manifold Gasket Set 

79-77 

MS 90021 

1 9/16“ x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79 

60240 

Packing; 2 3/8" ID 

2 

Exhaust Pipe Gasket 

78 

60241 

Buick Riviera Base, LXXV Anniversary Edition 1 Oldsmobile 
Toronado Brougham, XSR; Packing; 1 or 2 Req’d.; 2 1/8" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


606 403 6.6L (6604CC) OHV V8 (16 Valve) (Oldsmobile), 4.351" 

Bore (GMC Eng.), 4 Bbl. "VIN K" 1979-1977 

(cont.) 





EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78 

60240 

Exc. Buick Riviera Base, LXXV Anniversary Edition 1 

Oldsmobile Toronado Brougham, XSR; Packing; 2 3/8" ID 

2 

Exhaust Pipe Gasket 

77 

60241 

Buick Riviera Base 1 Oldsmobile Toronado Brougham, XS, 

XSR; Packing; 1 or 2 Req’d.; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

77 

60240 

Exc. Buick Riviera Base 1 Oldsmobile Toronado Brougham, 

XS, XSR; Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-77 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-77 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

79-77 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

79-77 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-77 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-77 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

79-77 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

79-77 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-77 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-77 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

79-77 

35065 

w/A/C 

1 

Water Pump Gasket 

79-77 

35059 

w/o A/C 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-77 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-77 

TCS 45270 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

79-77 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-77 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-77 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-77 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

79-77 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

79-77 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-77 

71098 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

79 

9948 


1 

Oil Filter Gasket 

78 

9948 

Exc. Buick Riviera Base, LXXV Anniversary Edition 1 

Oldsmobile Toronado Brougham, XSR 

1 

Oil Filter Gasket 

77 

9948 

Exc. Buick Riviera Base 1 Oldsmobile Toronado Brougham, 

XS, XSR 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

79-77 

13458 


607 409 6-7L (6704CC) OHV V8 (16 Valve) (Chevrolet), 4.3125" 

Bore (GMC Eng.), 2-4 Bbl. 1965-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-62 

8007 PT 


1 

Head Set 

65-62 

HS 8007 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-62 

FS 8007 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-62 

MS 9788 B 


1 

Exh. Manifold Gasket Set 

65-62 

MS 9908 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-62 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-62 

60986 

Pipe to manifold; Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

65-62 

9587 

Pipe to manifold; Packing; 2 17/32" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



409 6.7L (6704cc) OHV V8 (16 Valve) (Chevrolet), 4.3125" Bore (GMC Eng.), 2-4 Bbl. 1965-1962 6 07 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

65-62 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-62 

OS 13190 C 


1 

Drain Plug Gasket 

65-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-62 

BS 40096 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-62 

VS 13199 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-62 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65-62 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-62 

11726 

To block 

1 

Water Pump Gasket 

65-62 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-62 

TCS 11727-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

65-62 

11528 

4" ID 

2 

Air Cleaner Gasket 

65-62 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65-62 

9525 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

65-62 

72665 

Distributor to oil pump shaft retainer 


409 6.7L (6704cc) OHV V8 (16 Valve) (Chevrolet), 4.3125" Bore (GMC Eng.), 4 Bbl. 1965-1961 608 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-61 

8007 PT 


1 

Head Set 

65-61 

HS 8007 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-61 

FS 8007 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-63 

MS 9459 B 


1 

Int. Manifold Gasket Set 

62 

MS 9788 B 


1 

Int. Manifold Gasket Set 

61 

MS 9459 B 

1st Design 

1 

Int. Manifold Gasket Set 

61 

MS 9788 B 

2nd Design 

1 

Exh. Manifold Gasket Set 

65-61 

MS 9908 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-61 

9097 

Heat riser; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-61 

60986 

Pipe to manifold; Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

65-61 

9587 

Pipe to manifold; Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

65-61 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-61 

OS 13190 C 


1 

Drain Plug Gasket 

65-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-61 

BS 40096 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-61 

VS 13199 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-61 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-61 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65-61 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-61 

11726 

To block 

1 

Water Pump Gasket 

65-61 

11725 

To plate 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


608 409 6-7L (6704CC) OHV V8 (16 Valve) (Chevrolet), 4.3125" Bore (GMC Eng.), 4 Bbl. 1965-1961 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-61 

TCS 11727-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-61 

11528 

4” ID 

1 

Air Cleaner Gasket 

65-61 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-63 

9803 

Exc. Hi-Perf. 

1 

Carb. Mounting Gasket 

65-63 

9525 

Hi-Perf. 

1 

Carb. Mounting Gasket 

62-61 

9525 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

65-61 

72665 

Distributor to oil pump shaft retainer 

609 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 08B" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

610 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 11B" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 11B" 1963 6 1 0 

(cont.) 

QTY 

CYLINDER HEAD(cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 4 Bbl. "Eng. Code 125" 1963 611 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 



(continued on next page) 


879 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


611 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 125" 1963 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

612 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 2-4 Bbl. "Eng. Code 135" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 2-4 Bbl. "Eng. Code 135" 1963 6 1 2 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code 22B" 1963 6 1 3 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9386 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


613 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 22B" 1963 

(cont.) 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

614 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 25G" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

615 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 28G" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 28G" 1963 6 1 5 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

63 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

63 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 4 Bbl. "Eng. Code 34J" 1963 6 1 6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

8518 PT 


1 

Head Set 

63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


616 421 6-9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 34J" 1963 

(cont.) 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 

617 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 35B" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 35B" 1964 6 1 7 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 38S" 1964 6 1 8 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 4 Bbl. "Eng. Code 43N" 1964-1963 6 1 9 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


619 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 43N" 1964-1963 

(cont.) 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-63 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

13834 


1 

Carb. Mounting Gasket 

63 

9386 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 

620 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 44B" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 44B" 1964 620 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 45B" 1964 621 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

8518 PT 


1 

Head Set 

64 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


621 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

(cont.) 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 45B" 1964 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

64 

PART NO. 

11497 

DESCRIPTION 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 

622 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 46G" 1964 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

64 

64 

PART NO. 

8518 PT 

HS 8518PT-3 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64 

PART NO. 

FS 8518PT-3 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

64 

PART NO. 

CS 8518-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64 

64 

PART NO. 

MS 9678-1 

MS 9499 SH 

DESCRIPTION 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

64 

64 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

64 

PART NO. 

PS 11488 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 46G" 

1964 622 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 4 Bbl. "Eng. Code 47Q" 

1963 623 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

63 

8518 PT 



1 

Head Set 

63 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

63 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

63 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

63 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

63 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

63 

OS 30191 C-3 



1 

Drain Plug Gasket 

63 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

63 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

63 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

63 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

63 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

63 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 


1 

Water Pump Gasket 

63 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 


1 

Timing Cover Set 

63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

63 

TCS 45166 

w/8 stud water pump; w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

63 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

63 

9386 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

63 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

63 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

63 

12172 

Oil pump cover to block 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 47S" 

1964 624 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518 PT-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


624 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 47S" 

1964 

(cont.) 





QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

64 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


625 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 49N" 

1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

8518 PT 



1 

Head Set 

64 

HS 8518PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 8518PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

64 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9678-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 30191 C-3 



1 

Drain Plug Gasket 

64 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 49N" 1964 625 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

64 

VS 50005 C 

Cork; 1/8" thick 

1 

Vaive Cover Gasket Set 

64 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Stem Seal Set 

64 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

64 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

64 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 50Q" 626 

1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64-63 

8518 PT 


1 

Head Set 

64-63 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

64-63 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 30191 C-3 


1 

Drain Plug Gasket 

64-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

64-63 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

64-63 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64-63 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

64-63 

SS 13360 

Seal 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


626 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code 50Q" 

(corn.) 1964-1963 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64-63 

13377 

w/8 stud water pump 

1 

Water Pump Gasket 

63 

12967 

w/4 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

63 

TCS 12681-2 

w/4 stud water pump 

1 

Timing Set w/Sleeve & Seal 

64-63 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

64-63 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

64-63 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64-63 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

64-63 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

64-63 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64-63 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

64-63 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

64-63 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

64-63 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

64-63 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

64-63 

12172 

Oil pump cover to block 

627 42 1 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WG" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8“ thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WG" 1966-1965 6 27 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66-65 

13834 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

66-65 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WH" 

628 





1966-1965 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66-65 

8518 PT 



1 

Head Set 

66-65 

HS 8518 PT-3 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66-65 

FS 8518 PT-3 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

66-65 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66-65 

MS 9980 



1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 



1 

Drain Plug Gasket 

66-65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66-65 

5198 

Loc. Center; 2 5/8" ID 


1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 


1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

66 

60113 



1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 


1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 


1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

66-65 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WJ" 

629 





1966-1965 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66-65 

8518 PT 




(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


629 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code WJ" 

(corn.) 1966-1965 




QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 


1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

630 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WK" 1966 630 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 4 Bbl. "Eng. Code YH" 1966-1965 631 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


631 421 6.9L (6900CC) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YH" 1966-1965 

(cont.) 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

632 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YJ" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 


1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 


(continued on next page) 


896 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YJ" 1966-1965 6 32 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 

421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 3-2 Bbl. "Eng. Code YK" 1966-1965 6 33 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8518 PT 


1 

Head Set 

66-65 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8518 PT-3 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9980 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30191 C-3 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 50005 C 

Cork; 1/8" thick 

1 

Vaive Cover Gasket Set 

66-65 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66-65 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

Loc. Center; 2 5/8" ID 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Front; 3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

66-65 

5292 

Loc. Rear; 3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66 

60113 


1 

Carb. Mounting Gasket 

65 

9093 

Loc. Center 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Front 

1 

Carb. Mounting Gasket 

65 

60113 

Loc. Rear 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66-65 

12172 

Oil pump cover to block 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YT" 1966 634 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8518 PT 


1 

Head Set 

66 

HS 8518 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8518 PT-3 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


634 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YT" 1966 

(cont.) 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9980 


1 

Exh. Manifold Gasket Set 

66 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 30191 C-3 


1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

66 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

66 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

66 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

13377 

w/8 stud water pump 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13383-3 

w/8 stud water pump; w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45166 

w/8 stud water pump; w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16203 

Timing Cover; w/8 stud water pump; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16310 

Timing Cover; w/8 stud water pump 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

13834 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

66 

12172 

Oil pump cover to block 

635 421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" 

Bore (GMC Eng.), 2-4 Bbl. 1962-1961 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

62-61 

8518 PT 


1 

Head Set 

62-61 

HS 8518PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-61 

FS 8518PT-3 

Timing cover seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

62-61 

MS 9678-1 


1 

Exh. Manifold Gasket Set 

62-61 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-61 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-61 

OS 30191 C-3 


1 

Drain Plug Gasket 

62-61 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-61 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-61 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

62-61 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

62-61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-61 

PS 11488 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


421 6.9L (6900cc) OHV V8 (16 Valve) (Pontiac), 4.0938" Bore (GMC Eng.), 2-4 Bbl. 1962-1961 635 

(cont.) 

QTY 

1 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

Valve Stem Seal Set 

YEARS 

62-61 

62-61 

PART NO. 

SS 5112 

SS 13360 

DESCRIPTION 

O-ring 

Seal 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

62-61 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16" ID 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

62-61 

PART NO. 

12967 

DESCRIPTION 

w/4 stud water pump 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

62-61 

PART NO. 

TCS 12681-1 

DESCRIPTION 

w/4 stud water pump 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

62-61 

PART NO. 

11497 

DESCRIPTION 

QTY 

1 

1 

OIL PUMP COVER 

Oil Pump Gasket 

Oil Pump Gasket 

YEARS 

62-61 

62-61 

PART NO. 

13426 

12172 

DESCRIPTION 

Oil filter mounting 

Oil pump cover to block 

425 7.0L (6964cc) OHV V8 (16 Valve) (Cadillac), 4.082" Bore (GMC Eng.), 4 Bbl. "VIN S" 1979-1977 6 36 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

79-77 

79-77 

PART NO. 

8540 PT 

HS 8540 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

79-77 

PART NO. 

FS 8540 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

79-77 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

79-77 

79-77 

PART NO. 

MS 96034 

MS 90509 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

79-77 

PART NO. 

13415 

DESCRIPTION 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

79-77 

79-77 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

79-77 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

79-77 

79-77 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

79-77 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

79-77 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

79-77 

PART NO. 

35043 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

79-77 

PART NO. 

TCS 45011 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

79-77 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

79-77 

PART NO. 

60098 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

79-77 

PART NO. 

13337 

DESCRIPTION 

QTY 

2 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

79-77 

PART NO. 

70978 

DESCRIPTION 

1 or 2 Req'd. 

425 7.0L (6964cc) OHV V8 (16 Valve) (Cadillac), 4.082" Bore (GMC Eng.), MFI "VIN T" 1979-1977 6 37 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

79-77 

79-77 

PART NO. 

8540 PT 

HS 8540 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 
Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

79-77 

PART NO. 

FS 8540 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 
Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


637 425 7.0L (6964CC) OHV V8 (16 Valve) (Cadillac), 4.082" 

(cont.) 

Bore (GMC Eng.), MFI "VIN T" 1979-1977 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

79-77 

CS 8540-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valley Pan Gasket Set 

79-77 

MS 96034 



1 

Exh. Manifold Gasket Set 

79-77 

MS 90509 



QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-77 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

79-77 

OS 30202 C 



1 

Drain Plug Gasket 

79-77 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

79-77 

BS 40012 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

79-77 

VS 50192 C 


Cork 

1 

Valve Cover Gasket Set 

79-77 

VS 50032 R 


Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

79-77 

SS 70861 


Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

79-77 

35064 


Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

79-77 

35043 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

79-77 

TCS 45011 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

79-77 

60038 


5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Injector O-Ring Set 

79-77 

ES 72099 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

79-77 

13337 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 


DESCRIPTION 

1 

EGR Gasket 

79-77 

71098 



638 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code M" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

66-65 

8171 PT-1 



1 

Head Set 

66-65 

HS 8171 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8171 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valley Pan Gasket Set 

66-65 

MS 96004 



1 

Exh. Manifold Gasket Set 

66-65 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60241 


Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13419 C 


Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 30471 C 


Cork-Ply® 

1 

Drain Plug Gasket 

66-65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13403C 


Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 50259 R 


Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 R 


Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70393 


Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35130 


Water Outlet 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code M" 1966-1965 6 38 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66-65 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66-65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66-65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66-65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13458 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code ME" 639 

1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8171 PT-1 


1 

Head Set 

66-65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

66-65 

MS 96004 


1 

Exh. Manifold Gasket Set 

66-65 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 C 

Cork 

1 

Vaive Cover Gasket Set 

66-65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66-65 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66-65 

72586 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


639 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1966-1965 

Bore (GMC Eng.), 2 Bbl. "Eng. Code ME" 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66-65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66-65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13458 


640 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1966-1965 

Bore (GMC Eng.), 2 Bbl. "Eng. Code ML" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8171 PT-1 


1 

Head Set 

66-65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

66-65 

MS 96004 


1 

Exh. Manifold Gasket Set 

66-65 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

66-65 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66-65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66-65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66-65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13458 


641 425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code N" 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8171 PT-1 


1 

Head Set 

66-65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 


902 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code N" 1966-1965 641 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

66-65 

MS 96004 


1 

Exh. Manifold Gasket Set 

66-65 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

60038 

51/32" ID 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60019 


1 

Carb. Mounting Gasket 

65 

9532 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66-65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66-65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66-65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13458 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code NE" 642 

1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8171 PT-1 


1 

Head Set 

66-65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

66-65 

MS 96004 


1 

Exh. Manifold Gasket Set 

66-65 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 30471 C 

Cork-Ply® 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


642 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1966-1965 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NE" 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 R 

Rubber; 3/32“ thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

65 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60019 


1 

Carb. Mounting Gasket 

65 

9532 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66-65 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66-65 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

66-65 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66-65 

13458 


643 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1966-1965 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NS" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

8171 PT-1 


1 

Head Set 

66-65 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

66-65 

MS 96004 


1 

Exh. Manifold Gasket Set 

66-65 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 70393 

Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code NS" 

1966-1965 

643 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66-65 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66-65 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-65 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

66-65 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

66-65 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

60038 

5 1/32" ID 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66 

60019 



1 

Carb. Mounting Gasket 

65 

9532 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

66-65 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

66-65 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

66-65 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

66-65 

13458 




425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NT" 1966 644 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

8171 PT-1 



1 

Head Set 

66 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

66 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

66 

MS 96004 



1 

Exh. Manifold Gasket Set 

66 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

66 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

66 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

66 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

66 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

66 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

66 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

66 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

66 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

66 

60038 

5 1/32" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


644 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code NT" 1966 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60019 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

66 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

424 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

13458 


645 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code PE" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8171 PT-1 


1 

Head Set 

67 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96004 


1 

Exh. Manifold Gasket Set 

67 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

67 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13458 


646 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code PL" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8171 PT-1 


1 

Head Set 

67 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code PL" 

1967 646 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96004 



1 

Exh. Manifold Gasket Set 

67 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

67 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

67 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

67 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

67 

60113 

1 to 3 Req’d. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

67 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

67 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13458 




425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code R" 

1967 647 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8171 PT-1 



1 

Head Set 

67 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96004 



1 

Exh. Manifold Gasket Set 

67 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

67 

OS 30471 C 

Cork-Ply® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


647 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code R" 

1967 

(cont.) 





QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 13403C 

Cork 


1 

Valve Cover Gasket Set 

67 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

67 

VS 13403 R 

Rubber; 3/32“ thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60019 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

67 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

67 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13458 



648 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RE 

" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8171 PT-1 



1 

Head Set 

67 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96004 



1 

Exh. Manifold Gasket Set 

67 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

67 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 13403C 

Cork 


1 

Valve Cover Gasket Set 

67 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

67 

VS 13403 R 

Rubber; 3/32“ thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

35059 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RE" 

1967 648 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60019 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

67 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

67 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

13458 




425 7.0L (6966cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RS" 

1967 649 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67 

8171 PT-1 



1 

Head Set 

67 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

67 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

67 

MS 96004 



1 

Exh. Manifold Gasket Set 

67 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

67 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

67 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

67 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

67 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

35059 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60019 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

67 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67 

424 

Distributor Mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


649 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RS" 1967 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

67 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13458 


650 425 7.0L (6966CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RT" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8171 PT-1 


1 

Head Set 

67 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96004 


1 

Exh. Manifold Gasket Set 

67 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

67 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

67 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

67 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35059 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60019 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

67 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

424 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

13458 


651 425 7.0L (6966cc) OHV V8 (16 Valve) (Buick), 4.3125" Bore (GMC Eng.), 4 Bbl. "Eng. Code JW" 1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

63 

7922 PT-1 


1 

Head Set 

63 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

63 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

63 

MS 90012 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code JW" 1963 651 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63 

OS 11408 C-1 


1 

Drain Plug Gasket 

63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

63 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

63 

9803 

1 or 2 Req'd. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63 

421 

Distributor Mounting 


425 7.0L (6966cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code KW" 1964 652 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

64 

7922 PT-1 


1 

Head Set 

64 

HS 7922 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64 

FS 7922 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64 

MS 9411 SH 


1 

Exh. Manifold Gasket Set 

64 

MS 90012 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64 

OS 11408 C-1 


1 

Drain Plug Gasket 

64 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 11381 R-1 

w/Grommets 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 11407 R 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 

1 

Water Outlet Gasket 

64 

11379 

Water Outlet; Water manifold 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

13161 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 11557 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

64 

9803 

1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

64 

421 

Distributor Mounting 


911 









GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


653 425 7.0L (6966CC) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 2-4 Bbl. "Eng. Code KX 

" 1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

7922 PT-1 



1 

Head Set 

64 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

64 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64 

OS 11408 C-1 



1 

Drain Plug Gasket 

64 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

64 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

64 

11528 

4” ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

64 

9803 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

64 

421 

Distributor Mounting 


654 425 7.0L (6966CC) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code LW" 

1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

7922 PT-1 



1 

Head Set 

65 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

65 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 11408 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

65 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

65 

11528 

4" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



425 7.0L (6966cc) OHV V8 (16 Valve) (Buick), 4.3125 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code LW" 

1965 654 






(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

9803 

1 or 2 Req'd. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

421 

Distributor Mounting 



425 7.0L (6966cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 2-4 Bbl. "Eng. Code LX" 

1965 655 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

7922 PT-1 



1 

Head Set 

65 

HS 7922 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 7922 PT-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

65 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

65 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65 

OS 11408 C-1 



1 

Drain Plug Gasket 

65 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

65 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

65 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

65 

35063 

Water Outlet; 2 1/2" ID 


1 

Water Outlet Gasket 

65 

11379 

Water Outlet; Water manifold 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

65 

13161 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65 

TCS 11557 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

65 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

65 

9803 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65 

421 

Distributor Mounting 



425 7.0L (6966cc) OHV V8 (16 Valve) (Buick), 4.3125' 

1 Bore (GMC Eng.), 4 Bbl. "Eng. Code MW" 

1966 656 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

66 

7922 PT-1 



1 

Head Set 

66 

HS 7922 PT-1 

Valve stem seals not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

66 

FS 7922 PT-1 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

66 

MS 9411 SH 



1 

Exh. Manifold Gasket Set 

66 

MS 90012 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 11408 C-1 



1 

Drain Plug Gasket 

66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66 

VS 11381 R-1 

w/Grommets 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66 

PS 11407 R 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35063 

Water Outlet; 2 1/2" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


656 425 7.0L (6966CC) OHV V8 (16 Valve) (Buick), 4.3125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MW" 1966 

QTY 

1 

WATER OUTLET GASKET 

(cont.) 

Water Outlet Gasket 

YEARS 

66 

PART NO. 

11379 

DESCRIPTION 

Water Outlet; Water manifold 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

66 

PART NO. 

13161 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

66 

PART NO. 

TCS 11557 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

66 

PART NO. 

60038 

DESCRIPTION 

51/32"ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

60001 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

66 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 

657 425 7.0L (6966CC) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 2-4 Bbl. "Eng. Code MZ" 1966 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

66 

66 

PART NO. 

7922 PT-1 

HS 7922 PT-1 

DESCRIPTION 

Valve stem seals not incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

66 

PART NO. 

FS 7922 PT-1 

DESCRIPTION 

Valve stem seals not incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

66 

66 

PART NO. 

MS 9411 SH 

MS 90012 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

66 

66 

PART NO. 

OS 11408 C-1 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

66 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

66 

PART NO. 

VS 11381 R-1 

DESCRIPTION 

w/Grommets 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

66 

PART NO. 

PS 11407 R 

DESCRIPTION 

QTY 

1 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

Water Outlet Gasket 

YEARS 

66 

66 

PART NO. 

35063 

11379 

DESCRIPTION 

Water Outlet; 2 1/2" ID 

Water Outlet; Water manifold 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

66 

PART NO. 

13161 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

66 

PART NO. 

TCS 11557 

DESCRIPTION 

QTY 

2 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

66 

PART NO. 

11528 

DESCRIPTION 

4" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

9803 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

66 

PART NO. 

421 

DESCRIPTION 

Distributor Mounting 

658 427 7.0L (6999CC) OHV V8 (16 Valve) (Chevrolet), 4.25 

i" Bore (GMC Eng.), 3-2 Bbl. 1969-1967 

QTY 

2 

2 

2 

1 

2 

CYLINDER HEAD 

Head Gasket 

Head Gasket 

Head Gasket Spacer Shim 
Head Set 

Head Bolt Set 

YEARS 

69-67 

69-67 

69-67 

69-67 

69-67 

PART NO. 

502 SD 

8180 PT-2 

8180 SP-1 

HS 8180 PT-5 

ES 72264 

DESCRIPTION 

PermaTorque Severe Duty® 

PermaTorque® 

HeadSaver® 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

Replacement recommended 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69-67 

PART NO. 

FS 8180 PT-9 

DESCRIPTION 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

69-67 

PART NO. 

CS 8180-1 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



427 7.0L (6999cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 3-2 Bbl. 1969-1967 6 58 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-67 

MS 90240-2 

Exc. Special Hi-Pert.; Oval ports 

1 

Int. Manifold Gasket Set 

69-67 

MS 90005 

Special Hi-Pert.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

69-67 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-67 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-67 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-67 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-67 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-67 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-67 

8194 

2 

Exhaust Pipe Gasket 

69-67 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

69-67 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-67 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

69-67 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-67 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-67 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-67 

30060 

To block 

1 

Water Pump Gasket 

69-67 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-67 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

3 

Air Cleaner Gasket 

69-67 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

69-67 

60070 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-67 

72665 

Distributor to oil pump shaft retainer 


427 7.0L (6999cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. 1969-1966 6 59 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-66 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8180 SP-1 

HeadSaver® 

1 

Head Set 

69-66 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Pert. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

69-66 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Pert. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-66 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 90240-2 

Exc. Special Hi-Pert.; Oval ports 

1 

Int. Manifold Gasket Set 

69-66 

MS 90005 

Special Hi-Pert.; Rectangular ports 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


659 427 7.0L (6999CC) OHV V8 (16 Valve) (Chevrolet), 4.25 

(cont.) 

" Bore (GMC Eng.), 4 Bbl. 1969-1966 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

69-66 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-66 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-66 

60117 

Heat riser; 3 1/16“ bolt hole centers 

2 

Exhaust Pipe Gasket 

69-66 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-66 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-66 

8194 

2 

Exhaust Pipe Gasket 

69-66 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

69-66 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

69-66 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

69-66 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-66 

30060 

To block 

1 

Water Pump Gasket 

69-66 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-66 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-66 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-67 

60043 

Exc. Special Hi-Perf.; Exc. H/D 

1 

Carb. Mounting Gasket 

69-66 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

69-66 

60148 

Special Hi-Perf.; H/D 

1 

Carb. Mounting Gasket 

66 

60002 

Carter; Exc. Special Hi-Perf.; Exc. H/D 

1 

Carb. Mounting Gasket 

66 

60002 

Holley; Exc. Special Hi-Perf.; Exc. H/D 

1 

Carb. Mounting Gasket 

66 

60043 

Rochester; Exc. Special Hi-Perf.; Exc. H/D 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-66 

72665 

Distributor to oil pump shaft retainer 

660 428 7.0L (7014cc) OHV V8 (16 Valve) (Pontiac), 4.121" 

Bore (GMC Eng.), 4 Bbl. 1969-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-67 

8518 PT 


1 

Head Set 

69-68 

HS 8518 PT 


1 

Head Set 

67 

HS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8518 PT 


1 

Full Gasket Set 

67 

FS 8518 PT 

Push rod cover gskt. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-67 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-67 

MS 9980 


1 

Exh. Manifold Gasket Set 

69-67 

MS 9499 SH 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



428 7.0L (7014cc) OHV V8 (16 Valve) (Pontiac), 4.121" Bore (GMC Eng.), 4 Bbl. 1969-1967 6 60 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-67 

OS 30191 C-3 


1 

Drain Plug Gasket 

69-67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

67 

BS 12173 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-67 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

69-67 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

69-67 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-68 

PS 50045 C 


1 

Push Rod Cover Gasket Set 

67 

PS 13832C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-67 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

69-67 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-67 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

35046 


2 

Water Pump Gasket 

68-67 

13377 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-67 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-67 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69-67 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-67 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-67 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60061-1 


1 

Carb. Mounting Gasket 

67 

13834 

Carter 

1 

Carb. Mounting Gasket 

67 

60043 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-67 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-67 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

69-67 

12172 

Oil pump cover to block 


429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN 5" 1965 661 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65 

7893 PT-1 


1 

Head Set 

65 

HS 7893 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

65 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 13333 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

65 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 10058 

From Eng. Ser. No. 113900 

1 

Valve Stem Seal Set 

65 

SS 6418 

To Eng. Ser. No. 113899 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

5390 

To head 

1 

Water Pump Gasket 

65 

13327 

To timing cover 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


661 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN 5" 1965 

(cont.) 




QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

65 

13367 

Water Pump; To outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 13328-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

11528 

4” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65 

60034 

Carter 

1 

Carb. Mounting Gasket 

65 

9770 

Rochester 

662 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN 6" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

7893 PT-1 


1 

Head Set 

66 

HS 7893 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

66 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66 

9558 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

66 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13333C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

5390 

To head 

1 

Water Pump Gasket 

66 

13327 

To timing cover 

1 

O-Ring 

66 

13367 

Water Pump; To outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13328-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60034 

Carter 

1 

Carb. Mounting Gasket 

66 

9770 

Rochester 

663 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN 7" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

7893 PT-1 


1 

Head Set 

67 

HS 7893 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 8931 SH-1 


1 

Exh. Manifold Gasket Set 

67 

MS 9330 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

9558 

Exc. Cadillac Eldorado Base; Flange 

1 

Exhaust Pipe Gasket 

67 

60013 

Cadillac Eldorado Base; Loc. R.H.; Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

67 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 13333C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67 

PS 5369 R 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN 7" 

1967 663 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67 

SS 10058 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67 

5390 

To head 


1 

Water Pump Gasket 

67 

13327 

To timing cover 


1 

O-Ring 

67 

13367 

Water Pump; To outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67 

TCS 13328-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67 

60010 




429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 44K" 

1964 664 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

7893 PT-1 



1 

Head Set 

64 

HS 7893 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 8931 SH-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9330 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

9558 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13333 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 5369 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 6418 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

5390 

To head 


1 

Water Pump Gasket 

64 

13327 

To timing cover 


1 

O-Ring 

64 

13367 

Water Pump; To outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13328-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60034 

Carter 


1 

Carb. Mounting Gasket 

64 

9770 

Rochester 



429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code 44X" 

1964 665 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

7893 PT-1 



1 

Head Set 

64 

HS 7893 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 8931 SH-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9330 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

9558 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13333 C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 5369 R 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


665 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 44X"1964 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 6418 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

5390 

To head 


1 

Water Pump Gasket 

64 

13327 

To timing cover 


1 

O-Ring 

64 

13367 

Water Pump; To outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13328-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

11528 

4” ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60034 

Carter 


1 

Carb. Mounting Gasket 

64 

9770 

Rochester 


666 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 46K"1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

7893 PT-1 



1 

Head Set 

64 

HS 7893 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 8931 SH-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9330 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

9558 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13333C 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

64 

PS 5369 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64 

SS 6418 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64 

35064 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

64 

5390 

To head 


1 

Water Pump Gasket 

64 

13327 

To timing cover 


1 

O-Ring 

64 

13367 

Water Pump; To outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64 

TCS 13328-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

64 

11528 

4" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

64 

60034 

Carter 


1 

Carb. Mounting Gasket 

64 

9770 

Rochester 


667 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 46X"1964 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

64 

7893 PT-1 



1 

Head Set 

64 

HS 7893 PT-3 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64 

MS 8931 SH-1 



1 

Exh. Manifold Gasket Set 

64 

MS 9330 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

64 

9558 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

64 

VS 13333C 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 46X" 

1964 667 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

64 

PS 5369 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

64 

SS 6418 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

64 

35064 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

64 

5390 

To head 



1 

Water Pump Gasket 

64 

13327 

To timing cover 



1 

O-Ring 

64 

13367 

Water Pump; To outlet 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

64 

TCS 13328-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

64 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

64 

60034 

Carter 



1 

Carb. Mounting Gasket 

64 

9770 

Rochester 




429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 47K" 

1964 668 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

64 

7893 PT-1 




1 

Head Set 

64 

HS 7893 PT-3 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

64 

MS 8931 SH-1 




1 

Exh. Manifold Gasket Set 

64 

MS 9330 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

64 

9558 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

64 

VS 13333 C 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

64 

PS 5369 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

64 

SS 6418 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

64 

35064 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

64 

5390 

To head 



1 

Water Pump Gasket 

64 

13327 

To timing cover 



1 

O-Ring 

64 

13367 

Water Pump; To outlet 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

64 

TCS 13328-1 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

64 

11528 

4" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

64 

60034 

Carter 



1 

Carb. Mounting Gasket 

64 

9770 

Rochester 




429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code 47X" 

1964 669 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

64 

7893 PT-1 




1 

Head Set 

64 

HS 7893 PT-3 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

64 

MS 8931 SH-1 




1 

Exh. Manifold Gasket Set 

64 

MS 9330 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

64 

9558 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

64 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


669 429 7.0L (7031 cc) OHV V8 (16 Valve) (Cadillac), 4.125 

" Bore (GMC Eng.), 4 Bbl. "Eng. Code 47X" 1964 

(cont.) 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

64 

VS 13333C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

64 

PS 5369 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64 

SS 6418 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

64 

5390 

To head 

1 

Water Pump Gasket 

64 

13327 

To timing cover 

1 

O-Ring 

64 

13367 

Water Pump; To outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64 

TCS 13328-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

64 

60034 

Carter 

1 

Carb. Mounting Gasket 

64 

9770 

Rochester 

670 430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code MD" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8494 PT 


1 

Head Set 

67 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96005 


1 

Exh. Manifold Gasket Set 

67 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30185 C 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60001 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

70032 


671 430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ND" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8494 PT 


1 

Head Set 

67 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code ND" 1967 671 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

67 

MS 96005 


1 

Exh. Manifold Gasket Set 

67 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 30185 C 


1 

Drain Plug Gasket 

67 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

67 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67 

60001 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

67 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

67 

70032 



430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code PD" 1968 672 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8494 PT 


1 

Head Set 

68 

HS 8494 PT 

Int. manifold gskt. & exh. valve stem seals not incl.; Premium 
valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8494 PT 

Int. manifold gskt. & exh. valve stem seals not incl.; Premium 
valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

68 

MS 96005 


1 

Exh. Manifold Gasket Set 

68 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 30185 C 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

68 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60057 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


672 430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code PD" 1968 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

68 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

68 

PART NO. 

70032 

DESCRIPTION 

673 430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code RD" 1969 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69 

69 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69 

69 

PART NO. 

MS 96005 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69 

69 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

69 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

69 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

69 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

69 

PART NO. 

70032 

DESCRIPTION 

674 430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code R0" 1969 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69 

69 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69 

69 

PART NO. 

MS 96005 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

69 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69 

69 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

69 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

69 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



430 7.0L (7047cc) OHV V8 (16 Valve) (Buick), 4.1875" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code R0" 1969 674 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

70032 



454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN S" 1976 675 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

76 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

76 

8180 SP-1 

HeadSaver® 

1 

Head Set 

76 

HS 8180 PT-5 

Exh. pipe packing & Double valve spring option valve stem 
seals not incl.; Premium valve stem seals incl. 

2 

Head Bolt Set 

76 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76 

FS 8180 PT-9 

Exh. pipe packing & Double valve spring option valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90240-2 


1 

Exh. Manifold Gasket Set 

76 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

76 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

76 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

76 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

76 

8194 

2 

Exhaust Pipe Gasket 

76 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

76 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

76 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

76 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76 

30060 

To block 

1 

Water Pump Gasket 

76 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

76 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76 

16205 

Timing Cover; Use w/installation tool 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


675 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1976 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

76 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60249 


1 

Carb. Mounting Gasket 

76 

60731 

QuadraJet stainless steel heat shield 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76 

72591 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76 

72665 

Distributor to oil pump shaft retainer 

676 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN V" 1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 





Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 





Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

72 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

8194 

2 

Exhaust Pipe Gasket 

72 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN V" 1972 676 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 

Exc. Special Hi-Pert.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

72 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 


454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN W" 1972 677 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 

Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

72 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

72 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

72 

8194 

2 

Exhaust Pipe Gasket 

72 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N' Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


677 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN W" 1972 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

72 

60731 

QuadraJet stainless steel heat shield 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 

678 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN X" 1975-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-73 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75-73 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

75-73 

8180 SP-1 

HeadSaver® 

1 

Head Set 

75-73 

HS 8180 PT-5 

Exh. pipe packing & Double valve spring option valve stem 
seals not incl.; Premium valve stem seals incl. 

2 

Head Bolt Set 

75-73 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-73 

FS 8180 PT-9 

Exh. pipe packing & Double valve spring option valve stem 
seals not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90240-2 


1 

Int. Manifold Gasket Set 

74-73 

MS 90240 


1 

Exh. Manifold Gasket Set 

75-73 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

75-73 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-73 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

75-73 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

75-73 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75-73 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75-73 

8194 

2 

Exhaust Pipe Gasket 

75-73 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

75-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-73 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-73 

30060 

To block 

1 

Water Pump Gasket 

75-73 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-73 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-73 

TCS 45272 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

75-73 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-73 

16311 

Timing Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN X" 1975-1973 6 78 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

75-73 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73 

60255 

Exc. Special Hi-Pert.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

71098 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-73 

72665 

Distributor to oil pump shaft retainer 

454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN Y" 1975-1973 6 79 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-73 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75-73 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

75-73 

8180 SP-1 

HeadSaver® 

1 

Head Set 

75-73 

HS 8180 PT-5 

Exh. pipe packing & Double valve spring option valve stem 





seals not incl.; Premium valve stem seals incl. 

2 

Head Bolt Set 

75-73 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-73 

FS 8180 PT-9 

Exh. pipe packing & Double valve spring option vaive stem 





seals not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90240-2 


1 

Int. Manifold Gasket Set 

74-73 

MS 90240 


1 

Exh. Manifold Gasket Set 

75-73 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

75-73 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-73 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

75-73 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

75-73 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75-73 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

75-73 

8194 

1 L J 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

75-73 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

75-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

75-73 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-73 

30060 

To block 

1 

Water Pump Gasket 

75-73 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-73 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-73 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-73 

16205 

Timing Cover; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


679 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN Y" 1975-1973 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

75-73 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

75-73 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

71098 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-73 

72665 

Distributor to oil pump shaft retainer 

680 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN Z" 1974-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-73 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

74-73 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

74-73 

8180 SP-1 

HeadSaver® 

1 

Head Set 

74-73 

HS 8180 PT-5 

Exh. pipe packing & Double valve spring option valve stem 





seals not incl.; Premium valve stem seals incl. 

2 

Head Bolt Set 

74-73 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-73 

FS 8180 PT-9 

Exh. pipe packing & Double valve spring option valve stem 





seals not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74-73 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240 


1 

Exh. Manifold Gasket Set 

74-73 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

74-73 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-73 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

74-73 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

74-73 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-73 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 
in 

2 

Exhaust Pipe Gasket 

74-73 

8194 

1 u 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

74-73 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-73 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

74-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-73 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-73 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

74-73 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-73 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

74-73 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-73 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

74-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

74-73 

30060 

To block 

1 

Water Pump Gasket 

74-73 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-73 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45272 

w/Sleeve ’N’ Seal® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN Z" 1974-1973 6 80 





(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

74-73 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-73 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60249 


1 

Carb. Mounting Gasket 

74-73 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

73 

60255 

Exc. Special Hi-Pert.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

74-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

74-73 

72665 

Distributor to oil pump shaft retainer 

454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. 1971-1970 681 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8180 SP-1 

HeadSaver® 

1 

Head Set 

71-70 

HS 8180 PT-5 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 





Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

71-70 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8180 PT-9 

Exh. pipe packing, Special Hi-Perf. int. manifold gskts., 





Double valve spring option valve stem seals not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240-2 

Exc. Special Hi-Perf.; Oval ports 

1 

Int. Manifold Gasket Set 

71-70 

MS 90005 

Special Hi-Perf.; Rectangular ports 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60083 

Heat riser; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-70 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-70 

60985 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

60986 

Pipe to manifold; Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" 

ID 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

8194 

2 

Exhaust Pipe Gasket 

71-70 

9587 

Pipe to manifold; Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 72513 

w/Double valve spring option; Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

71-70 

SS 71152 

w/Single valve spring option; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

30060 

To block 

1 

Water Pump Gasket 

71-70 

11725 

To plate 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


681 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25 

" Bore (GMC Eng.), 4 Bbl. 1971-1970 

(cont.) 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 

Exc. Special Hi-Perf.; Exc. E.E.C. 

1 

Carb. Mounting Gasket 

71-70 

60731 

QuadraJet stainless steel heat shield 

1 

Carb. Mounting Gasket 

70 

60111 

Exc. Chevrolet Corvette Base; Exc. Special Hi-Perf.; E.E.C. 

1 

Carb. Mounting Gasket 

70 

60111 

Chevrolet Corvette Base; Exc. Special Hi-Perf.; E.E.C.; Exc. 




H/D 

1 

Carb. Mounting Gasket 

70 

60111 

Exc. Chevrolet Corvette Base; Exc. Special Hi-Perf.; Exc. 




E.E.C. 

1 

Carb. Mounting Gasket 

70 

60111 

Chevrolet Corvette Base; Exc. Special Hi-Perf.; Exc. E.E.C.; 




Exc. H/D 

1 

Carb. Mounting Gasket 

70 

60110 

Chevrolet Corvette Base; Exc. Special Hi-Perf.; H/D 

1 

Carb. Mounting Gasket 

70 

60110 

Exc. Chevrolet Corvette Base; Special Hi-Perf.; E.E.C. 

1 

Carb. Mounting Gasket 

70 

60148 

Special Hi-Perf.; Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 

Distributor to oil pump shaft retainer 

682 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "VIN T" 1976-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-72 

8518 PT 


1 

Head Set 

76-72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-72 

MS 90205 


1 

Exh. Manifold Gasket Set 

76-72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 

1 

Drain Plug Gasket 

76-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

76-72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

76-72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-72 

60038 

5 1/32" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 4 Bbl. "VIN T" 1976-1972 6 82 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60397 


1 

Carb. Mounting Gasket 

74-72 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-72 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70953 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

76-72 

12172 

Oil pump cover to block 

455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151 11 Bore (GMC Eng.), 2 Bbl. "VIN U" 1972 683 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

8518 PT 


1 

Head Set 

72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90205 


1 

Exh. Manifold Gasket Set 

72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

72 

12172 

Oil pump cover to block 

455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 2 Bbl. "VIN V" 1972 684 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

8518 PT 


1 

Head Set 

72 

HS 8518 PT 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


684 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN V" 1972 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90205 


1 

Exh. Manifold Gasket Set 

72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

72 

12172 

Oil pump cover to block 

685 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "VIN W" 1976-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-72 

8518 PT 


1 

Head Set 

76-72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-72 

MS 90205 


1 

Exh. Manifold Gasket Set 

76-72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Oil Pan Gasket Set 

76 

OS 30191 C-2 

2nd Design; w/5-hole rear oil pan flange 

1 

Drain Plug Gasket 

76-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-72 

BS 13044-2 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 1976-1972 6 85 





(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

76-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

76-72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

76-72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-72 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

76-72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60397 


1 

Carb. Mounting Gasket 

74-72 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-72 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-75 

70953 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

76-72 

12172 

Oil pump cover to block 

455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 4 Bbl. "VIN Y" 1975-1972 6 86 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-72 

8518 PT 


1 

Head Set 

75-72 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-72 

MS 90205 


1 

Exh. Manifold Gasket Set 

75-72 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

75-72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

75-72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

75-72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-72 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


686 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN Y" 1975-1972 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75 

60397 


1 

Carb. Mounting Gasket 

74-72 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-72 

11497 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

70953 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

75-72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

75-72 

12172 

Oil pump cover to block 

687 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WA" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.),4Bbl. 

"Eng. Code WA" 

1970 687 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

70 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 



1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 




455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.),4Bbl. 

"Eng. Code WC" 

1970 688 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

70 

8518 PT 




1 

Head Set 

70 

HS 8518 PT 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

70 

FS 8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

70 

CS 8518-1 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

70 

MS 9980 




1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

70 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 



1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 



2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 



1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



2 

Water Pump Gasket 

70 

35046 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

70 

60061-1 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

70 

11497 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 



1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 




455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 2 Bbl. 

"Eng. Code WG" 

1971 689 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

71 

8518 PT 




1 

Head Set 

71 

HS 8518 PT 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

71 

FS 8518 PT 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

71 

CS 8518-1 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

71 

MS 9980 




1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


689 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code WG" 1971 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 

690 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WG" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WG" 

1970 690 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WJ" 

1971 691 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8518 PT 



1 

Head Set 

71 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71 

MS 9980 



1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

71 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


691 455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WJ" 

1971 

(cont.) 





QTY 

OIL PUMP COVER (com.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 


692 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code XF" 

1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

70 

8518 PT 



1 

Head Set 

70 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

70 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

70 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

70 

MS 9980 



1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

70 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


693 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YA" 

1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

70 

8518 PT 



1 

Head Set 

70 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

70 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

70 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

70 

MS 9980 



1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YA" 1970 693 

(cont.) 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

70 

70 

PART NO. 

OS 30191 C-3 

70822 

DESCRIPTION 

1st Design; w/3-hole rear oil pan flange 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

70 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

70 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

70 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 4 Bbl. "Eng. Code YC" 

1971-1970 694 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71-70 

8518 PT 



1 

Head Set 

71-70 

HS 8518 PT 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-70 

FS 8518 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71-70 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71-70 

MS 9980 



1 

Exh. Manifold Gasket Set 

71-70 

MS 9499 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71-70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

71-70 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-70 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

71-70 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

71-70 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-70 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

71-70 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


694 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YC" 1971-1970 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71-70 

12172 

Oil pump cover to block 

695 455 7.5L (7456CC) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code YG" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9980 


1 

Exh. Manifold Gasket Set 

71 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

71 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YH" 1970 696 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8518 PT 


1 

Head Set 

70 

HS 8518 PT 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8518 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9980 


1 

Exh. Manifold Gasket Set 

70 

MS 9499 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

70 

VS 50005 R 

Rubber; 1/8” thick 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

70 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

70 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

70 

12172 

Oil pump cover to block 


455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 4 Bbl. "VIN X" 1972 697 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

8518 PT 


1 

Head Set 

72 

HS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90123 

H.O. 

1 

Exh. Manifold Gasket Set 

72 

MS 90111 

H.O. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

72 

70822 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


697 455 7.5L (7456CC) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN X" 1972 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 50005 AC 

H.O.; Cork; 1/4" thick 

2 

Load Spreader Set 

72 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

72 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

72 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

72 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

72 

12172 

Oil pump cover to block 

698 455 7.5L (7456CC) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WC" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90123 

H.O. 

1 

Exh. Manifold Gasket Set 

71 

MS 90111 

H.O. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 AC 

H.O.; Cork; 1/4" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WC" 

1971 698 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 



455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code WL" 

1971 699 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8518 PT 



1 

Head Set 

71 

HS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8518-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71 

MS 90123 

H.O. 


1 

Exh. Manifold Gasket Set 

71 

MS 90111 

H.O. 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71 

VS 50005 AC 

H.O.; Cork; 1/4" thick 


2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Stem Seal Set 

71 

SS 5112 

O-ring 


1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

71 

35046 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60061-1 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 


1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 



455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YA" 

1971 700 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8518 PT 



1 

Head Set 

71 

HS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. j 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


700 455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YA" 1971 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90123 

H.O. 

1 

Exh. Manifold Gasket Set 

71 

MS 90111 

H.O. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 AC 

H.O.; Cork; 1/4" thick 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 

701 455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YE" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8518 PT 


1 

Head Set 

71 

HS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8518 PT 

H.O. Int. manifold, exh. manifold, valve cover gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90123 

H.O. 

1 

Exh. Manifold Gasket Set 

71 

MS 90111 

H.O. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50005 AC 

H.O.; Cork; 1/4" thick 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 H.O. (16 Valve) (Pontiac), 4.151" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code YE" 1971 701 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

71 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45166 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16203 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16310 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60061-1 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

11497 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13426 

Oil filter mounting 

1 

Oil Pump Gasket 

71 

12172 

Oil pump cover to block 


455 7.5L (7456cc) OHV V8 Super Duty (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 4 Bbl. "VIN X" 702 

1974-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-73 

8518 PT 


1 

Head Set 

74-73 

HS 8518 PT 

Super Duty Int. manifold, exh. manifold, valve cover gskts. not 
incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-73 

FS 8518 PT 

Super Duty Int. manifold, exh. manifold, valve cover gskts. not 
incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74-73 

CS 8518-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74-73 

MS 90123 

Super Duty 

1 

Exh. Manifold Gasket Set 

74-73 

MS 90111 

Super Duty 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-73 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-73 

OS 30191 C-3 

1st Design; w/3-hole rear oil pan flange 

1 

Drain Plug Gasket 

74-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-73 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-73 

VS 50005 AC 

Super Duty; Cork; 1/4" thick 

2 

Load Spreader Set 

74-73 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

74-73 

PS 50045 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-73 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

74-73 

SS 13360 

Seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-73 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

74-73 

35046 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-73 

TCS 13383-3 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45166 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

74-73 

16203 

Timing Cover; Use w/installation tool 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


702 455 7.5L (7456CC) OHV V8 Super Duty (16 Valve) (Pontiac), 4.151" Bore (GMC Eng.), 4 Bbl. "VIN X" 

(corn.) 1974-1973 

QTY 

1 

TIMING COVER (cont.) 

Repair Sleeve Tool 

YEARS 

74-73 

PART NO. 

16310 

DESCRIPTION 

Timing Cover 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

74-73 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

74-73 

PART NO. 

60061-1 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

74-73 

PART NO. 

11497 

DESCRIPTION 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

74-73 

PART NO. 

70836 

DESCRIPTION 

QTY 

1 

1 

OIL PUMP COVER 

Oil Pump Gasket 

Oil Pump Gasket 

YEARS 

74-73 

74-73 

PART NO. 

13426 

12172 

DESCRIPTION 

Oil filter mounting 

Oil pump cover to block 

703 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 2 Bbl. "VIN P" 1974 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74 

74 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

74 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

74 

74 

PART NO. 

MS 96014 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

74 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

74 

74 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

74 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

74 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

74 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

74 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

74 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

74 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

74 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

74 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

74 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

74 

PART NO. 

70978 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

74 

PART NO. 

70032 

DESCRIPTION 

704 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 2 Bbl. "VIN R" 1974 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74 

74 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

74 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

74 

74 

PART NO. 

MS 96014 

MS 90539 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" Bore (GMC Eng.), 2 Bbl. "VIN R" 1974 704 

(cont.) 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

74 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

74 

74 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

74 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

74 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

74 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

74 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

74 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

74 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

74 

PART NO. 

5292 

DESCRIPTION 

3 1/2" ID x 3 9/16" OD 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

74 

PART NO. 

60113 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

74 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

74 

PART NO. 

70978 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

74 

PART NO. 

70032 

DESCRIPTION 

455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" Bore (GMC Eng.), 4 Bbl. "VIN T" 1976-1972 7Q5 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

76-72 

76-72 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

76-72 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

76-72 

76-72 

PART NO. 

MS 96014 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

76-72 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

76-72 

76-72 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

76-72 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

76-72 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

76-72 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

76-72 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

76-72 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

76-72 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

76-72 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 

QTY 

1 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

76-75 

74-72 

PART NO. 

60334 

60151 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


705 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN T" 1976-1972 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

76-72 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

76-72 

PART NO. 

70978 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

76-72 

PART NO. 

70032 

DESCRIPTION 

706 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "VIN U" 1974-1971 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74-71 

74-71 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

74-71 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

74-72 

71 

74-71 

PART NO. 

MS 96014 

MS 96005 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

74-71 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

74-71 

74-71 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

74-71 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

74-71 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

74-71 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

74-71 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

74-71 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

74-71 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

74-71 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

74-71 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

74-71 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

74-72 

PART NO. 

70978 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

74-71 

PART NO. 

70032 

DESCRIPTION 

707 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "VIN V" 1974-1972 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74-72 

74-72 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

74-72 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

74-72 

74-72 

PART NO. 

MS 96014 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

74-72 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

74-72 

74-72 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" Bore (GMC Eng.), 4 Bbl. "VIN V" 1974-1972 707 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-72 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-72 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-72 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74-72 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-72 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-72 

70032 



455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 1974-1972 708 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-72 

8494 PT 


1 

Head Set 

74-72 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-72 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

74-72 

MS 96014 


1 

Exh. Manifold Gasket Set 

74-72 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-72 

OS 30185 C 


1 

Drain Plug Gasket 

74-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-72 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-72 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-72 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74-72 

420 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-72 

70978 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74-72 

70032 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


709 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SF" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8494 PT 


1 

Head Set 

70 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96005 


1 

Exh. Manifold Gasket Set 

70 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30185 C 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 


710 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SR" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8494 PT 


1 

Head Set 

70 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96005 


1 

Exh. Manifold Gasket Set 

70 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30185 C 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45002 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SR" 1970 710 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 



455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code SS" 1970 711 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8494 PT 


1 

Head Set 

70 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96005 


1 

Exh. Manifold Gasket Set 

70 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30185 C 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 



455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TA" 1971 712 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8494 PT 


1 

Head Set 

71 

HS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8494 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96005 


1 

Exh. Manifold Gasket Set 

71 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30185 C 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


712 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TA" 1971 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

71 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

71 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

71 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

71 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71 

PART NO. 

70032 

DESCRIPTION 

713 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TR" 1971 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71 

71 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71 

71 

PART NO. 

MS 96005 

MS 90539 

DESCRIPTION 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

71 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

71 

71 

PART NO. 

OS 30185 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71 

PART NO. 

BS 13044-2 

DESCRIPTION 

Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

71 

PART NO. 

VS 50004 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71 

PART NO. 

SS 70092-1 

DESCRIPTION 

Loc. Int.; Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

71 

PART NO. 

12994 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71 

PART NO. 

35015 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

71 

PART NO. 

TCS 45002 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60151 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

O-Ring 

YEARS 

71 

PART NO. 

420 

DESCRIPTION 

Distributor Mounting 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71 

PART NO. 

70032 

DESCRIPTION 

714 455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TS" 1971 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71 

71 

PART NO. 

8494 PT 

HS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71 

PART NO. 

FS 8494 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7456cc) OHV V8 (16 Valve) (Buick), 4.3125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TS" 1971 714 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96005 


1 

Exh. Manifold Gasket Set 

71 

MS 90539 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30185 C 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50004 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 70092-1 

Loc. Int.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35015 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45002 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60151 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN R" 1974 715 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74 

8171 PT-1 


1 

Head Set 

74 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

74 

MS 96015 


1 

Exh. Manifold Gasket Set 

74 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

74 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

74 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

74 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74 

35065 

w/A/C 

1 

Water Pump Gasket 

74 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

74 

35059 

w/o A/C 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


715 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN R" 1974 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74 

71098 

EGR valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

74 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

74 

13458 


716 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1976-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-75 

8171 PT-1 


1 

Head Set 

76-75 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-75 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-75 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

76-75 

MS 96015 


1 

Exh. Manifold Gasket Set 

76-75 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

76-75 

60241 

Packing; 1 to 2 Req’d.; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

76-75 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-75 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

76-75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-75 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-75 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

76-75 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

76-75 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-75 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-75 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76-75 

35065 

w/A/C 

1 

Water Pump Gasket 

76-75 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

76-75 

35059 

w/o A/C 

1 

Water Pump Gasket 

76-75 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-75 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-75 

16308 

Timing Cover 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN S" 

1976-1975 7 1 6 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

76-75 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

76-75 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

76-75 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

76-75 

424 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

76-75 

71098 

EGR valve 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

76-75 

9948 

Exc. Oldsmobile Toronado Brougham, Custom j 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

76-75 

13458 




455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN T" 

1976-1972 7 1 7 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

76-72 

8171 PT-1 



1 

Head Set 

76-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

76-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

76-72 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

76-73 

MS 96015 



1 

Valley Pan Gasket Set 

72 

MS 96004 



1 

Exh. Manifold Gasket Set 

76-75 

MS 90021 

1 9/16" x 2 1/8" end ports 


1 

Exh. Manifold Gasket Set 

74-72 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

76-75 

60241 

Packing; 1 to 2 Req’d.; 2 1/8" ID 


1 

Exhaust Pipe Gasket 

76-75 

60240 

Packing; 2 3/8" ID 


1 

Exhaust Pipe Gasket 

74-72 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

76-72 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

76-72 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

76-72 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

76-72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

76-72 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

76-72 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

76-72 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

76-72 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

76-72 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

76-72 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

76-72 

35065 

w/A/C 


1 

Water Pump Gasket 

76-72 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

76-72 

35059 

w/o A/C 


1 

Water Pump Gasket 

76-72 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

76-72 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

76-72 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

76-72 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

76-72 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

76-72 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

76-72 

60335 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


717 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN T" 1976-1972 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-72 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

76-72 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76-73 

71098 

EGR valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

76-75 

9948 

Exc. Oldsmobile Toronado Brougham, Custom 

1 

Oil Filter Gasket 

74-72 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

76-72 

13458 


718 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN U" 1974-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74-72 

8171 PT-1 


1 

Head Set 

74-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

74-72 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

74-73 

MS 96015 


1 

Valley Pan Gasket Set 

72 

MS 96004 


1 

Exh. Manifold Gasket Set 

74-72 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74-72 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-72 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-72 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

74-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-72 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

74-72 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

74-72 

VS 13403 R 

Rubber; 3/32” thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-72 

35065 

w/A/C 

1 

Water Pump Gasket 

74-72 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

74-72 

35059 

w/o A/C 

1 

Water Pump Gasket 

74-72 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74-72 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74-72 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74-72 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74-72 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

74-72 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74-73 

71098 

EGR valve 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN U" 

1974-1972 7 1 8 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

74-72 

9948 

Exc. Oldsmobile Toronado Base 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

74-72 

13458 




455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN V" 

1974-1972 7 1 9 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

74-72 

8171 PT-1 



1 

Head Set 

74-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

74-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

74-72 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

74-73 

MS 96015 



1 

Valley Pan Gasket Set 

72 

MS 96004 



1 

Exh. Manifold Gasket Set 

74-72 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

74-72 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

74-72 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

74-72 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

74-72 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

74-72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

74-72 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

74-72 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

74-72 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

74-72 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74-72 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74-72 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

74-72 

35065 

w/A/C 


1 

Water Pump Gasket 

74-72 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

74-72 

35059 

w/o A/C 


1 

Water Pump Gasket 

74-72 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

74-72 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

74-72 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

74-72 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

74-72 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

74-72 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

74-72 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

74-72 

424 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

74-73 

71098 

EGR valve 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

74-72 

9948 

Exc. Oldsmobile Toronado Base 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

74-72 

13458 




455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 

1975-1972 720 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

75-72 

8171 PT-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


720 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN W" 1975-1972 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

75-72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

75-73 

MS 96015 


1 

Valley Pan Gasket Set 

72 

MS 96004 


1 

Exh. Manifold Gasket Set 

75 

MS 90021 

1 9/16" x 2 1/8" end ports 

1 

Exh. Manifold Gasket Set 

74-72 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

75 

60241 

Packing; 1 to 2 Req’d.; 2 1/8“ ID 

1 

Exhaust Pipe Gasket 

75 

60240 

Packing; 2 3/8" ID 

1 

Exhaust Pipe Gasket 

74-72 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-72 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

75-72 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

75-72 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-72 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-72 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

75-72 

35065 

w/A/C 

1 

Water Pump Gasket 

75-72 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

75-72 

35059 

w/o A/C 

1 

Water Pump Gasket 

75-72 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-72 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-72 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-72 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-72 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-72 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

75-72 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

75-72 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75-73 

71098 

EGR valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

75 

9948 

Exc. Oldsmobile Toronado Brougham, Custom 

1 

Oil Filter Gasket 

74-72 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

75-72 

13458 


721 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN X" 1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

8171 PT-1 


1 

Head Set 

72 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN X" 

1972 721 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

72 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

72 

MS 96004 



1 

Exh. Manifold Gasket Set 

72 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

72 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

72 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

72 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

72 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

72 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

72 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

72 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

72 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

72 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

72 

35065 

w/A/C 


1 

Water Pump Gasket 

72 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

72 

35059 

w/o A/C 


1 

Water Pump Gasket 

72 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

72 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

72 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

72 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

72 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

72 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

72 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

72 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

72 

9948 

Exc. Oldsmobile Toronado Base 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

72 

13458 




455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TA" 

1971 722 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8171 PT-1 



1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. nof incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

71 

MS 96004 



1 

Exh. Manifold Gasket Set 

71 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


722 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TA" 

1971 

(cont.) 





QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71 

VS 13403C 

Cork 


1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71 

35065 

w/A/C 


1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

71 

35059 

w/o A/C 


1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

71 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

71 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

71 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71 

13458 



723 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TB" 

1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8171 PT-1 



1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

71 

MS 96004 



1 

Exh. Manifold Gasket Set 

71 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71 

VS 13403C 

Cork 


1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32“ thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TB" 

1971 723 

(cont.) 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

71 

PART NO. 

35130 

DESCRIPTION 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71 

35065 

w/A/C 


1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

71 

35059 

w/o A/C 


1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/instailation tool 


1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

71 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

71 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

71 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

71 

13458 




455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TL" 

1971 724 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

8171 PT-1 



1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

71 

MS 96004 



1 

Exh. Manifold Gasket Set 

71 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 


1 

Vaive Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71 

35065 

w/A/C 


1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

71 

35059 

w/o A/C 


1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 
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963 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


724 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code TL" 

1971 

(cont.) 






QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

71 

60335 




QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Choke Mounting Tube Gasket 

71 

72586 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

71 

424 

Distributor Mounting 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Gasket 

71 

9948 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

71 

13458 




725 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. 

"Eng. Code TN" 

1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

71 

8171 PT-1 




1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

71 

CS 8171-2 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valley Pan Gasket Set 

71 

MS 96004 




1 

Exh. Manifold Gasket Set 

71 

MS 90078 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

71 

60241 

Packing; 2 1/8" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

71 

13415 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 



1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 



1 

Drain Plug Gasket 

71 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

71 

VS 13403C 

Cork 



1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 



1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

71 

35130 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

71 

35065 

w/A/C 



1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 



1 

Water Pump Gasket 

71 

35059 

w/o A/C 



1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 



1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

71 

60335 




QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Choke Mounting Tube Gasket 

71 

72586 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

71 

424 

Distributor Mounting 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Filter Gasket 

71 

9948 





(continued on next page) 


964 







GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TN" 1971 725 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code TP" 726 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code TQ" 727 

1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


727 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1971-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TQ" 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 


728 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1971-1970 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TS" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code TS" 728 

1971-1970 (cont.) 

QTY 

1 

1 

OIL PAN (cont.) 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

71-70 

71-70 

PART NO. 

OS 30471 C 

70822 

DESCRIPTION 

Cork-Ply® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71-70 

PART NO. 

60335 

DESCRIPTION 

QTY 

1 

CHOKE TUBE 

Choke Mounting Tube Gasket 

YEARS 

71-70 

PART NO. 

72586 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Gasket 

YEARS 

71-70 

PART NO. 

9948 

DESCRIPTION 

QTY 

1 

OIL PUMP COVER 

Oil Pump Gasket 

YEARS 

71-70 

PART NO. 

13458 

DESCRIPTION 


455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code TT" 729 

1971-1970 

QTY 

2 

CYLINDER HEAD 

Head Gasket 

YEARS 

71-70 

PART NO. 

8171 PT-1 

DESCRIPTION 

1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71-70 

PART NO. 

CS 8171-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71-70 

71-70 

PART NO. 

MS 96004 

MS 90078 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

71-70 

PART NO. 

13415 

DESCRIPTION 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

71-70 

71-70 

OS 30471 C 

70822 

Cork-Ply® 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


729 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TT" 

(corn.) 1971-1970 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 


730 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TU" 


1971-1970 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code TU" 730 

1971-1970 (cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code TV" 731 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 C 

Cork 

1 

Vaive Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


731 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1971-1970 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TV" 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 


732 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code TW" 


1971-1970 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 


733 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TX" 


1971-1970 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code TX" 733 

1971-1970 (cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

5292 

3 1/2" ID x 3 9/16“ OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-70 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code TY" 734 

1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8171 PT-1 


1 

Head Set 

71-70 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-70 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-70 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60241 

Packing; 2 1/8" ID 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


734 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1971-1970 

Bore (GMC Eng.), 2 Bbl. "Eng. Code TY" 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

35065 

w/A/C 

1 

Water Pump Gasket 

71-70 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-70 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-70 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-70 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-70 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-70 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-70 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-70 

13458 


735 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UA" 1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8171 PT-1 


1 

Head Set 

68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

68 

MS 96004 


1 

Exh. Manifold Gasket Set 

68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

68 

VS 13403 R 

Rubber; 3/32" thick 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UA" 

1968 735 






(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68 

35065 

w/A/C 


1 

Water Pump Gasket 

68 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

68 

35059 

w/o A/C 


1 

Water Pump Gasket 

68 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45270 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

68 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

68 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


3 

Carb. Mounting Gasket 

68 

60113 

1 to 3 Req’d. 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

68 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

68 

424 

Distributor Mounting 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

68 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

68 

13458 




455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UB" 

1968 736 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8171 PT-1 



1 

Head Set 

68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

68 

MS 96004 



1 

Exh. Manifold Gasket Set 

68 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

68 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

68 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

68 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68 

35065 

w/A/C 


1 

Water Pump Gasket 

68 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

68 

35059 

w/o A/C 


1 

Water Pump Gasket 

68 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 13417 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

68 

TCS 45270 

w/Sleeve 'N’ Seal® 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


736 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UB" 1968 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve 

68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

68 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

13458 


737 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1971-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UC" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32” thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code UC" 737 

1971-1968 (cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code UD" 738 

1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71-68 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UE" 1971 739 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8171 PT-1 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


739 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UE" 1971 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

71 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96004 


1 

Exh. Manifold Gasket Set 

71 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

35065 

w/A/C 

1 

Water Pump Gasket 

71 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71 

35059 

w/o A/C 

1 

Water Pump Gasket 

71 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

71 

60113 

1 to 3 Req'd. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

13458 


740 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1970-1968 

Bore (GMC Eng.), 2 Bbl. "Eng. Code UJ" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8171 PT-1 


1 

Head Set 

70-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90078 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 2 Bbl. "Eng. Code UJ" 740 

1970-1968 (cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35065 

w/A/C 

1 

Water Pump Gasket 

70-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

3 

Carb. Mounting Gasket 

70-68 

60113 

1 to 3 Req’d. 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-68 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UL" 741 

1970-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-69 

8171 PT-1 


1 

Head Set 

70-69 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-69 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-69 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70-69 

MS 96004 


1 

Exh. Manifold Gasket Set 

70-69 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-69 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-69 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-69 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-69 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-69 

BS 13044-2 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


741 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1970-1969 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UL" 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-69 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

70-69 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-69 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-69 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-69 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-69 

35065 

w/A/C 

1 

Water Pump Gasket 

70-69 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-69 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-69 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-69 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-69 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-69 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-69 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-69 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-69 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-69 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-69 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-69 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-69 

13458 


742 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1971-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UN" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 


978 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UN" 742 

1971-1968 (cont.) 

QTY 

WATER PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UO" 743 

1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

5 1/32" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


743 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code U0" 

(corn.) 1971-1968 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 


744 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "Eng. Code US" 


1971-1968 




QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



980 








GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UT" 745 

1971-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8171 PT-1 


1 

Head Set 

71-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

71-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

71-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-68 

35065 

w/A/C 

1 

Water Pump Gasket 

71-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

71-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

71-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

71-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

71-68 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-68 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UV" 746 

1970-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8171 PT-1 


1 

Head Set 

70-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90078 



(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


746 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1970-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UV" 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13403C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35065 

w/A/C 

1 

Water Pump Gasket 

70-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-68 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-68 

13458 


747 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
1970-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UW" 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70-68 

8171 PT-1 


1 

Head Set 

70-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

70-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

70-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

70-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-68 

BS 13044-2 

Rope 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UW" 747 

1970-1968 (cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

70-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

70-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70-68 

35065 

w/A/C 

1 

Water Pump Gasket 

70-68 

35065 

w/H/D cooling 

1 

Water Pump Gasket 

70-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

70-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70-68 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70-68 

60038 

5 1/32“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

70-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

70-68 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70-68 

13458 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" Bore (GMC Eng.), 4 Bbl. "Eng. Code UX" 748 

1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8171 PT-1 


1 

Head Set 

69-68 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69-68 

MS 96004 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90078 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60241 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35065 

w/A/C 

1 

Water Pump Gasket 

69-68 

35065 

w/H/D cooling 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


748 455 7.5L (7457CC) OHV V8 (16 Valve) (Oldsmobile), 4.125" 
(corn.) 1969-1968 

Bore (GMC Eng.), 4 Bbl. "Eng. Code UX" 

QTY 

WATER PUMP (cent.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

35059 

w/o A/C 

1 

Water Pump Gasket 

69-68 

35059 

w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13417 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

69-68 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69-68 

424 

Distributor Mounting 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

69-68 

9948 

Exc. Oldsmobile Toronado Base 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69-68 

13458 


749 472 7.7L (7735CC) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl. "VIN 0" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8255 PT 


1 

Head Set 

70 

HS 8255 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8255 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8540-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96028 


1 

Exh. Manifold Gasket Set 

70 

MS 90509 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

13415 

To crankcase 

1 

Fuel Pump Mounting Gasket 

70 

6579 

To timing cover; May also be used as a fuel pump block-off 





plate gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 30202 C 


1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40012 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50192 C 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 50032 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 70861 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35064 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

35043 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45011 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60098 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

13337 


750 472 7.7L (7735CC) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl. "VIN 1 " 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8255 PT 


1 

Head Set 

71 

HS 8255 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


472 7.7L (7735cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl. "VIN 1" 1971 750 

(cont.) 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71 

71 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

71 

71 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

71 

71 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

71 

71 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

71 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71 

PART NO. 

35043 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

71 

PART NO. 

TCS 45011 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60098 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

71 

PART NO. 

13337 

DESCRIPTION 

472 7.7L (7735cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl. "VIN 8" 1968 751 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

68 

68 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

68 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

68 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

68 

68 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

68 

PART NO. 

60013 

DESCRIPTION 

Loc. R.H.; Flange 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

68 

68 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

68 

68 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

68 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

68 

68 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

68 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

68 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


751 472 7.7L (7735cc) OHV V8 (16 Valve) (Cadillac), 4.3" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN 8" 1968 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

68 

PART NO. 

35043 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

68 

PART NO. 

TCS 45011 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

68 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68 

PART NO. 

60010 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

68 

PART NO. 

13337 

DESCRIPTION 

752 472 7.7L (7735CC) OHV V8 (16 Valve) (Cadillac), 4.3" 

Bore (GMC Eng.), 4 Bbl. "VIN 9" 1969 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69 

69 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

69 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

69 

69 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

69 

PART NO. 

60013 

DESCRIPTION 

Loc. R.H.; Flange 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

69 

69 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69 

69 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

69 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

69 

69 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

69 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

69 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

35043 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

69 

PART NO. 

TCS 45011 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

69 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60010 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

69 

PART NO. 

13337 

DESCRIPTION 

753 472 7.7L (7735CC) OHV V8 (16 Valve) (Cadillac), 4.3" 

Bore (GMC Eng.), 4 Bbl. "VIN R" 1974-1972 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74-72 

74-72 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

74-72 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

74-72 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

74-72 

74-72 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



472 7.7L (7735cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl. "VIN R 

" 1974-1972 753 

(cont.) 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

74-72 

74-72 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

74-72 

74-72 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

74-72 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

74-72 

74-72 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

74-72 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

74-72 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

74-72 

PART NO. 

35043 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

74-72 

PART NO. 

TCS 45011 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

74-72 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

74-72 

PART NO. 

60098 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

74-72 

PART NO. 

13337 

DESCRIPTION 


QTY 

2 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

74-73 

PART NO. 

70978 

DESCRIPTION 

1 or 2 Req'd. 



500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl." 

VINO" 1970 754 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

70 

70 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

70 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70 

PART NO. 

CS 8540-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

70 

70 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 


QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

70 

70 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

70 

70 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

70 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

70 

70 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

70 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

70 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

70 

PART NO. 

35043 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

70 

PART NO. 

TCS 45011 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

70 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


754 500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN 0" 1970 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

70 

PART NO. 

60098 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

70 

PART NO. 

13337 

DESCRIPTION 

755 500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" 

Bore (GMC Eng.), 4 Bbl. "VIN 1" 1971 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71 

71 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

71 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71 

71 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

71 

71 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

71 

71 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

71 

71 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 

QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

71 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71 

PART NO. 

35043 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

71 

PART NO. 

TCS 45011 

DESCRIPTION 

QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

71 

PART NO. 

60038 

DESCRIPTION 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60098 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

71 

PART NO. 

13337 

DESCRIPTION 

756 500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1976-1972 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

76-72 

76-72 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

76-72 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

76-72 

PART NO. 

CS 8540-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

76-72 

76-72 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

76-72 

76-72 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

76-72 

76-72 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

76-72 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 



500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), 4 Bbl. "VIN S" 

1976-1972 756 

(cont.) 

QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

76-72 

76-72 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

76-72 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

76-72 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

76-72 

PART NO. 

35043 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

76-72 

PART NO. 

TCS 45011 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

76-72 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

76-72 

PART NO. 

60098 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

76-72 

PART NO. 

13337 

DESCRIPTION 


QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

76-73 

PART NO. 

70978 

DESCRIPTION 



500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), MFI "VIN S" 

1976-1975 757 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

76-75 

76-75 

PART NO. 

8255 PT 

HS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 
Premium valve stem seals incl. 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

76-75 

PART NO. 

FS 8255 PT 

DESCRIPTION 

Int. manifold gskt. not incl.; Fuel injection seals not incl.; 
Premium valve stem seals incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

76-75 

PART NO. 

CS 8540-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Valley Pan Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

76-75 

76-75 

PART NO. 

MS 96028 

MS 90509 

DESCRIPTION 


QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 
Fuel Pump Mounting Gasket 

YEARS 

76-75 

76-75 

PART NO. 

13415 

6579 

DESCRIPTION 

To crankcase 

To timing cover; May also be used as a fuel pump block-off 
plate gasket if desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

76-75 

76-75 

PART NO. 

OS 30202 C 

70822 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

76-75 

PART NO. 

BS 40012 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

1 

VALVE COVER 

Valve Cover Gasket Set 

Valve Cover Gasket Set 

YEARS 

76-75 

76-75 

PART NO. 

VS 50192 C 

VS 50032 R 

DESCRIPTION 

Cork 

Rubber 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

76-75 

PART NO. 

SS 70861 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

76-75 

PART NO. 

35064 

DESCRIPTION 

Water Outlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

76-75 

PART NO. 

35043 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

76-75 

PART NO. 

TCS 45011 

DESCRIPTION 


QTY 

1 

AIR CLEANER MOUNTING 

Air Cleaner Gasket 

YEARS 

76-75 

PART NO. 

60038 

DESCRIPTION 

51/32" ID 


QTY 

1 

CARB & FUEL INJECTION 

Fuel Injector O-Ring Set 

YEARS 

76-75 

PART NO. 

ES 72099 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

76-75 

PART NO. 

13337 

DESCRIPTION 


QTY 

1 

EXHAUST GAS 
RECIRCULATION 

EGR Gasket 

YEARS 

76-75 

PART NO. 

70954 

DESCRIPTION 

Cadillac Commercial Chassis Base 
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GM Car (Incl. Buick, Cad., Chev., Olds., Pontiac) 


757 500 8.2L (8193cc) OHV V8 (16 Valve) (Cadillac), 4.3" Bore (GMC Eng.), MFI "VIN S" 1976-1975 

(cont.) 

QTY 

1 

EXHAUST GAS 

RECIRCULATION (cont.) YEARS PART NO. DESCRIPTION 

EG R Gasket 76-75 71098 Exc. Cadillac Commercial Chassis Base 


GMC SUV’s - See GMC Truck 
GMC Truck (Incl. SUV’s) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

145 

2.4L 

2377CC 

OHV H6 

3.4375' 

12 

GMC Eng. 



Corvair 

2-1 Bbl./Gasoline 

1963-1961 

1 

153 

2.5L 

2508CC 

OHV L4 

3.875" 

8 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1967-1963 

2 

159 

2.6L 

2606cc 

OHV L3 

3.875" 

12 

Detroit Diesel Eng. 

T 

3-53N 


MFI/Diesel 

1970-1965 

3 

159 

2.6L 

2606cc 

OHV L3 

3.875" 

6 

Detroit Diesel Eng. 

T 

3-53 


MFI/Diesel 

1970-1965 

4 

164 

2.7L 

2684cc 

OHV H6 

3.4375' 

12 

GMC Eng. 



Corvair 

2-1 Bbl./Gasoline 

1965-1964 

5 

194 

3.2L 

3180cc 

OHV L6 

3.5625' 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1966-1963 

6 

200 

3.3L 

3277cc 

OHV V6 

3.5" 

12 

GMC Eng. 

M 


Chevrolet 

2 Bbl./Gasoline 

1979-1978 

7 

216.5 

3.5L 

3548cc 

OHV L6 

3.5" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1953-1937 

8 

228 

3.7L 

3737cc 

OHV L6 

3.5625' 

12 

GMC Eng. 



GMC 

1 Bbl./Gasoline 

1953-1939 

9 

229 

3.8L 

3752cc 

OHV V6 

3.736" 

12 

GMC Eng. 

K 


Chevrolet 

2 Bbl./Gasoline 

1980 

10 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 

S 


Chevrolet 

1 Bbl./Gasoline 

1969-1968 

11 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1969-1963 

12 

235 

3.8L 

3852cc 

OHV L6 

3.5625' 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1963-1940 

13 

235 

3.8L 

3852cc 

OHV L6 

3.5625' 

12 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1963-1962 

14 

248 

4.1 L 

4065cc 

OHV L6 

3.7188' 

12 

GMC Eng. 



GMC 

1 Bbl./Gasoline 

1955-1953 

15 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

C 


Chevrolet 

1 Bbl./Gasoline 

1972-1971 

16 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

D 


Chevrolet 

1 Bbl./Gasoline 

1979-1972 

17 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

D 


Chevrolet 

1 Bbl./LPG 

1976 

18 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

D 


Chevrolet 

2 Bbl./Gasoline 

1980-1979 

19 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

L 


Chevrolet 

1 Bbl./Gasoline 

1972-1971 

20 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

N 


Chevrolet 

1 Bbl./Gasoline 

1971-1970 

21 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

P 


Chevrolet 

1 Bbl./Gasoline 

1969-1968 

22 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Q 


Chevrolet 

1 Bbl./Gasoline 

1975-1972 

23 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

Q 


Chevrolet 

1 Bbl./LPG 

1975-1973 

24 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 

S 


Chevrolet 

1 Bbl./Gasoline 

1971-1970 

25 

250 

4.1 L 

4098cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1971-1966 

26 

261 

4.3L 

4278cc 

OHV L6 

3.75" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1962-1954 

27 

261 

4.3L 

4278cc 

OHV L6 

3.75" 

12 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1962-1954 

28 

265 

4.3L 

4343cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1957-1955 

29 

267 

4.4L 

4376cc 

OHV V8 

3.5" 

16 

GMC Eng. 

J 


Chevrolet 

2 Bbl./Gasoline 

1980-1979 

30 

270 

4.4L 

4425cc 

OHV L6 

3.7813' 

12 

GMC Eng. 



GMC 

1 Bbl./Gasoline 

1962-1956 

31 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1967-1957 

32 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1960-1957 

33 

288 

4.7L 

4720cc 

OHV V8 

3.75" 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1955 

34 

292 

4.8L 

4786cc 

OHV L6 

3.875" 

12 

GMC Eng. 

S 


Chevrolet 

1 Bbl./Gasoline 

1972-1968 

35 

292 

4.8L 

4786cc 

OHV L6 

3.875" 

12 

GMC Eng. 

S 


Chevrolet 

1 Bbl./LPG 

1976-1974 

36 

292 

4.8L 

4786cc 

OHV L6 

3.875" 

12 

GMC Eng. 

T 


Chevrolet 

1 Bbl./Gasoline 

1980-1972 

37 

292 

4.8L 

4786cc 

OHV L6 

3.875" 

12 

GMC Eng. 

T 


Chevrolet 

1 Bbl./LPG 

1976-1974 

38 

292 

4.8L 

4786cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1971-1963 

39 

292 

4.8L 

4786cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1963 

40 

305 

5.0L 

4999cc 

OHV V6 

4.25” 

12 

GMC Eng. 


305 

GMC 

2 Bbl./Gasoline 

1969-1960 

41 

305 

5.0L 

4999cc 

OHV V6 

4.25” 

12 

GMC Eng. 


305C 

GMC 

2 Bbl./Gasoline 

1969-1966 

42 

305 

5.0L 

4999cc 

OHV V6 

4.25" 

12 

GMC Eng. 


305E 

GMC 

2 Bbl./Gasoline 

1969-1966 

43 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

G 


Chevrolet 

2 Bbl./Gasoline 

1980 

44 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

H 


Chevrolet 

4 Bbl./Gasoline 

1980-1979 

45 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

Q 


Chevrolet 

2 Bbl./Gasoline 

1976 

46 

305 

5.0L 

4999cc 

OHV V8 

3.736" 

16 

GMC Eng. 

U 


Chevrolet 

2 Bbl./Gasoline 

1979-1976 

47 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

A 


Chevrolet 

2 Bbl./Gasoline 

1970 

48 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

B 


Chevrolet 

2 Bbl./Gasoline 

1970 

49 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

E 


Chevrolet 

2 Bbl./Gasoline 

1969-1968 

50 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 

F 


Chevrolet 

2 Bbl./Gasoline 

1973-1972 

51 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

H 


Chevrolet 

2 Bbl./Gasoline 

1971 

52 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

P 


Chevrolet 

2 Bbl./Gasoline 

1971 

53 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

U 


Chevrolet 

2 Bbl./Gasoline 

1969 

54 

307 

5.0L 

5032CC 

OHV V8 

3.875" 

16 

GMC Eng. 

X 


Chevrolet 

2 Bbl./Gasoline 

1973 

55 

307 

5.0L 

5032cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1971-1968 

56 

316 

5.2L 

5179cc 

OHV V8 

3.9375' 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1956-1955 

57 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 

E 


Chevrolet 

4 Bbl./Gasoline 

1968 

58 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1969-1962 

59 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1969-1964 

60 

336.9 

5.5L 

5522cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1959-1958 

61 

347 

5.7L 

5687cc 

OHV V8 

3.9375' 

16 

GMC Eng. 



Pontiac 

2 Bbl./Gasoline 

1957 

62 


990 
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GMC Truck (Incl. SUV’s) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Eng. 
Vin Code 


Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

348 

5.7L 

5704cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1965-1958 

63 

348 

5.7L 

5704cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1965-1958 

64 

350 

5.7L 

5733cc 

OHV V8 

4.057" 

16 

GMC Eng. 

Z 


Oldsmobile MFI/Diesel 

1980-1978 

65 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

A 


Chevrolet 

4 Bbl./Gasoline 

1971 

66 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

B 


Chevrolet 

4 Bbl./Gasoline 

1971 

67 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

E 


Chevrolet 

2 Bbl./Gasoline 

1972-1969 

68 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

H 


Chevrolet 

2 Bbl./Gasoline 

1975-1972 

69 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

J 


Chevrolet 

4 Bbl./Gasoline 

1972 

70 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

K 


Chevrolet 

4 Bbl./Gasoline 

1973-1971 

71 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

L 


Chevrolet 

4 Bbl./Gasoline 

1980-1972 

72 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

M 


Chevrolet 

4 Bbl./Gasoline 

1980-1979 

73 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

P 


Chevrolet 

2 Bbl./Gasoline 

1980 

74 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

V 


Chevrolet 

2 Bbl./Gasoline 

1976-1973 

75 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

W 


Chevrolet 

2 Bbl./LPG 

1976-1973 

76 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

W 


Chevrolet 

4 Bbl./LPG 

1976-1973 

77 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 

Y 


Chevrolet 

4 Bbl./Gasoline 

1975-1973 

78 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1971-1969 

79 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./LPG 

1976-1969 

80 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1969 

81 

350 

5.7L 

5736cc 

OHV V8 

4" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./LPG 

1976-1969 

82 

351 

5.8L 

5753cc 

OHV V6 

4.5625' 

12 

GMC Eng. 

351 


GMC 

2 Bbl./Gasoline 

1968-1965 

83 

351 

5.8L 

5753cc 

OHV V6 

4.5625' 

12 

GMC Eng. 

351C 


GMC 

2 Bbl./Gasoline 

1968-1966 

84 

351 

5.8L 

5753cc 

OHV V6 

4.5625' 

12 

GMC Eng. 

351E 


GMC 

2 Bbl./Gasoline 

1968-1966 

85 

351 

5.8L 

5753cc 

OHV V6 

4.5625' 

12 

GMC Eng. 

351M 


GMC 

2 Bbl./Gasoline 

1968-1966 

86 

366 

6.0L 

5999cc 

OHV V8 

3.9375' 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1967-1966 

87 

396 

6.5L 

6489cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

E 


Chevrolet 

4 Bbl./Gasoline 

1969-1968 

88 

396 

6.5L 

6489cc 

OHV V8 

4.0938' 

16 

GMC Eng. 

Y 


Chevrolet 

4 Bbl./Gasoline 

1969-1968 

89 

396 

6.5L 

6489cc 

OHV V8 

4.0938' 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1969-1968 

90 

396 

6.5L 

6489cc 

OHV V8 

4.0938' 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1969-1966 

91 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

E 


Chevrolet 

4 Bbl./Gasoline 

1972 

92 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

K 


Chevrolet 

4 Bbl./Gasoline 

1970 

93 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

M 


Chevrolet 

4 Bbl./Gasoline 

1975 

94 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

R 


Chevrolet 

4 Bbl./Gasoline 

1980-1972 

95 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

U 


Chevrolet 

4 Bbl./Gasoline 

1976-1973 

96 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 

X 


Chevrolet 

4 Bbl./Gasoline 

1980 

97 

400 

6.6L 

6556cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1970 

98 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 

E 


Chevrolet 

4 Bbl./Gasoline 

1972-1970 

99 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 

K 


Chevrolet 

4 Bbl./Gasoline 

1971 

100 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 

S 


Chevrolet 

4 Bbl./Gasoline 

1972 

101 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 

U 


Chevrolet 

4 Bbl./Gasoline 

1972 

102 

402 

6.6L 

6588cc 

OHV V8 

4.125" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1970 

103 

403 

6.6L 

6604cc 

OHV V8 

4.351" 

16 

GMC Eng. 

K 


Oldsmobile 4 Bbl./Gasoline 

1978-1977 

104 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

E 


Chevrolet 

4 Bbl./Gasoline 

1971-1970 

105 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

L 


Chevrolet 

4 Bbl./Gasoline 

1975-1973 

106 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

S 


Chevrolet 

4 Bbl./Gasoline 

1980-1976 

107 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

V 


Chevrolet 

4 Bbl./Gasoline 

1972 

108 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

W 


Chevrolet 

4 Bbl./Gasoline 

1980-1972 

109 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

Y 


Chevrolet 

4 Bbl./Gasoline 

1978-1973 

110 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 

Z 


Chevrolet 

4 Bbl./Gasoline 

1975-1973 

111 

454 

7.4L 

7441cc 

OHV V8 

4.25" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1971-1970 

112 

455 

7.5L 

7457cc 

OHV V8 

4.125" 

16 

GMC Eng. 

s 


Oldsmobile 4 Bbl./Gasoline 

1976-1975 

113 

455 

7.5L 

7457CC 

OHV V8 

4.125" 

16 

GMC Eng. 

w 


Oldsmobile 4 Bbl./Gasoline 

1975-1973 

114 

Engine Code Index 

Eng. 




Block 





Mfg. 

Fuel Del. 



Code 

CID 

Litres 

CC 

Type 

Bore Valves 

Mfg. 

Vin 

Div. 

Type 

Years 

Line 

305 

305 

5.0L 

4999cc 

OHV V6 

4.25" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1969-1960 

41 

305C 

305 

5.0L 

4999cc 

OHV V6 

4.25" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1969-1966 

42 

305E 

305 

5.0L 

4999cc 

OHV V6 

4.25" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1969-1966 

43 

351 

351 

5.8L 

5753cc 

OHV V6 

4.5625" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1968-1965 

83 

351C 

351 

5.8L 

5753cc 

OHV V6 

4.5625" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1968-1966 

84 

351E 

351 

5.8L 

5753cc 

OHV V6 

4.5625" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1968-1966 

85 

351M 

351 

5.8L 

5753cc 

OHV V6 

4.5625" 12 

GMC Eng. 


GMC 

2 Bbl./Gasoline 

1968-1966 

86 

3-53 

159 

2.6L 

2606cc 

OHV L3 

3.875" 6 

Detroit Diesel Eng. 

T 


MFI/Diesel 

1970-1965 

4 

3-53N 

159 

2.6L 

2606cc 

OHV L3 

3.875" 12 

Detroit Diesel Eng. 

T 


MFI/Diesel 

1970-1965 

3 


145 2.4L (2377cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1963-1961 1 

QTY 

2 

6 

CYLINDER HEAD YEARS PART NO. DESCRIPTION 

Head Gasket 63-61 ES 7921 WS Cyl. head 

Head Gasket 63-61 11997 Cyl. to block 
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GMC Truck (Incl. SUV’s) 


1 145 2.4L (2377cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1963-1961 

(cont.) 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Set 

63-62 

HS 7921 WS-3 

Valve stem seals not incl. 

2 

Head Set 

61 

HS 7921 WS-3 

Valve stem seals & 6-bolt valve cover gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 7921 WS-1 

Valve stem seals not incl. 

1 

Full Gasket Set 

61 

FS 7921 WS-1 

Valve stem seals & 6-bolt valve cover gskts. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

63-61 

MS 9716 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

63-61 

9595 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

63-61 

414 

Fuel Pump Mounting 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-61 

OS 12625 R 


1 

Drain Plug Gasket 

63-61 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-61 

VS 12954 R 

4-bolt valve covers 

1 

Valve Cover Gasket Set 

61 

VS 12651 

6-bolt valve covers 

2 

Load Spreader Set 

63-61 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Crankcase Cover Set 

63-61 

PS 12661 


1 

Push Rod Tube Seal Set 

63-61 

ES 70375 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-61 

SS 70281 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-61 

TCS 12652-2 


1 

Clutch & Flywheel Housing Set 63-61 

TCS 12662 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

63-61 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-61 

12665 

1 9/16" OD 

2 

| 153 2.5L (2508cc) OHV L4 (8 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. 1967-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

67-63 

8530 PT-1 


1 

Head Set 

67-63 

HS 8530 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67-63 

FS 8530 PT-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

67-63 

MS 9772 B 


1 

Intake to Exhaust Gasket 

67-63 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-63 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67-63 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67-63 

OS 30139 C-1 


1 

Drain Plug Gasket 

67-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67-63 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-63 

VS 13197 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

67-63 

PS 50153 C 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

67-63 

PS 13223 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-63 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

67-63 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-63 

35062 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



153 2.5L (2508cc) OHV L4 (8 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1967-1963 

2 






(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

67-63 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67-63 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

67-63 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67-63 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67-63 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67-63 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

67-63 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

67-63 

12665 

1 9/16" OD 



159 2.6L (2606cc) OHV L3 (12 Valve), 3.875" 

Bore (Detroit Diesel Eng.), MFI Diesel "VIN T" "Eng. Code 

3 





3-53N" 1970-1965 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

70-65 

HS 7458 S 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exh. Manifold Gasket Set 

70-65 

MS 8713 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70-65 

VS 10864 




159 2.6L (2606cc) OHV L3 (6 Valve), 3.875" Bore (Detroit Diesel Eng.), MFI Diesel "VIN T" "Eng. Code 3-53" 

4 





1970-1965 


QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

70-65 

HS 7458 S 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exh. Manifold Gasket Set 

70-65 

MS 8713 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70-65 

VS 10864 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70-65 

SS 72688 

2-valve cyl. head; Premium valve stem seals incl. 



164 2.7L (2684cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1965-1964 

5 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

65 

ES 8177 S 

Cyl. head 


6 

Head Gasket 

65-64 

11997 

Cyl. to block 


2 

Head Gasket 

64 

ES 7921 WS 

Cyl. head 


2 

Head Set 

65 

HS 8177 S 

Valve stem seals not incl. 


2 

Head Set 

64 

HS 7921 WS-3 

Valve stem seals not incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

65 

FS 8177S 

Valve stem seals not incl. 


1 

Full Gasket Set 

64 

FS 7921 WS-1 

Valve stem seals not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exh. Manifold Gasket Set 

65-64 

MS 9716 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

65-64 

9595 

Packing 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

65-64 

414 

Fuel Pump Mounting 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

65-64 

OS 12625 R 



1 

Drain Plug Gasket 

65-64 

70822 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

65-64 

VS 12954 R 



2 

Load Spreader Set 

65-64 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Crankcase Cover Set 

65-64 

PS 12661 



1 

Push Rod Tube Seal Set 

65-64 

ES 70375 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

65-64 

SS 70281 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

65-64 

TCS 12652-2 



1 

Clutch & Flywheel Housing Set 65-64 

TCS 12662 




(continued on next page) 
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GMC Truck (Incl. SUV’s) 


5 164 2.7L (2684cc) OHV H6 Air Cooled (12 Valve) (Corvair), 3.4375" Bore (GMC Eng.), 2-1 Bbl. 1965-1964 

(cont.) 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

2 

Air Cleaner Gasket 

65-64 

5198 


2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

65-64 

12665 


1 9/16" OD 

6 

I 194 3.2L (3180cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" 

Bore (GMC Eng.), 1 Bbl. 1966-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Gasket 

66-63 

8006 PT 



1 

Head Set 

66-63 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

66-63 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

66-63 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66-63 

MS 9786 



1 

Intake to Exhaust Gasket 

66-63 

9763 


Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-63 

60985 


Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66-63 

8194 


Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-63 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

66-63 

OS 30126 C-1 



1 

Drain Plug Gasket 

66-63 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

66-63 

BS 13241 


Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

66-63 

VS 13173-1 


Cork 

1 

Valve Cover Gasket Set 

66-63 

VS 13173 R-1 


Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-63 

PS 13228 


w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

66-63 

PS 13228 R 


w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

66-63 

SS 5112 


O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Thermostat Gasket 

66-63 

13224 


Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

66-63 

35062 


Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

66-63 

35562 T 


Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

66-63 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

66-63 

TCS 13198 


w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-63 

TCS 45264 


w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-63 

16202 


Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-63 

16312 


Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

66-63 

5198 


w/o Oil Bath; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

66-63 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

66-63 

12665 


1 9/16" OD 

7 

' 200 3.3L (3277cc) OHV V6 (12 Valve) (Chevrolet), 3.5" 

Bore (GMC Eng.), 2 Bbl. "VIN M" 1979-1978 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

1 

Head Set 

79-78 

HS 8629 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

79-78 

CS 8629 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-78 

MS 90391 



1 

Exh. Manifold Gasket Set 

79-78 

MS 90714 




(continued on next page) 
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GMC Truck (Incl. SUV’s) 


200 3.3L (3277cc) OHV V6 (12 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 2 Bbl. "VIN M" 1979-1978 7 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-78 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

79-78 

71097 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-78 

OS 30386 C 

Cork 

1 

Drain Plug Gasket 

79-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-78 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-78 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-78 

VS 50170 C 

Cork 

2 

Load Spreader Set 

79-78 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-78 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-78 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

79-78 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

79-78 

5152 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-78 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

79-78 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

79-78 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-78 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79-78 

60357 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79-78 

60369 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-78 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79-78 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

79-78 

72665 

Distributor to oil pump shaft retainer 

216.5 3.5L (3548cc) OHV L6 (12 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 1 Bbl. 1953-1937 8 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

53-37 

7276 B 


1 

Head Set 

53-37 

HS 7276 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-37 

FS 7276 B-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

53-37 

MS 8590 B-1 


1 

Intake to Exhaust Gasket 

53-37 

8597 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

53-37 

8985 

Flange 

1 

Exhaust Pipe Gasket 

53-37 

8592 

Packing; 1 7/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-37 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

53-37 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-40 

OS 5041 C 


1 

Oil Pan Gasket Set 

39-37 

OS 5000 C 


1 

Drain Plug Gasket 

53-37 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-40 

BS 5048 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

53-37 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

53-37 

PS 5004 D 

w/Grommets 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


8 216.5 3.5L (3548cc) OHV L6 (12 Valve) (Chevrolet), 3.5" 

Bore (GMC Eng.), 1 Bbl. 1953-1937 

(cont.) 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

53-47 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

53-37 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

53-37 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

53-41 

5131 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

53-37 

TCS 45114 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

53-37 

9066 

Carb. to governor 

2 

Carb. Mounting Gasket 

53-50 

8987 

Exc. Governor 

2 

Carb. Mounting Gasket 

53-37 

8812 

Governor 

2 

Carb. Mounting Gasket 

49-37 

9520 

Exc. Governor 

g 

1 228 3.7L (3737cc) OHV L6 (12 Valve) (GMC), 3.5625" Bore (GMC Eng.), 1 Bbl. 1953-1939 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

53-39 

7391 S 


1 

Head Set 

53-39 

HS 7391 S-4 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

53-39 

FS 7391 S-4 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

53-39 

MS 8706 B 


1 

Intake to Exhaust Gasket 

53-39 

8597 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

53-39 

2422 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

53-39 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

53-39 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53-39 

OS 3472 C 


1 

Drain Plug Gasket 

53-39 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53-39 

BS 5974 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

53-39 

VS 3460 A 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

53-39 

PS 3461 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

53-39 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

53-39 

5021 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

53-39 

12273 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

53-39 

TCS 45114 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

53-39 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

53-39 

8812 


1 0 229 3.8L (3752CC) OHV V6 (12 Valve) (Chevrolet), 3.736' 

1 Bore (GMC Eng.), 2 Bbl. "VIN K" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

8721 PT 


1 

Head Set 

80 

HS 8721 PT 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8721 PT 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 8629 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90391 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


229 3.8L (3752cc) OHV V6 (12 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 2 Bbl. "VIN K" 1980 10 

(cont.) 


MANIFOLD - INT. & EXH. 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

80 

MS 90714 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80 

71097 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30386 C 

Cork 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 50170 C 

Cork 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

5152 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60357 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60369 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 

230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN S" 1969-1968 11 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-68 

8006 PT 


1 

Head Set 

69-68 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-68 

MS 9786 


1 

Intake to Exhaust Gasket 

69-68 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69-68 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30126 C-1 


1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


1 1 230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "VIN S" 1969-1968 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-68 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69-68 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69-68 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-68 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

w/o Oil Bath; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

12665 

1 9/16" OD 

12 230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. 1969-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

69-63 

8006 PT 


1 

Head Set 

69-63 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-63 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-63 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

69-63 

MS 9786 


1 

Intake to Exhaust Gasket 

69-63 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-63 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69-63 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-63 

OS 30126 C-1 


1 

Drain Plug Gasket 

69-63 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

67-63 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-63 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

69-63 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-63 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

69-63 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-63 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

69-63 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-63 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-63 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1969-1963 12 

(cont.) 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-63 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-63 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-63 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-63 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-63 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-63 

5198 

w/o Oil Bath; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-63 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-63 

12665 

1 9/16" OD 


235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" Bore (GMC Eng.), 1 Bbl. 1963-1940 13 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63-53 

7619 C 

Copper-faced sandwich head gskt. material 

1 

Head Gasket 

63-53 

7619 B 

Fiber-faced head gskt. material 

1 

Head Gasket 

52-50 

7539 B 


1 

Head Gasket 

49-40 

7276 B 


1 

Head Set 

63-53 

HS 7619C-1 

Copper-faced sandwich head gskt. material; Copper-faced 
sandwich head gskt. material 

1 

Head Set 

63-53 

HS 7619 B-1 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

1 

Head Set 

52-50 

HS 7539 B 


1 

Head Set 

49-40 

HS 7276 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-53 

FS 7619 C-3 

Copper-faced sandwich head gskt. material; Copper-faced 
sandwich head gskt. material 

1 

Full Gasket Set 

63-53 

FS 7619B-3 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

1 

Full Gasket Set 

52-50 

FS 7539 B 


1 

Full Gasket Set 

49-40 

FS 7276 B-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63-50 

MS 9193 B 


1 

Int. & Exh. Gasket Set 

49-40 

MS 8590 B-1 


1 

Intake to Exhaust Gasket 

63-50 

8988 


1 

Intake to Exhaust Gasket 

49-40 

8597 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63-49 

8985 

Flange 

1 

Exhaust Pipe Gasket 

63-50 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

63-50 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

49-40 

8592 

Packing; 1 7/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-40 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-40 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-56 

OS 5153 C 


1 

Oil Pan Gasket Set 

55 

OS 5041 C 

1st Design 

1 

Oil Pan Gasket Set 

55 

OS 5153 C 

2nd Design 

1 

Oil Pan Gasket Set 

54-40 

OS 5041 C 


1 

Drain Plug Gasket 

63-40 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-55 

BS 13363 

Rubber; Two-piece 

1 

Rear Main Seal Set 

54-40 

BS 5048 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-54 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

63-40 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-50 

PS 5130 


1 

Push Rod Cover Gasket Set 

49-40 

PS 5004 D 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-47 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

63-40 

5021 

Thermostat Housing 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


13 235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1963-1940 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-40 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-55 

5159 


1 

Water Pump Gasket 

54-40 

5131 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-40 

TCS 45114 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

63-50 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

8987 

Carb. to governor; 4WD 

1 

Carb. Mounting Gasket 

63 

9249 

Carb. to governor; RWD 

1 

Carb. Mounting Gasket 

62 

8987 

Carb. to governor 

1 

Carb. Mounting Gasket 

61-54 

9066 

Carb. to governor 

1 

Carb. Mounting Gasket 

61-54 

8987 

Governor to manifold 

1 

Carb. Mounting Gasket 

53-50 

8987 

Carb. to spacer 

1 

Carb. Mounting Gasket 

53-50 

8987 

Governor adapter 

2 

Carb. Mounting Gasket 

49-40 

9520 

Exc. Governor 

2 

Carb. Mounting Gasket 

49-40 

8812 

Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63-50 

12665 

1 9/16" OD 

14 235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" 

Bore (GMC Eng.), 2 Bbl. 1963-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63-62 

7619 C 

Copper-faced sandwich head gskt. material 

1 

Head Gasket 

63-62 

7619 B 

Fiber-faced head gskt. material 

1 

Head Set 

63-62 

HS7619C-1 

Copper-faced sandwich head gskt. material; Copper-faced 
sandwich head gskt. material 

1 

Head Set 

63-62 

HS 7619 B-1 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

63-62 

FS 7619C-3 

Copper-faced sandwich head gskt. material; Copper-faced 
sandwich head gskt. material 

1 

Full Gasket Set 

63-62 

FS 7619B-3 

Fiber-faced head gskt. material; Fiber-faced head gskt. 
material 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63-62 

MS 9193 B 


1 

Intake to Exhaust Gasket 

63-62 

8988 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63-62 

8985 

Flange 

1 

Exhaust Pipe Gasket 

63-62 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

63-62 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

63-62 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

63-62 

OS 5153 C 


1 

Drain Plug Gasket 

63-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

63-62 

BS 13363 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-62 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

63-62 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

63-62 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63-62 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

63-62 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-62 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63-62 

5159 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 



235 3.8L (3852cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" Bore (GMC Eng.), 2 Bbl. 1963-1962 

14 






(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

63-62 

TCS 45114 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

63 

9288 

Carb. to manifold; 1 or 2 Req’d. 


1 

Carb. Mounting Gasket 

62 

9394 

Governor adapter 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

63-62 

12665 

1 9/16" OD 



248 4.1 L (4065cc) OHV L6 (12 Valve) (GMC), 3.7188" Bore (GMC Eng.), 1 Bbl. 1955-1953 

15 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

55-53 

7391 S 



1 

Head Set 

55-53 

HS 7391 S-4 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

55-53 

FS 7391 S-4 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

55-53 

MS 8706 B 



1 

Intake to Exhaust Gasket 

55-53 

8597 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

55-53 

2422 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

55-53 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

55-53 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

55-53 

OS 3472 C 



1 

Drain Plug Gasket 

55-53 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

55-53 

BS 5974 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

55-53 

VS 3460 A 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

55-53 

PS 3461 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

55-53 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

55-53 

5021 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

55-53 

12273 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

55-53 

TCS 45114 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

55-53 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

55-53 

8812 

Carb. to manifold 


1 

Carb. Mounting Gasket 

55-53 

8013 

Manifold deflector plate 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN C" 1972-1971 

16 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

72-71 

8006 PT 



1 

Head Set 

72-71 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

72-71 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

72-71 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

72-71 

MS 9786 



1 

Intake to Exhaust Gasket 

72-71 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

72-71 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

72-71 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72-71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


16 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "VIN C" 1972-1971 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-71 

OS 30126 C-1 


1 

Drain Plug Gasket 

72-71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

72-71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-71 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

72-71 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

72-71 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

72-71 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

72-71 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72-71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-71 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-71 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72-71 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72-71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

9249 

Carb. to manifold 

1 

Carb. Mounting Gasket 

72 

9249 

E.E.C. 

1 

Carb. Mounting Gasket 

72 

9249 

Governor to manifold 

1 

Carb. Mounting Gasket 

71 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72-71 

12665 

1 9/16" OD 

17 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "VIN D" 1979-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79 

8695 PT 

w/lntegral head 

1 

Head Gasket 

78-75 

8501 PT-1 

w/lntegral head 

1 

Head Gasket 

78-75 

8006 PT 

w/Separate head & int. manifold 

1 

Head Gasket 

74-72 

8006 PT 


1 

Head Set 

79 

HS 8695 PT 

w/lntegral head 

1 

Head Set 

78-75 

HS 8501 PT-3 

w/lntegral head 

1 

Head Set 

78-75 

HS 8006 PT-1 

w/Separate head & int. manifold 

1 

Head Set 

74-72 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 8695 PT 

w/lntegral head 

1 

Full Gasket Set 

78-75 

FS 8501 PT-3 

w/lntegral head 

1 

Full Gasket Set 

78-75 

FS 8006 PT-4 

w/Separate head & int. manifold 

1 

Full Gasket Set 

74-72 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-72 

CS 8006-2 

24 bolt oil pan 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

78-75 

MS 9786 

w/Separate head & int. manifold 

1 

Int. & Exh. Gasket Set 

74-72 

MS 9786 


1 

Exh. Manifold Gasket Set 

79 

MS 90590 

w/lntegral head 

1 

Exh. Manifold Gasket Set 

78-75 

MS 90324 

w/lntegral head 

1 

Intake to Exhaust Gasket 

78-75 

9763 

w/Separate head & int. manifold; Exc. LPG 

1 

Intake to Exhaust Gasket 

74-72 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-75 

60985 

w/Separate head & int. manifold; Opt. sintered metal; 2 1/32" 
in 

1 

Exhaust Pipe Gasket 

78-75 

8194 

1 D 

w/Separate head & int. manifold; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-72 

60985 

Opt. sintered metal; 2 1/32" ID 


(continued on next page) 
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17 

(cont.) 


EXHAUST PIPE FLANGE 





QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

74-72 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-72 

OS 30126 C-1 

24 bolt oil pan 


1 

Drain Plug Gasket 

79-72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-72 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

79-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-75 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork 

1 

Valve Cover Gasket Set 

78-75 

VS 13173-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Cork 


1 

Valve Cover Gasket Set 

78-75 

VS 13173 R-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Rubber 


1 

Valve Cover Gasket Set 

74-72 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

74-72 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

79-72 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

79-72 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-72 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

79-72 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79 

35218 

Water Outlet 


1 

Water Outlet Gasket 

78-72 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

78-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-72 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-72 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

79-72 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-72 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-72 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79-74 

5198 

2 5/8" ID 


1 

Air Cleaner Gasket 

73-72 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

79-73 

60250 



1 

Carb. Mounting Gasket 

72 

9249 

Carb. to manifold 


1 

Carb. Mounting Gasket 

72 

9249 

E.E.C. 


1 

Carb. Mounting Gasket 

72 

9249 

Governor to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-72 

12665 

1 9/16" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-75 

71098 

w/lntegral head 


1 

EGR Gasket 

78-75 

70836 

w/Separate head & int. manifold 


1 

EGR Gasket 

74-73 

70836 
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QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

76 

8501 PT-1 

w/lntegral head 


1 

Head Gasket 

76 

8006 PT 

w/Separate head & int. manifold 


1 

Head Set 

76 

HS 8501 PT-3 

w/lntegral head 


1 

Head Set 

76 

HS 8006 PT-1 

w/Separate head & int. manifold 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

76 

FS 8501 PT-3 

w/lntegral head 


1 

Full Gasket Set 

76 

FS 8006 PT-4 

w/Separate head & int. manifold 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

76 

CS 8006-2 




(continued on next page) 
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GMC Truck (Incl. SUV’s) 


18 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. LPG "VIN D" 1976 

(cont.) 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

76 

MS 9786 

w/Separate head & int. manifold 

1 

Exh. Manifold Gasket Set 

76 

MS 90324 

w/lntegral head 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76 

60985 

w/Separate head & int. manifold; Opt. sintered metal; 2 1/32" 

ID 

w/Separate head & int. manifold; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76 

8194 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76 

OS 30126 C-1 


1 

Drain Plug Gasket 

76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork 

1 

Valve Cover Gasket Set 

76 

VS 13173-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Cork 

1 

Valve Cover Gasket Set 

76 

VS 13173 R-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

76 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

76 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60250 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

12665 

1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

76 

71098 

w/lntegral head 

1 

EGR Gasket 

76 

70836 

w/Separate head & int. manifold 

19 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN D" 1980-1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-79 

8695 PT 

w/lntegral head 

1 

Head Set 

80-79 

HS 8695 PT 

w/lntegral head 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8695 PT-1 

w/lntegral head 

1 

Full Gasket Set 

79 

FS 8695 PT 

w/lntegral head 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79 

CS 8006-2 

24 bolt oil pan 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

80-79 

MS 90590 

w/lntegral head 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


(continued on next page) 
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(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

80 

OS 30462 C 

16 bolt oil pan 


1 

Oil Pan Gasket Set 

79 

OS 30126 C-1 

24 bolt oil pan 


1 

Drain Plug Gasket 

80-79 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-79 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

80-79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design j 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-79 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork | 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

80-79 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

80-79 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-79 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

80-79 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-79 

35218 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-79 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80 

TCS 13198-2 

w/o Sleeve ’N’ Seal® 


1 

Timing Cover Set 

79 

TCS 13198 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-79 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

80-79 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-79 

60399 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-79 

60446 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

80-79 

12665 

1 9/16“ OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-79 

71098 

w/lntegral head 
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QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

72-71 

8006 PT 



1 

Head Set 

72-71 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

72-71 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

72-71 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

72-71 

MS 9786 



1 

Intake to Exhaust Gasket 

72-71 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

72-71 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

72-71 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

72-71 

OS 30126 C-1 



1 

Drain Plug Gasket 

72-71 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

72-71 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

72-71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design J 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

72-71 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

72-71 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

72-71 

PS 13228 

w/Grommets; Cork 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


20 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "VIN L" 1972-1971 

QTY 

PUSH ROD COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

72-71 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-71 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

72-71 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72-71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

72-71 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-71 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72-71 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72-71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

9249 

Carb. to manifold 

1 

Carb. Mounting Gasket 

72 

9249 

E.E.C. 

1 

Carb. Mounting Gasket 

72 

9249 

Governor to manifold 

1 

Carb. Mounting Gasket 

71 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72-71 

12665 

1 9/16" OD 

21 250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "VIN N" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-70 

8006 PT 


1 

Head Set 

71-70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 


1 

Intake to Exhaust Gasket 

71-70 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN N" 1971-1970 

21 

(cont.) 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71-70 

PART NO. 

13243 

DESCRIPTION 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-70 

5198 

2 5/8" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71-70 

PART NO. 

9249 

DESCRIPTION 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN P" 1969-1968 

22 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

69-68 

69-68 

PART NO. 

8006 PT 

HS 8006 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

69-68 

PART NO. 

FS 8006 PT-4 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

69-68 

PART NO. 

CS 8006-2 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

69-68 

PART NO. 

MS 9786 

DESCRIPTION 


1 

Intake to Exhaust Gasket 

69-68 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

69-68 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

69-68 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

69-68 

69-68 

PART NO. 

OS 30126 C-1 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69-68 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

69-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

69-68 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

69-68 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

69-68 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

69-68 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

69-68 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69-68 

PART NO. 

13243 

DESCRIPTION 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-68 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69-68 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

69-68 

9033 

4-hole Bypass; 1 or 2 Req’d. 


2 

Carb. Mounting Gasket 

69-68 

9249 

4-notch Bypass; 1 or 2 Req’d. 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-68 

12665 

1 9/16“ OD 
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GMC Truck (Incl. SUV’s) 


23 250 4.1 L (4098CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "VIN Q" 1975-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

75 

8501 PT-1 

w/lntegral head 

1 

Head Gasket 

75 

8006 PT 

w/Separate head & int. manifold 

1 

Head Gasket 

74-72 

8006 PT 


1 

Head Set 

75 

HS 8501 PT-3 

w/lntegral head 

1 

Head Set 

75 

HS 8006 PT-1 

w/Separate head & int. manifold 

1 

Head Set 

74-72 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75 

FS 8501 PT-3 

w/lntegral head 

1 

Full Gasket Set 

75 

FS 8006 PT-4 

w/Separate head & int. manifold 

1 

Full Gasket Set 

74-72 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

75 

MS 9786 

w/Separate head & int. manifold 

1 

Int. & Exh. Gasket Set 

74-72 

MS 9786 


1 

Exh. Manifold Gasket Set 

75 

MS 90324 

w/lntegral head 

1 

Intake to Exhaust Gasket 

75 

9763 

w/Separate head & int. manifold; Exc. LPG 

1 

Intake to Exhaust Gasket 

74-72 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75 

60985 

w/Separate head & int. manifold; Opt. sintered metal; 2 1/32" 

ID 

w/Separate head & int. manifold; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75 

8194 

1 

Exhaust Pipe Gasket 

74-72 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

74-72 

8194 

Packing; 2 1/32” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-72 

OS 30126 C-1 


1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork 

1 

Valve Cover Gasket Set 

75 

VS 13173-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 
cover; Cork 

1 

Valve Cover Gasket Set 

75 

VS 13173 R-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 
cover; Rubber 

1 

Valve Cover Gasket Set 

74-72 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

74-72 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

75-72 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

75-72 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-72 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

75-72 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

75-72 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-72 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-72 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-74 

5198 

2 5/8" ID 

1 

Air Cleaner Gasket 

73-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-73 

60250 


1 

Carb. Mounting Gasket 

72 

9249 

Carb. to manifold 

1 

Carb. Mounting Gasket 

72 

9249 

E.E.C. 

1 

Carb. Mounting Gasket 

72 

9249 

Governor to manifold 


(continued on next page) 
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250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN Q" 1975-1972 23 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-72 

12665 

1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

71098 

w/lntegral head 

1 

EGR Gasket 

75 

70836 

w/Separate head & int. manifold 

1 

EGR Gasket 

74-73 

70836 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. LPG "VIN Q" 1975-1973 24 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

75 

8501 PT-1 

w/lntegral head 

1 

Head Gasket 

75 

8006 PT 

w/Separate head & int. manifold 

1 

Head Gasket 

74-73 

8006 PT 


1 

Head Set 

75 

HS 8501 PT-3 

w/lntegral head 

1 

Head Set 

75 

HS 8006 PT-1 

w/Separate head & int. manifold 

1 

Head Set 

74-73 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75 

FS 8501 PT-3 

w/lntegral head 

1 

Full Gasket Set 

75 

FS 8006 PT-4 

w/Separate head & int. manifold 

1 

Full Gasket Set 

74-73 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

75 

MS 9786 

w/Separate head & int. manifold 

1 

Int. & Exh. Gasket Set 

74-73 

MS 9786 


1 

Exh. Manifold Gasket Set 

75 

MS 90324 

w/lntegral head 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75 

60985 

w/Separate head & int. manifold; Opt. sintered metal; 2 1/32" 
in 

1 

Exhaust Pipe Gasket 

75 

8194 

1 u 

w/Separate head & int. manifold; Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-73 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

74-73 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-73 

OS 30126 C-1 


1 

Drain Plug Gasket 

75-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75 

VS 50181 C 

w/lntegral head; 5 bolt holes on R.H. of valve cover; Cork 

1 

Valve Cover Gasket Set 

75 

VS 13173-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Cork 

1 

Valve Cover Gasket Set 

75 

VS 13173 R-1 

w/Separate head & int. manifold; 3 bolt holes on R.H. of valve 





cover; Rubber 

1 

Valve Cover Gasket Set 

74-73 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

74-73 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

75-73 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

75-73 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

75-73 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

75-73 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-73 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

75-73 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-73 

16312 

Timing Cover 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


24 250 4.1 L (4098CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. LPG "VIN Q" 1975-1973 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-74 

5198 

2 5/8" ID; 2 5/8" ID 

1 

Air Cleaner Gasket 

73 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-73 

60250 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

12665 

1 9/16" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

71098 

w/lntegral head 

1 

EGR Gasket 

75 

70836 

w/Separate head & int. manifold 

1 

EGR Gasket 

74-73 

70836 


25 250 4.1 L (4098CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "VIN S" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-70 

8006 PT 


1 

Head Set 

71-70 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-70 

MS 9786 


1 

Intake to Exhaust Gasket 

71-70 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30126 C-1 


1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

71-70 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

71-70 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

12665 

1 9/16" OD 
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GMC Truck (Incl. SUV’s) 



250 4.1 L (4098cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1971-1966 

26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

71-66 

8006 PT 



1 

Head Set 

71-66 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71-66 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

71-66 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

71-66 

MS 9786 



1 

Intake to Exhaust Gasket 

71-66 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71-66 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

71-66 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

71-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

71-66 

OS 30126 C-1 



1 

Drain Plug Gasket 

71-66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-68 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

71-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


1 

Rear Main Seal Set 

67-66 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-66 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

71-66 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-66 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

71-66 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-66 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

71-66 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-66 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

71-66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

71-66 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-66 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

71-66 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-66 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-66 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-66 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71-70 

9249 



2 

Carb. Mounting Gasket 

69-67 

9033 

4-hole Bypass; 1 or 2 Req’d. 


2 

Carb. Mounting Gasket 

69-67 

9249 

4-notch Bypass; 1 or 2 Req’d. 


1 

Carb. Mounting Gasket 

66 

9033 

Carb. to governor; Forward control chassis 


1 

Carb. Mounting Gasket 

66 

9249 

Carb. to manifold 


1 

Carb. Mounting Gasket 

66 

9033 

Governor to manifold 


1 

Carb. Mounting Gasket 

66 

9249 

Spacer to governor 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-66 

12665 

1 9/16" OD 



261 4.3L (4278cc) OHV L6 (12 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 1 Bbl. 1962-1954 

27 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

62-54 

7782 B 



1 

Head Set 

62-54 

HS 7782 B 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62-54 

FS 7782 B 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

62-54 

MS 9193 B 



1 

Intake to Exhaust Gasket 

62-54 

8988 




(continued on next page) 
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GMC Truck (Incl. SUV’s) 


27 261 4.3L (4278CC) OHV L6 (12 Valve) (Chevrolet), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1962-1954 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62-54 

8985 

Flange 

1 

Exhaust Pipe Gasket 

62-54 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

62-54 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-54 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-56 

OS 5153 C 


1 

Oil Pan Gasket Set 

55 

OS 5041 C 

1st Design 

1 

Oil Pan Gasket Set 

55 

OS 5153 C 

2nd Design 

1 

Oil Pan Gasket Set 

54 

OS 5041 C 


1 

Drain Plug Gasket 

62-54 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-55 

BS 13363 

Rubber; Two-piece 

1 

Rear Main Seal Set 

54 

BS 5048 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-54 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

62-54 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-54 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-54 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

62-54 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-54 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

62-54 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62-56 

5159 


1 

Water Pump Gasket 

55 

5131 

1st Design 

1 

Water Pump Gasket 

55 

5159 

2nd Design 

1 

Water Pump Gasket 

54 

5131 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-54 

TCS 45114 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

62-54 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

62-54 

9066 

4-hole Bypass; 1 or 2 Req’d. 

2 

Carb. Mounting Gasket 

62-54 

8987 

4-notch Bypass; 1 or 2 Req’d. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62-54 

12665 

1 9/16" OD 

28 261 4.3L (4278CC) OHV L6 (12 Valve) (Chevrolet), 3.75" 

Bore (GMC Eng.), 2 Bbl. 1962-1954 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

62-54 

7782 B 


1 

Head Set 

62-54 

HS 7782 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62-54 

FS 7782 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

62-54 

MS 9193 B 


1 

Intake to Exhaust Gasket 

62-54 

8988 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

62-54 

8985 

Flange 

1 

Exhaust Pipe Gasket 

62-54 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

62-54 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

62-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

62-54 

5019 

1 55/64" ID x 2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62-56 

OS 5153 C 


1 

Oil Pan Gasket Set 

55 

OS 5041 C 

1st Design 

1 

Oil Pan Gasket Set 

55 

OS 5153 C 

2nd Design 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



261 4.3L (4278cc) OHV L6 (12 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 2 Bbl. 1962-1954 28 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54 

OS 5041 C 


1 

Drain Plug Gasket 

62-54 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62-55 

BS 13363 

Rubber; Two-piece 

1 

Rear Main Seal Set 

54 

BS 5048 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

62-54 

VS 50190 C 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

62-54 

VS 50189 C 

w/Grommets; Cork; 5/32" thick 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

62-54 

PS 5130 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

62-54 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

62-54 

5021 

Thermostat Housing 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

62-54 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

62-54 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

62-56 

5159 


1 

Water Pump Gasket 

55 

5131 

1st Design 

1 

Water Pump Gasket 

55 

5159 

2nd Design 

1 

Water Pump Gasket 

54 

5131 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

62-54 

TCS 45114 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

62-54 

9394 

Carb. to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

62-54 

12665 

1 9/16" OD 


265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75" Bore (GMC Eng.), 2 Bbl. 1957-1955 29 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

57-55 

8651 PT 

H/D eng.; Head bolts not inch; Head bolt replacement 
recommended 

2 

Head Gasket 

57-55 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

57-55 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

57-55 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

57-55 

7733 SP 

HeadSaver® 

1 

Head Set 

57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

56-55 

HS 7733 PT-1 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

57-55 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

57-55 

CS 7733-2 

Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

57 

MS 9617 


1 

Int. Manifold Gasket Set 

56-55 

MS 9200 B 


1 

Exh. Manifold Gasket Set 

57-55 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

57 

60083 

Flange; 2 11/16" bolt hole centers 

1 

Exhaust Pipe Gasket 

57-55 

9273 

Packing; 1 7/8" ID 

1 

Exhaust Pipe Gasket 

56-55 

9272 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

57-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

57-55 

5182 

Plate 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


29 265 4.3L (4343cc) OHV V8 (16 Valve) (Chevrolet), 3.75 

(cont.) 

" Bore (GMC Eng.), 2 Bbl. 1957-1955 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

57 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

57 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

57 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

56- 55 

57- 55 

OS 5197 C-3 

70822 

w/Exh. pipe packing; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

57-55 

BS 5155 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

57-55 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

57-55 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57-55 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

57-55 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57-55 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

57-55 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

57-55 

5152 

To block 

1 

Water Pump Gasket 

57-55 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57-55 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

57-55 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

57-55 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

57-55 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57-55 

5198 

2 5/8" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

57-55 

PART NO. 

9394 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

57-55 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

57 

72665 

Distributor to oil pump shaft retainer 

30 267 4.4L (4376cc) OHV V8 (16 Valve) (Chevrolet), 3.5" 

Bore (GMC Eng.), 2 Bbl. "VIN J" 1980-1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-79 

8670 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

80-79 

HS 8670 PT 

Head bolts not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

80-79 

ES 72856 

Replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-79 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-79 

80-79 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

80-79 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410C 

Cork 

1 

Oil Pan Gasket Set 

80-79 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

79 

80-79 

OS 5197 C-5 

70822 

Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 50265 C 

Hi-Temp.; Cork 
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GMC Truck (Incl. SUV’s) 



267 4.4L (4376cc) OHV V8 (16 Valve) (Chevrolet), 3.5" Bore (GMC Eng.), 2 Bbl. "VIN J" 1980-1979 

30 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-79 

VS 12869 T 

PermaDryPlus® 


1 

Valve Cover Gasket Set 

80-79 

VS 12869 R 

Rubber 


2 

Load Spreader Set 

80-79 

ES 72676 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-79 

SS 5112 

Loc. Int. & Exh.; O-ring 


1 

Valve Stem Seal Set 

80-79 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-79 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

80-79 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

80-79 

5152 

To block 


1 

Water Pump Gasket 

80-79 

13032 

To plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-79 

TCS 45121 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45265 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-79 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

80-79 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-79 

60357 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-79 

60369 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

80-79 

70194 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

80-79 

71098 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

80-79 

72665 

Distributor to oil pump shaft retainer 



270 4.4L (4425cc) OHV L6 (12 Valve) (GMC), 3.7813" Bore (GMC Eng.), 1 Bbl. 1962-1956 

31 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

62-56 

7391 S 



1 

Head Set 

62-56 

HS 7391 S-4 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62-56 

FS 7391 S-4 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

62-56 

MS 8706 B 



1 

Intake to Exhaust Gasket 

62-56 

8597 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

62-56 

2422 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

62-56 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

62-56 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62-56 

OS 3472 C 



1 

Drain Plug Gasket 

62-56 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62-56 

BS 5974 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

62-56 

VS 3460 A 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

62-56 

PS 3461 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

62-56 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

62-56 

5021 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

62-56 

12273 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

62-56 

TCS 45114 




(continued on next page) 
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GMC Truck (Incl. SUV’s) 


3 1 270 4.4L (4425cc) OHV L6 (12 Valve) (GMC), 3.7813" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. 1962-1956 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

62-56 

5198 


2 5/8" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

62-56 

PART NO. 

8812 


DESCRIPTION 

32 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. 1967-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

67-57 

8651 PT 


H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

67-57 

7733 SH-1 


Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

67-57 

501 SD 


Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

67-57 

7733 PT-2 


Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

67-57 

7733 SP 


HeadSaver® 

1 

Head Set 

67-60 

HS 7733 SH-2 


Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

67-60 

HS 7733 PT-2 


PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

59 

HS 7733 SH-2 


Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

59 

HS 7733 PT-2 


PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

58-57 

HS 7733 SH-2 


Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

58-57 

HS 7733 PT-2 


PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

67-57 

ES 72856 


Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

67-60 

FS 7733 SH-2 


Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

67-60 

FS 7733 PT-2 


PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

59 

FS 7733 SH-2 


Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

59 

FS 7733 PT-2 


PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 SH-2 


Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 PT-2 


PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

67-59 

PART NO. 

CS 7733-2 


DESCRIPTION 

1 

Gasket Conversion Set 

58-57 

CS 7733-2 


Rear main brg. seal not incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

67-57 

67-57 

PART NO. 

MS 9617 

MS 9275 B 


DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

67-57 

60083 


Flange; 2 11/16“ bolt hole centers 

1 

Exhaust Pipe Gasket 

67-57 

60985 


Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

67-57 

8194 


Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67-57 

6579 


May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

67-57 

5182 


Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

67-57 

OS 5197 C-4 


w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-57 

OS 5197 C-2 


w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

67-57 

OS 34509 T 


w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

67-57 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

67-59 

BS 40013 


Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

67-59 

BS 11829-1 


Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

58-57 

BS 5155 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 


Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 AC 


Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

67-59 

VS 50265 C 


Hi-Temp.; Cork 


1016 


(continued on next page) 







GMC Truck (Incl. SUV’s) 



283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1967-1957 32 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67-59 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

67-57 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

67-57 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67-60 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

67-60 

SS 5112 

O-ring 

1 

Valve Stem Seal Set 

58-57 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

58-57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67-57 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

67-57 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

67-57 

5152 

To block 

1 

Water Pump Gasket 

67-57 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67-57 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67-57 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

67-57 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67-57 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67-57 

5198 

2 5/8” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-59 

9288 


1 

Carb. Mounting Gasket 

67-57 

9394 

Governor adapter 

1 

Carb. Mounting Gasket 

58-57 

9394 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-57 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

67-57 

72665 

Distributor to oil pump shaft retainer 


283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 4 Bbl. 1960-1957 33 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

60-57 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

60-57 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

60-57 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

60-57 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

60-57 

7733 SP 

HeadSaver® 

1 

Head Set 

60 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

60 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

59 

HS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

59 

HS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Head Set 

58-57 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

58-57 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

60-57 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

60 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

60 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

59 

FS 7733 SH-2 

Embossed steel; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

59 

FS 7733 PT-2 

PermaTorque®; Valve stem seals not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 SH-2 

Embossed steel; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

58-57 

FS 7733 PT-2 

PermaTorque®; Rear main brg. seal not incl.; Head bolts not 
incl.; Head bolt replacement recommended 
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GMC Truck (Incl. SUV’s) 


33 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1960-1957 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

60-59 

CS 7733-2 



1 

Gasket Conversion Set 

58-57 

CS 7733-2 


Rear main brg. seal not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Int. Manifold Gasket Set 

60-57 

MS 9617 



1 

Exh. Manifold Gasket Set 

60-57 

MS 9275 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Exhaust Pipe Gasket 

60-57 

60083 


Flange; 2 11/16“ bolt hole centers 

1 

Exhaust Pipe Gasket 

60-57 

60985 


Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

60-57 

8194 


Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

60-57 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

1 

Fuel Pump Mounting Gasket 

60-57 

5182 


Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

60-57 

OS 5197 C-4 


w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

60-57 

OS 5197 C-2 


w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

60-57 

OS 34509 T 


w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 






incl. 

1 

Drain Plug Gasket 

60-57 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

60-59 

BS 40013 


Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

60-59 

BS 11829-1 


Rubber; Two-piece; Offset double lip; Improved design 

1 

Rear Main Seal Set 

58-57 

BS 5155 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

60-57 

VS 12869 


Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

60-57 

VS 12869 AC 


Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

60-59 

VS 50265 C 


Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

60-59 

VS 12869T 


PermaDryPlus® 

1 

Valve Cover Gasket Set 

60-57 

VS 12869 R 


Rubber 

2 

Load Spreader Set 

60-57 

ES 72676 


Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

60 

SS 10058 


Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

60 

SS 5112 


O-ring 

1 

Valve Stem Seal Set 

58-57 

SS 10058 


Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

58-57 

SS 5112 


O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

60-57 

35062 


Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

60-57 

35562 T 


Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

2 

Water Pump Gasket 

60-57 

5152 


To block 

1 

Water Pump Gasket 

60-57 

13032 


To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

60-57 

TCS 5124-1 


w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

60-57 

TCS 45165 


w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

60-57 

16202 


Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

60-57 

16312 


Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

60-57 

11528 


4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

60-57 

9474 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

60-57 

70194 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Shaft Guide 

60-57 

72665 


Distributor to oil pump shaft retainer 

34 288 4.7L (4720cc) OHV V8 (16 Valve) (Pontiac), 3.75" 

Bore (GMC Eng.), 2 Bbl. 1955 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

55 

FS 7729 S-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

4 

Exhaust Pipe Gasket 

55 

8938 


Pipe to manifold; 1 to 4 Req’d.; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 


May also be used as a fuel pump block-off plate gasket if 






desired 

1 

Fuel Pump Bowl Gasket 

55 

773 


1 5/8" ID x 2 1/8" OD 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 




288 4.7L (4720cc) OHV V8 (16 Valve) (Pontiac), 3.75" Bore (GMC Eng.), 2 Bbl. 1955 

34 






(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

55 

OS 11489 C 



1 

Drain Plug Gasket 

55 

70822 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

55 

VS 50005 C 

Cork; 1/8" thick 


1 

Valve Cover Gasket Set 

55 

VS 50005 R 

Rubber; 1/8" thick 


2 

Load Spreader Set 

55 

ES 72676 

Valve Cover 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

55 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

55 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

55 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

55 

12967 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

55 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

55 

5198 

2 5/8" ID 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

55 

11497 




292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN S" 1972-1968 

35 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

72-68 

8006 PT 



1 

Head Set 

72-68 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

72-68 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

72-68 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

72-68 

MS 9786 



1 

Intake to Exhaust Gasket 

72-68 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

72-68 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

72-68 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72-68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

72-68 

OS 30126 C-1 



1 

Drain Plug Gasket 

72-68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

72-68 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

72-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

72-68 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

72-68 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

72-68 

PS 13315 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

72-68 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

72-68 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

72-68 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

72-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

72-68 

13373 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

72-68 

TCS 13198 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

72-68 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

72-68 

16202 

Timing Cover; Use w/installation tool 
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GMC Truck (Incl. SUV’s) 


35 292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. "VIN S" 1972-1968 

(cont.) 




QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

72-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

71-68 

5198 

w/o Oil Bath; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72-68 

9033 

Carb. to governor; 4-hole Bypass 

1 

Carb. Mounting Gasket 

72-68 

9249 

Carb. to governor; 4-notch Bypass 

1 

Carb. Mounting Gasket 

72-68 

9249 

Carb. to manifold; RWD 

1 

Carb. Mounting Gasket 

72-68 

9249 

Governor adapter; Exc. Forward control chassis 

1 

Carb. Mounting Gasket 

72-68 

9033 

Governor to manifold; 4-hole Bypass 

1 

Carb. Mounting Gasket 

72-68 

8987 

Governor to manifold; 4-notch Bypass 

1 

Carb. Mounting Gasket 

72-68 

9249 

Governor to spacer; 4WD 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72-68 

12665 

1 9/16" OD 

36 292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. LPG "VIN S" 1976-1974 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

76-74 

8006 PT 


1 

Head Set 

76-74 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-74 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-74 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

76-74 

MS 9786 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-74 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

76-74 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-74 

OS 30126 C-1 


1 

Drain Plug Gasket 

76-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-74 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-74 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-74 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

76-74 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-74 

PS 13315 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-74 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

76-74 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-74 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

76-74 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76-74 

13373 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-74 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-74 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-74 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-74 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-74 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60250 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-74 

12665 

1 9/16" OD 


1020 









GMC Truck (Incl. SUV’s) 



292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. "VIN T" 1980-1972 

37 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

80-79 

8501 PT-1 



1 

Head Gasket 

78-72 

8006 PT 



1 

Head Set 

80-79 

HS 8501 PT-5 



1 

Head Set 

78-72 

HS 8006 PT-1 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

78-72 

FS 8006 PT-4 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

80 

CS 8006-2 

24 bolt oil pan 


1 

Gasket Conversion Set 

78-72 

CS 8006-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

80-72 

MS 9786 



1 

Intake to Exhaust Gasket 

80-72 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

80-72 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

80-72 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

80-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

80-79 

OS 30462 C 

16 bolt oil pan 


1 

Oil Pan Gasket Set 

80 

OS 30126 C-1 

24 bolt oil pan 


1 

Oil Pan Gasket Set 

78-72 

OS 30126 C-1 



1 

Drain Plug Gasket 

80-72 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

80-72 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

80-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

80-72 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

80-72 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

80-72 

PS 13315 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

80-72 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

80-72 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

80-72 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

80-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

80-72 

13373 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

80-72 

TCS 13198 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

80-72 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

80-72 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

80-72 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

80-74 

5198 

2 5/8" ID 


1 

Air Cleaner Gasket 

73-72 

5292 

3 1/2" ID x 3 9/16" OD 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

80-73 

60250 



1 

Carb. Mounting Gasket 

72 

9033 

Carb. to governor; 4-hole Bypass 


1 

Carb. Mounting Gasket 

72 

9249 

Carb. to governor; 4-notch Bypass 


1 

Carb. Mounting Gasket 

72 

9249 

Carb. to manifold; RWD 


1 

Carb. Mounting Gasket 

72 

9249 

Governor adapter; Exc. Forward control chassis 


1 

Carb. Mounting Gasket 

72 

9033 

Governor to manifold; 4-hole Bypass 


1 

Carb. Mounting Gasket 

72 

8987 

Governor to manifold; 4-notch Bypass 


1 

Carb. Mounting Gasket 

72 

9249 

Governor to spacer; 4WD 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

80-72 

12665 

1 9/16" OD 



292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. LPG "VIN T" 1976-1974 

38 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

76-74 

8006 PT 



1 

Head Set 

76-74 

HS 8006 PT-1 




(continued on next page) 
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GMC Truck (Incl. SUV’s) 


38 292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. LPG "VIN T" 1976-1974 

(cont.) 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-74 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-74 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

76-74 

MS 9786 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-74 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-74 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-74 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-74 

OS 30126 C-1 


1 

Drain Plug Gasket 

76-74 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-74 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-74 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-74 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

76-74 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

76-74 

PS 13315 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-74 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

76-74 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-74 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-74 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

76-74 

13373 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-74 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-74 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-74 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-74 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-74 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60250 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-74 

12665 

1 9/16" OD 

39 292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. 1971-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-63 

8006 PT 


1 

Head Set 

71-63 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-63 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-63 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-63 

MS 9786 


1 

Intake to Exhaust Gasket 

71-63 

9763 

Exc. LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-63 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-63 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-63 

OS 30126 C-1 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 



292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1971-1963 

39 

(cont.) 

QTY 

1 

OIL PAN (cont.) 

Drain Plug Gasket 

YEARS 

71-63 

PART NO. 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

71-68 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

71-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


1 

Rear Main Seal Set 

67-63 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

71-63 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

71-63 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

71-63 

PS 13315 R 

w/Grommets 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

71-63 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

71-63 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

71-63 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

71-63 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71-63 

PART NO. 

13373 

DESCRIPTION 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

71-63 

TCS 13198 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

71-63 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

71-63 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

71-63 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

71-63 

5198 

w/o Oil Bath; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

71-63 

9033 

Carb. to governor; 4-hole Bypass 


1 

Carb. Mounting Gasket 

71-63 

9249 

Carb. to governor; 4-notch Bypass 


1 

Carb. Mounting Gasket 

71-63 

9249 

Carb. to manifold; RWD 


1 

Carb. Mounting Gasket 

71-63 

9249 

Governor adapter; Exc. Forward control chassis 


1 

Carb. Mounting Gasket 

71-63 

9033 

Governor to manifold; 4-hole Bypass 


1 

Carb. Mounting Gasket 

71-63 

8987 

Governor to manifold; 4-notch Bypass 


1 

Carb. Mounting Gasket 

71-63 

9249 

Governor to spacer; 4WD 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

71-63 

12665 

1 9/16“ OD 



292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1963 

40 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

63 

63 

PART NO. 

8006 PT 

HS 8006 PT-1 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

63 

PART NO. 

FS 8006 PT-4 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

63 

PART NO. 

CS 8006-2 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

63 

PART NO. 

MS 9786 

DESCRIPTION 


1 

Intake to Exhaust Gasket 

63 

9763 

Exc. LPG 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

63 

60985 

Opt. sintered metal; 2 1/32" ID 


1 

Exhaust Pipe Gasket 

63 

8194 

Packing; 2 1/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

1 

OIL PAN 

Oil Pan Gasket Set 

Drain Plug Gasket 

YEARS 

63 

63 

PART NO. 

OS 30126 C-1 

70822 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

63 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

63 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

63 

VS 13173 R-1 

Rubber 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


40 292 4.8L (4786cc) OHV L6 (12 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1963 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

63 

PART NO. 

PS 13315 R 

DESCRIPTION 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

63 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

63 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

63 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

63 

13373 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63 

TCS 13198 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

63 

TCS 45264 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

63 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

63 

16312 

Timing Cover 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

63 

9288 

Carb. to manifold; 4WD 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

63 

12665 

1 9/16" OD 

41 305 5.0L (4999cc) OHV V6 (12 Valve) (GMC), 4.25" Bore (GMC Eng.), 2 Bbl. "Eng. Code 305" 1969-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

7961 SB-2 


2 

Head Gasket 

65-60 

7961 SB-2 

Exc. Export 

1 

Head Set 

69-66 

HS 7961 SB-1 


1 

Head Set 

65-60 

HS 7961 SB-1 

Export head gskts. not incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7961 SB-1 


1 

Full Gasket Set 

65-60 

FS 7961 SB-1 

Export head gskts. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-60 

MS 9674 


1 

Exh. Manifold Gasket Set 

69-60 

MS 9675 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-60 

9672 

2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-60 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

69-60 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-60 

OS 34404 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-60 

BS 40048 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-60 

VS 12932 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-60 

SS 5112 

O-ring 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-60 

12967 

Exc. Pump 2384840 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-60 

TCS 12937 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-60 

5198 

2 5/8" ID 

42 305 5.0L (4999CC) OHV V6 (12 Valve) (GMC), 4.25" Bore (GMC Eng.), 2 Bbl. "Eng. Code 305C" 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

7961 SB-2 


1 

Head Set 

69-66 

HS 7961 SB-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7961 SB-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 9674 


1 

Exh. Manifold Gasket Set 

69-66 

MS 9675 B 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 



305 5.0L (4999cc) OHV V6 (12 Valve) (GMC), 4.25" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 305C" 1969-1966 42 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

9672 

2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-66 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69-66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 34404 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40048 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 12932 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 5112 

O-ring 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

12967 

Exc. Pump 2384840 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12937 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

5198 

2 5/8" ID 


305 5.0L (4999cc) OHV V6 (12 Valve) (GMC), 4.25" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 305E" 1969-1966 43 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

7961 SB-2 


1 

Head Set 

69-66 

HS 7961 SB-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 7961 SB-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 9674 


1 

Exh. Manifold Gasket Set 

69-66 

MS 9675 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

9672 

2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

69-66 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

69-66 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 34404 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40048 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 12932 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-66 

12967 

Exc. Pump 2384840 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 12937 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

5198 

2 5/8" ID 

305 5.0L (4999cc) OHV V8 (16 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 2 Bbl. "VIN G" 1980 44 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

80 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

80 

HS 851 OPT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

80 

ES 72856 

Replacement recommended 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


44 305 5.0L (4999CC) OHV V8 (16 Valve) (Chevrolet), 3.736" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN G" 1980 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

80 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410C 

Cork 

1 

Oil Pan Gasket Set 

80 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

5152 

To block 

1 

Water Pump Gasket 

80 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60357 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60369 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80 

ES 72671 


45 305 5.0L (4999CC) OHV V8 (16 Valve) (Chevrolet), 3.736" 

Bore (GMC Eng.), 4 Bbl. "VIN H" 1980-1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-79 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

80-79 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

80-79 

HS 851 OPT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

80-79 

ES 72856 

Replacement recommended 


(continued on next page) 


1026 








GMC Truck (Incl. SUV’s) 


305 5.0L (4999cc) OHV V8 (16 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 4 Bbl. "VIN H" 1980-1979 45 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 851 OPT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-79 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-79 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-79 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410 C 

Cork 

1 

Oil Pan Gasket Set 

80-79 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79 

OS 5197 C-5 

Cork 

1 

Drain Plug Gasket 

80-79 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-79 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-79 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-79 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-79 

5152 

To block 

1 

Water Pump Gasket 

80-79 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-79 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-79 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-79 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-79 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-79 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80-79 

ES 72671 


305 5.0L (4999cc) OHV V8 (16 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 2 Bbl. "VIN Q" 1976 46 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

76 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


46 305 5.0L (4999CC) OHV V8 (16 Valve) (Chevrolet), 3.736" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN Q" 1976 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

76 

HS 851 OPT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

76 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76 

FS 851 OPT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

76 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76 

5152 

To block 

1 

Water Pump Gasket 

76 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76 

60248 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

76 

ES 72671 



1028 






GMC Truck (Incl. SUV’s) 


305 5.0L (4999cc) OHV V8 (16 Valve) (Chevrolet), 3.736" Bore (GMC Eng.), 2 Bbl. "VIN U" 1979-1976 47 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

79-76 

505 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

79-76 

8510 PT 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

1 

Head Set 

79-76 

HS 8510 PT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

79-76 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-76 

FS 851 OPT 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-76 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

79-76 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

79-76 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

79-76 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

79-76 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

79-76 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

79-76 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

79-76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

79-76 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

79-76 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

79-76 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

79-76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

79-76 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

79-76 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

79-76 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

79-76 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

79-76 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

79-76 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

79-76 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

79-76 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

79-76 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

79-76 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

79-76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

79-76 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

79-76 

5152 

To block 

1 

Water Pump Gasket 

79-76 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

79-76 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

79-76 

TCS 45265 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

79-76 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

79-76 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

79 

60357 


1 

Air Cleaner Gasket 

78-76 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

79 

60369 


1 

Carb. Mounting Gasket 

78-76 

60248 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-76 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

79-76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

79 

71098 


2 

EGR Gasket 

78-76 

70950 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


47 305 5.0L (4999CC) OHV V8 (16 Valve) (Chevrolet), 3.736" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN U" 1979-1976 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

79-76 

72665 

Distributor to oil pump shaft retainer 

QTY 

1 

OIL COOLER 

Oil Cooler Mounting Set 

YEARS 

79-76 

PART NO. 

ES 72671 

DESCRIPTION 

48 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN A" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

70 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

70 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

70 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

70 

7733 SP 

HeadSaver® 

1 

Head Set 

70 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

70 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

70 

70 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

70 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

70 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

70 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 
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GMC Truck (Incl. SUV’s) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN A" 1970 48 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9288 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN B" 1970 49 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

70 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

70 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

70 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

70 

7733 SP 

HeadSaver® 

1 

Head Set 

70 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

70 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head boit replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

70 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

70 

60083 

Heat riser; 1 or 2 Req’d.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

70 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

70 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

70 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Vaive Cover Gasket Set 

70 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 
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GMC Truck (Incl. SUV’s) 


49 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN B" 1970 


VALVE STEM SEAL SET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9288 

Exc. E.E.C. 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oil pump shaft retainer 

50 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN E" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

69-68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

7733 SP 

HeadSaver® 

1 

Head Set 

69-68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69-68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69-68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-68 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-68 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-68 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-68 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40013 

Rubber; Two-piece; Double lip 
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GMC Truck (Incl. SUV’s) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN E" 1969-1968 50 

(cont.) 


CRANKSHAFT REAR SEAL 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69-68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69-68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

5152 

To block 

1 

Water Pump Gasket 

69-68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

69-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

9288 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

69-68 

9394 

Governor adapter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN F" 1973-1972 51 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73-72 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

73-72 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

73-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

73-72 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

73-72 

7733 SP 

HeadSaver® 

1 

Head Set 

73-72 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

73-72 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

73-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-72 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

73-72 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

73-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

73-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

73-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

73-72 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

73-72 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

73-72 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

73-72 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

73-72 

9587 

Packing; 1 or 2 Req’d.; 2 17/32” ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


51 307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN F" 1973-1972 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

73-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

73-72 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

73-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

73-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

73-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

73-72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

73-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

73-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

73-72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

73-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

73-72 

5152 

To block 

1 

Water Pump Gasket 

73-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

73-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

73-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-72 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73 

60253 


1 

Carb. Mounting Gasket 

72 

60253 

Chevrolet Blazer Base, El Camino Base, Custom 1 GMC 




Jimmy Base, Sprint Base, Custom 

1 

Carb. Mounting Gasket 

72 

60253 

Exc. Chevrolet Blazer Base, C30 Pickup Base, El Camino 

Base, Custom, K30 Pickup Base, P20 Van Base, P30 Van 
Base 1 GMC C35 Pickup Base, G35 Van Rally, Vandura, 
Jimmy Base, K35 Pickup Base, P25 Van Base, P35 Van 

Base, Sprint Base, Custom; Exc. Cab Chassis 

1 

Carb. Mounting Gasket 

72 

60254 

Chevrolet C20 Pickup Base, C20 Suburban Base, C30 Pickup 





Base, G20 Van Base, Sportvan, K20 Pickup Base, K20 
Suburban Base, K30 Pickup Base 1 GMC C25 Pickup Base, 
C25 Suburban Base, C35 Pickup Base, G25 Van Base, 

Rally, Vandura, G35 Van Rally, Vandura, K25 Pickup Base, 
K25 Suburban Base, K35 Pickup B; Incl. Cab Chassis 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

73-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

73-72 

72665 

Distributor to oil pump shaft retainer 

52 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

71 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

71 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

71 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 
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GMC Truck (Incl. SUV’s) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN H" 1971 52 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket Spacer Shim 

71 

7733 SP 

HeadSaver® 

1 

Head Set 

71 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

71 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71 

71 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

71 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

71 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

5152 

To block 

1 

Water Pump Gasket 

71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 

Chevrolet CIO Pickup Base, CIO Suburban Base, El Camino 
Base, Custom, G10 Van Base, Sportvan, K10 Pickup Base, 
K10 Suburban Base 1 GMC Cl 5 Pickup Base, Cl 5 Suburban 
Base, G15 Van Base, Rally, Vandura, K15 Pickup Base, K15 
Suburban Base, Sprint Base 
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GMC Truck (Incl. SUV’s) 


52 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1971 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60256 

Chevrolet C20 Pickup Base, C20 Suburban Base, C30 Pickup 
Base, G20 Van Base, Sportvan, K20 Pickup Base, K20 
Suburban Base, K30 Pickup Base 1 GMC C25 Pickup Base, 
C25 Suburban Base, C35 Pickup Base, G25 Van Base, 

Rally, Vandura, G35 Van Base, Rally, Vandura, K25 Pickup 
Base, K25 Suburban Base, K35 Pi 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 

53 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN P" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

71 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

71 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

71 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

71 

7733 SP 

HeadSaver® 

1 

Head Set 

71 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

71 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

71 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

71 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71 

SS 5112 

O-ring 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN P" 1971 53 

(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

5152 

To block 

1 

Water Pump Gasket 

71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 

Chevrolet CIO Pickup Base, CIO Suburban Base, El Camino 
Base, Custom, G10 Van Base, Sportvan, K10 Pickup Base, 
K10 Suburban Base 1 GMC Cl 5 Pickup Base, Cl 5 Suburban 
Base, G15 Van Base, Rally, Vandura, K15 Pickup Base, K15 
Suburban Base, Sprint Base 

1 

Carb. Mounting Gasket 

71 

60256 

Chevrolet C20 Pickup Base, C20 Suburban Base, C30 Pickup 
Base, G20 Van Base, Sportvan, K20 Pickup Base, K20 
Suburban Base, K30 Pickup Base 1 GMC C25 Pickup Base, 
C25 Suburban Base, C35 Pickup Base, G25 Van Base, 

Rally, Vandura, G35 Van Base, Rally, Vandura, K25 Pickup 
Base, K25 Suburban Base, K35 Pi 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 


307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN U" 1969 54 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

69 

7733 SP 

HeadSaver® 

1 

Head Set 

69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69 

60083 

Heat riser; 1 or 2 Req’d.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


54 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN U" 1969 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69 

5152 

To block 

1 

Water Pump Gasket 

69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

9288 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

69 

9394 

Governor adapter 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

69 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69 

72665 

Distributor to oil pump shaft retainer 

55 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. "VIN X" 1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

73 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

73 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

73 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

73 

7733 SP 

HeadSaver® 

1 

Head Set 

73 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

73 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

73 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

73 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

73 

73 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

73 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

73 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 


(continued on next page) 


1038 








GMC Truck (Incl. SUV’s) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. "VIN X" 1973 55 





(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

73 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

73 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

73 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

73 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

73 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

73 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

73 

5152 

To block 

1 

Water Pump Gasket 

73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

73 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73 

60253 

Chevrolet Blazer Base, El Camino Base, Custom 1 GMC 




Jimmy Base, Sprint Base, Custom 

1 

Carb. Mounting Gasket 

73 

60253 

Exc. Chevrolet Blazer Base, C30 Pickup Base, El Camino 

Base, Custom, K30 Pickup Base, P20 Van Base, P30 Van 
Base 1 GMC C35 Pickup Base, G35 Van Rally, Vandura, 
Jimmy Base, K35 Pickup Base, P25 Van Base, P35 Van 

Base, Sprint Base, Custom; Exc. Cab Chassis 



1 

Carb. Mounting Gasket 

73 

60254 

Chevrolet C20 Pickup Base, C20 Suburban Base, C30 Pickup 
Base, G20 Van Base, Sportvan, K20 Pickup Base, K20 
Suburban Base, K30 Pickup Base 1 GMC C25 Pickup Base, 
C25 Suburban Base, C35 Pickup Base, G25 Van Rally, 
Vandura, G35 Van Rally, Vandura, K25 Pickup Base, K25 
Suburban Base, K35 Pickup Base; Incl. Cab Chassis 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

73 

72665 

Distributor to oil pump shaft retainer 

307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1971-1968 56 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 
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GMC Truck (Incl. SUV’s) 


56 307 5.0L (5032CC) OHV V8 (16 Valve) (Chevrolet), 3.875" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1971-1968 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

71-68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

71-68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

71-68 

7733 SP 

HeadSaver® 

1 

Head Set 

71-68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

71-68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71-68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71-68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

71-68 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71-68 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-68 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

71-68 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

71-68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71-68 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-68 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-68 

5152 

To block 

1 

Water Pump Gasket 

71-68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-68 

TCS 5124-1 

w/o Sleeve 'N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-68 

TCS 45165 

w/Sleeve 'N' Seal® 

1 

Repair Sleeve 

71-68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

70-68 

5198 

2 5/8" ID 
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GMC Truck (Incl. SUV’s) 



307 5.0L (5032cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1971-1968 56 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 


1 

Carb. Mounting Gasket 

70-68 

9288 

Exc. E.E.C. 

1 

Carb. Mounting Gasket 

69-68 

9394 

Governor adapter 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-68 

72665 

Distributor to oil pump shaft retainer 


316 5.2L (5179cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 2 Bbl. 1956-1955 57 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

56-55 

FS 7729 S-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

4 

Exhaust Pipe Gasket 

56-55 

8938 

Pipe to manifold; 1 to 4 Req’d.; 2 5/8" OD 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

56-55 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

56-55 

OS 11489 C 


1 

Drain Plug Gasket 

56-55 

70822 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

56-55 

VS 50005 C 

Cork; 1/8" thick 

1 

Valve Cover Gasket Set 

56-55 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

56-55 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

56-55 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

56-55 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

56-55 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

56-55 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

56-55 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

56-55 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

56-55 

11497 



327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN E" 1968 58 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Flead Gasket 

68 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

68 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

68 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

68 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

68 

7733 SP 

HeadSaver® 

1 

Head Set 

68 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

68 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

68 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

68 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

68 

MS 9617 


1 

Exh. Manifold Gasket Set 

68 

MS 9275 B 
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GMC Truck (Incl. SUV’s) 


58 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN E" 1968 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

68 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

68 

60985 

Opt. sintered metal; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

68 

8194 

Packing; 1 or 2 Req'd.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

68 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

68 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

68 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

68 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

68 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

68 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

68 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

68 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

68 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

68 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

68 

5152 

To block 

1 

Water Pump Gasket 

68 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

60038 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68 

PART NO. 

60043 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

68 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

68 

72665 

Distributor to oil pump shaft retainer 

59 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. 1969-1962 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-62 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

69-62 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-62 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

69-62 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

69-62 

7733 SP 

HeadSaver® 

1 

Head Set 

69-62 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69-62 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-62 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-62 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 
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GMC Truck (Incl. SUV’s) 



327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. 1969-1962 59 

(cont.) 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-62 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-62 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68-62 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-62 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-62 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-62 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-62 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-62 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-62 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-62 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-62 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-62 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-62 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-62 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-62 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-62 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-62 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-62 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-62 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69-62 

VS 12869 T 

PermaDryPlus® 

1 

Vaive Cover Gasket Set 

69-62 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69-62 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-62 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-62 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-62 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-62 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-62 

5152 

To block 

1 

Water Pump Gasket 

69-62 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-62 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-62 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-62 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-62 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-62 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-62 

9394 

Governor 

1 

Carb. Mounting Gasket 

67-62 

9288 

Exc. Governor 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-62 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-62 

72665 

Distributor to oil pump shaft retainer 


327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. 1969-1964 60 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

69-64 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

69-64 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


60 327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1969-1964 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-64 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

69-64 

7733 SP 

HeadSaver® 

1 

Head Set 

69-64 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

69-64 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

69-64 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-64 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

69-64 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-64 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 90314-2 


1 

Int. Manifold Gasket Set 

68-64 

MS 9617 


1 

Exh. Manifold Gasket Set 

69-64 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

69-64 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-64 

60985 

Opt. sintered metal; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

8194 

Packing; 1 or 2 Req’d.; 2 1/32" ID 

2 

Exhaust Pipe Gasket 

69-64 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-64 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

69-64 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-64 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-64 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

69-64 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

69-64 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-64 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

69-64 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-64 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69-64 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

69-64 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

69-64 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

69-64 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

69-64 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-64 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

69-64 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-64 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-64 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-64 

5152 

To block 

1 

Water Pump Gasket 

69-64 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-64 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-64 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-64 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-64 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

67-64 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60043 


1 

Carb. Mounting Gasket 

67-64 

9474 
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GMC Truck (Incl. SUV’s) 



327 5.4L (5360cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. 1969-1964 

60 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

69-64 

70194 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

69-64 

72665 

Distributor to oil pump shaft retainer 



336.9 5.5L (5522cc) OHV V8 (16 Valve) (Pontiac), 3.875" Bore (GMC Eng.), 2 Bbl. 1959-1958 

61 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

59-58 

MS 9498 SH-1 



1 

Exh. Manifold Gasket Set 

59 

MS 9499 SH 



1 

Exh. Manifold Gasket Set 

58 

MS 9499 SH 

From Eng. Ser. No. 33635001 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


4 

Exhaust Pipe Gasket 

59-58 

8938 

Manifold & connector; 2 to 4 Req'd.; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

59-58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

59-58 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

59 

OS 30191 C-3 



1 

Oil Pan Gasket Set 

58 

OS 30191 C-3 

From Eng. Ser. No. 33635001 


1 

Oil Pan Gasket Set 

58 

OS 11489 C 

To Eng. Ser. No. 33635000 


1 

Drain Plug Gasket 

59-58 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

59 

BS 12173 

Rope 


1 

Rear Main Seal Set 

58 

BS 12173 

From Eng. Ser. No. 33635001; Rope 


1 

Rear Main Seal Set 

58 

BS 5974 

To Eng. Ser. No. 33635000; Rope 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

59-58 

PS 11488 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

59-58 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

59-58 

35062 

Water Outlet; 1 13/16" ID 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

59-58 

12967 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

59-58 

TCS 12681-1 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

59-58 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

59-58 

9093 

Insulator to spacer; Exc. Governor 


1 

Carb. Mounting Gasket 

59-58 

60099 

Spacer to manifold 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

59-58 

11497 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

59 

12172 



1 

Oil Pump Gasket 

58 

12172 

From Eng. Ser. No. 33635001 



347 5.7L (5687cc) OHV V8 (16 Valve) (Pontiac), 3.9375" Bore (GMC Eng.), 2 Bbl. 1957 

62 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

57 

FS 7729 S 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

57 

MS 9498 SH-1 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


4 

Exhaust Pipe Gasket 

57 

8938 

Pipe to manifold; 2 to 4 Req’d.; 2 5/8" OD 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

57 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

57 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

57 

OS 11489 C 



1 

Drain Plug Gasket 

57 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

57 

BS 5974 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

57 

VS 50005 C 

Cork; 1/8" thick 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


62 347 5.7L (5687cc) OHV V8 (16 Valve) (Pontiac), 3.9375" 

Bore (GMC Eng.), 2 Bbl. 1957 

(cont.) 




QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

57 

VS 50005 R 

Rubber; 1/8" thick 

2 

Load Spreader Set 

57 

ES 72676 

Valve Cover 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

57 

PS 11488 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

57 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

57 

35062 

Water Outlet; 1 13/16" ID 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

57 

12967 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

57 

TCS 12681-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

57 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

57 

9093 

Insulator to spacer; Exc. Governor 

1 

Carb. Mounting Gasket 

57 

60099 

Spacer to manifold 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

57 

11497 


63 348 5.7L (5704cc) OHV V8 (16 Valve) (Chevrolet), 4.125 

" Bore (GMC Eng.), 2 Bbl. 1965-1958 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-58 

8007 PT 


1 

Head Set 

65-58 

HS 8007 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-58 

FS 8007 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-58 

MS 9459 B 


1 

Exh. Manifold Gasket Set 

65-58 

MS 9908 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65-58 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-58 

9097 

Heat riser; 1 or 2 Req'd.; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-58 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

65-58 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-58 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

65-58 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-58 

OS 13190 C 


1 

Drain Plug Gasket 

65-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-58 

BS 40096 

2nd Design; Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-58 

VS 13199 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-58 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-58 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65-58 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-58 

11726 

To block 

1 

Water Pump Gasket 

65-58 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-58 

TCS 11727-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-58 

5198 

2 5/8"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-58 

9394 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

65-58 

72665 

Distributor to oil pump shaft retainer 
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GMC Truck (Incl. SUV’s) 



348 5.7L (5704cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. 1965-1958 64 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

65-58 

8007 PT 


1 

Head Set 

65-58 

HS 8007 PT-3 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65-58 

FS 8007 PT-3 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

65-58 

MS 9459 B 


1 

Exh. Manifold Gasket Set 

65-58 

MS 9908 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

65-58 

60083 

Heat riser; 1 or 2 Req'd.; 2 11/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-58 

9097 

Heat riser; 1 or 2 Req'd.; 3" bolt hole centers 

2 

Exhaust Pipe Gasket 

65-58 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

65-58 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-58 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

65-58 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65-58 

OS 13190 C 


1 

Drain Plug Gasket 

65-58 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65-58 

BS 40096 

2nd Design; Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65-58 

VS 13199 R 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65-58 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65-58 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

65-58 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

65-58 

11726 

To block 

1 

Water Pump Gasket 

65-58 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65-58 

TCS 11727-1 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65-58 

11528 

4" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

65-58 

9474 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

65-58 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5733cc) OHV V8 (16 Valve) (Oldsmobile), 4.057" 

Bore (GMC Eng.), MFI Diesel "VIN Z" 1980-1978 65 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-78 

8983 PT 

Piston out-of-deck .018" - .025"; 4.170" gskt. bore; Standard 
thickness 

2 

Head Gasket 

80-78 

8716 PT-1 

Piston out-of-deck .026" - .032"; 4.170" gskt. bore; .010" 
thicker for use when block is refaced 

1 

Head Set w/o Head Gasket 

80-78 

HSU 8716 

w/External EGR; w/1 stud air cleaner; Head gskts. not incl.; 
Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-78 

CS 8716 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-78 

MS 9947-2 

w/External EGR; w/1 stud air cleaner 

1 

Exh. Manifold Gasket Set 

80-78 

MS 90021 

1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-78 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-78 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-78 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

80-78 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-78 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-78 

VS 13403 C 

Cork 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN A" 1971 66 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16” ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

5152 

To block 

1 

Water Pump Gasket 

71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN B" 1971 67 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

71 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

71 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

71 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

71 

7733 SP 

HeadSaver® 

1 

Head Set 

71 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

71 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

71 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

71 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

71 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


67 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN B" 1971 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

5152 

To block 

1 

Water Pump Gasket 

71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32” ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

71 

PART NO. 

60255 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

71 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 

68 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN E" 1972-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-69 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

72-69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

72-69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

72-69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

72-69 

7733 SP 

HeadSaver® 

1 

Head Set 

72-69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

72-69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

72-69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

72-69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

72-69 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

72-69 

72-69 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72-69 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

72-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72-69 

60986 

Opt. sintered metal; 2 17/32" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN E" 1972-1969 68 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72-69 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72-69 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-69 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

72-69 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

72-69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

72-69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

1 

Drain Plug Gasket 

72-69 

70822 

incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

72-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

72-69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

72-69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

72-69 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

72-69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

72-69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-69 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

72-69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72-69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72-69 

5152 

To block 

1 

Water Pump Gasket 

72-69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-69 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72-69 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72-69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60253 


1 

Carb. Mounting Gasket 

71 

60251 


1 

Carb. Mounting Gasket 

70-69 

60099 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72-69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72-69 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN H" 1975-1972 69 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-72 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 

2 

Head Gasket 

75-72 

7733 SH-1 

recommended 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

75-72 

501 SD 

Embossed steel 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

75-72 

7733 PT-2 

PermaTorque Severe Duty® 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket Spacer Shim 

75-72 

7733 SP 

PermaTorque® 

HeadSaver® 

1 

Head Set 

75-72 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 

1 

Head Set 

75-72 

HS 7733 PT-2 

not incl.; Head bolt replacement recommended 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 

2 

Head Bolt Set 

75-72 

ES 72856 

not incl.; Head bolt replacement recommended 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


69 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "VIN H" 1975-1972 

QTY 

FULL GASKET SET (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-72 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-72 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

75-72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75-72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

75-72 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75-72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

75-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

75-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

75-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75-72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

75-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

75-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-72 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-72 

5152 

To block 

1 

Water Pump Gasket 

75-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

75-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

72 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60248 


1 

Carb. Mounting Gasket 

73 

60254 


1 

Carb. Mounting Gasket 

72 

60253 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

75 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

75 

70950 


1 

EGR Gasket 

74-73 

70836 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN H" 1975-1972 69 

(cont.) 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-72 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN J" 1972 7Q 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

8651 PT 

H/D eng.; Head bolts not inch; Head bolt replacement 
recommended 

2 

Head Gasket 

72 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

72 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

72 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

7733 SP 

HeadSaver® 

1 

Head Set 

72 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

1 

Head Set 

72 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

2 

Head Bolt Set 

72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

1 

Full Gasket Set 

72 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

72 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

72 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

5152 

To block 

1 

Water Pump Gasket 

72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45165 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

72 

16202 

Timing Cover; Use w/installation tool 


(continued on next page) 


1053 






GMC Truck (Incl. SUV’s) 


70 350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN J" 1972 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

72 

PART NO. 

60255 

DESCRIPTION 

QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

72 

PART NO. 

70194 

DESCRIPTION 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 

71 350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN K" 1973-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

73-71 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

73-71 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

73-71 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

73-71 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

73-71 

7733 SP 

HeadSaver® 

1 

Head Set 

73-71 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Head Set 

73-71 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

73-71 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-71 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

73-71 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not incl.; Head bolt replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

73-71 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

73-71 

73-71 

PART NO. 

MS 90314-2 

MS 9275 B 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

73-71 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

73-71 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

73-71 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

73-71 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

73-71 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

73-71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

73-71 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

73-71 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73-71 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

73-71 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

73-71 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

73-71 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

73-71 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

73-71 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

73-71 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

73-71 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

73-71 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

73-71 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

73-71 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

73-71 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

73-71 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN K" 1973-1971 71 





(cont.) 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

73-71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

73-71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

73-71 

5152 

To block 

1 

Water Pump Gasket 

73-71 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

73-71 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

73-71 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

73-71 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

73-71 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

73-71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73-71 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

73-71 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

73-71 

72665 

Distributor to oil pump shaft retainer 

350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN L" 1980-1972 72 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-72 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

80-72 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket 

76-72 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

76-72 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket Spacer Shim 

80-72 

7733 SP 

HeadSaver® 

1 

Head Set 

80-77 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

1 

Head Set 

76-72 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

76-72 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

80-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-77 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

1 

Full Gasket Set 

76-72 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

76-72 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90314-2 


1 

Int. Manifold Gasket Set 

78 

MS 90314-2 

Exc. Chevrolet C20 Pickup Cheyenne, Custom Deluxe, 
Scottsdale, C20 Suburban Custom Deluxe, Scottsdale, C30 
Pickup Cheyenne, Custom Deluxe, Scottsdale, G20 Van 
Beauville, Chevy Van, Sportvan, G30 Van Beauville, Chevy 
Van, Hi-Cube, Sportvan, K20 Pickup Cheyenne, Custom 
Deluxe, Scottsdale, K20 Suburban 

1 

Int. Manifold Gasket Set 

78 

MS 90314-3 

Chevrolet C20 Pickup Cheyenne, Custom Deluxe, Scottsdale, 
C20 Suburban Custom Deluxe, Scottsdale, C30 Pickup 
Cheyenne, Custom Deluxe, Scottsdale, G20 Van Beauville, 
Chevy Van, Sportvan, G30 Van Beauville, Chevy Van, 

Hi-Cube, Sportvan, K20 Pickup Cheyenne, Custom Deluxe, 
Scottsdale, K20 Suburban Cust 

1 

Int. Manifold Gasket Set 

77-76 

MS 90314-3 


1 

Int. Manifold Gasket Set 

75 

MS 90314-2 


1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-72 

MS 9275 B 



(continued on next page) 


1055 








GMC Truck (Incl. SUV’s) 


72 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN L" 1980-1972 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-72 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

80-72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80-72 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410C 

Cork 

1 

Oil Pan Gasket Set 

80-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

80-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-72 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-72 

5152 

To block 

1 

Water Pump Gasket 

80-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-74 

60249 


1 

Carb. Mounting Gasket 

73-72 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-75 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-72 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80-76 

ES 72671 


73 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. "VIN M" 1980-1979 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-79 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 
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(continued on next page) 








GMC Truck (Incl. SUV’s) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN M" 1980-1979 73 

(cont.) 

QTY 

CYLINDER HEAD (cont) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-79 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

80-79 

7733 SP 

HeadSaver® 

1 

Head Set 

80-79 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

80-79 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79 

FS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-79 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-79 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-79 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

80-79 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-79 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-79 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-79 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410 C 

Cork 

1 

Oil Pan Gasket Set 

80-79 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

79 

OS 5197 C-5 

Cork 

1 

Drain Plug Gasket 

80-79 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-79 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-79 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-79 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-79 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-79 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-79 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80-79 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-79 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-79 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-79 

5152 

To block 

1 

Water Pump Gasket 

80-79 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-79 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

80-79 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-79 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-79 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-79 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-79 

60249 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-79 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-79 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80-79 

70950 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


73 350 5.7L (5736CC) OHV V8 (1 6 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN M" 1980-1979 

QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-79 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80-79 

ES 72671 


74 350 5.7L (5736CC) OHV V8 (1 6 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN P" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

80 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

80 

7733 SP 

HeadSaver® 

1 

Head Set 

80 

HS 7733 PT-2 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

80 

ES 72856 

Replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

80 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

80 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30410 C 

Cork 

1 

Oil Pan Gasket Set 

80 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

80 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

5152 

To block 

1 

Water Pump Gasket 

80 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60445 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

70194 



(continued on next page) 


1058 






GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN P" 1980 74 

(cont.) 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80 

ES 72671 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. "VIN V" 1976-1973 75 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-73 

8651 PT 

H/D eng.; Head bolts not inch; Head bolt replacement 
recommended 

2 

Head Gasket 

76-73 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

76-73 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

76-73 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

76-73 

7733 SP 

HeadSaver® 

1 

Head Set 

76-73 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

1 

Head Set 

76-73 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

2 

Head Bolt Set 

76-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-73 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

1 

Full Gasket Set 

76-73 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 
not inch; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-73 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90314-3 


1 

Int. Manifold Gasket Set 

75-73 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76-73 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-73 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

76-73 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-73 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

76-73 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

76-73 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-73 

35062 

Water Outlet; 1 13/16" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


75 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. "VIN V" 1976-1973 

(cont.) 





WATER OUTLET GASKET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-73 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-73 

5152 

To block 

1 

Water Pump Gasket 

76-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

76-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-73 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60248 


1 

Carb. Mounting Gasket 

73 

60254 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-75 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-73 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

76 

ES 72671 


76 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. LPG "VIN W" 1976-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-73 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

76-73 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

76-73 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

76-73 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

76-73 

7733 SP 

HeadSaver® 

1 

Head Set 

76-73 

HS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Head Set 

76-73 

HS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

76-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-73 

FS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Full Gasket Set 

76-73 

FS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-73 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-73 

MS 90322 

LPG 

1 

Exh. Manifold Gasket Set 

76-73 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-73 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

76-73 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

9587 

Packing; 2 17/32" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. LPG "VIN W" 1976-1973 76 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

76-73 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

76-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-73 

5152 

To block 

1 

Water Pump Gasket 

76-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-73 

5292 

3 1/2" ID x 3 9/16" OD 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60248 


1 

Carb. Mounting Gasket 

73 

60254 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-75 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-73 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

76 

ES 72671 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. LPG "VIN W" 1976-1973 77 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-73 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

76-73 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

76-73 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

76-73 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

76-73 

7733 SP 

HeadSaver® 
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GMC Truck (Incl. SUV’s) 


77 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. LPG "VIN W" 1976-1973 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

76-73 

HS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Head Set 

76-73 

HS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

76-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-73 

FS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Full Gasket Set 

76-73 

FS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

76-73 

PART NO. 

CS 7733-2 

DESCRIPTION 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

1 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

76-73 

76-73 

MS 90322 

MS 9275 B 

LPG 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-73 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

76-73 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-73 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

76-73 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

76-73 

70822 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76-73 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-73 

5152 

To block 

1 

Water Pump Gasket 

76-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

76-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-73 

60038 

5 1/32" ID 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

76-74 

PART NO. 

60249 

DESCRIPTION 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. LPG "VIN W" 1976-1973 77 

(cont.) 


CARB & FUEL INJECTION 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

73 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-75 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-73 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

76 

ES 72671 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. "VIN Y" 1975-1973 78 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-73 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

75-73 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

75-73 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

75-73 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

75-73 

7733 SP 

HeadSaver® 

1 

Head Set 

75-73 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

75-73 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

75-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-73 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

75-73 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90314-2 


1 

Int. Manifold Gasket Set 

74 

MS 90314-3 


1 

Int. Manifold Gasket Set 

73 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75-73 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-73 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

75-73 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

75-73 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

75-73 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

75-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75-73 

VS 12869 AC 

Cork; 7/32" thick 


(continued on next page) 


1063 








GMC Truck (Incl. SUV’s) 


78 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN Y" 1975-1973 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75-73 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

75-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

75-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-73 

5152 

To block 

1 

Water Pump Gasket 

75-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

75-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

73 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

75 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-73 

72665 

Distributor to oil pump shaft retainer 

79 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 2 Bbl. 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 





recommended 

2 

Head Gasket 

71-69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

71-69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

71-69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

71-69 

7733 SP 

HeadSaver® 

1 

Head Set 

71-69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Head Set 

71-69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

2 

Head Bolt Set 

71-69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

1 

Full Gasket Set 

71-69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not incl.; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71-69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-69 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-69 

60986 

Opt. sintered metal; 2 17/32" ID 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. 1971-1969 79 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-69 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-69 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

71-69 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

1 

Drain Plug Gasket 

71-69 

70822 

incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

71-69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

5152 

To block 

1 

Water Pump Gasket 

71-69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60251 


1 

Carb. Mounting Gasket 

70-69 

60099 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-69 

72665 

Distributor to oil pump shaft retainer 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. LPG 1976-1969 80 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-69 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 

2 

Head Gasket 

76-69 

7733 SH-1 

recommended 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76-69 

501 SD 

Embossed steel 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket 

76-69 

7733 PT-2 

PermaTorque Severe Duty® 

Head bolts not incl.; Head bolt replacement recommended; 

2 

Head Gasket Spacer Shim 

76-69 

7733 SP 

PermaTorque® 

HeadSaver® 

1 

Head Set 

76-69 

HS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 

1 

Head Set 

76-69 

HS 7733 PT-2 

& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 

2 

Head Bolt Set 

76-69 

ES 72856 

& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

Replacement recommended 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


80 350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. LPG 1976-1969 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-69 

FS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Full Gasket Set 

76-69 

FS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-69 

MS 90322 

LPG 

1 

Exh. Manifold Gasket Set 

76-69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-69 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

76-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-69 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76-69 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-69 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

76-69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

76-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76-69 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-69 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

76-69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-69 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-69 

5152 

To block 

1 

Water Pump Gasket 

76-69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-69 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

74-69 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

76-69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-73 

5292 

3 1/2" ID x 3 9/16" OD 

1 

Air Cleaner Gasket 

72-69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60248 


1 

Carb. Mounting Gasket 

73 

60254 


1 

Carb. Mounting Gasket 

72 

60253 


1 

Carb. Mounting Gasket 

71 

60251 


1 

Carb. Mounting Gasket 

70-69 

60099 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-75 

72587 
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GMC Truck (Incl. SUV’s) 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 2 Bbl. LPG 1976-1969 80 

(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-69 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-69 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

76 

ES 72671 


350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. 1971-1969 81 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8651 PT 

H/D eng.; Head bolts not inch; Head bolt replacement 





recommended 

2 

Head Gasket 

71-69 

7733 SH-1 

Head bolts not inch; Head bolt replacement recommended; 





Embossed steel 

2 

Head Gasket 

71-69 

501 SD 

Head bolts not inch; Head bolt replacement recommended; 





PermaTorque Severe Duty® 

2 

Head Gasket 

71-69 

7733 PT-2 

Head bolts not inch; Head bolt replacement recommended; 





PermaTorque® 

2 

Head Gasket Spacer Shim 

71-69 

7733 SP 

HeadSaver® 

1 

Head Set 

71-69 

HS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not inch; Head bolt replacement recommended 

1 

Head Set 

71-69 

HS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not inch; Head bolt replacement recommended 

2 

Head Bolt Set 

71-69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 7733 SH-2 

Embossed steel; Head bolts & 2 17/32" ID exh. pipe packing 





not inch; Head bolt replacement recommended 

1 

Full Gasket Set 

71-69 

FS 7733 PT-2 

PermaTorque®; Head bolts & 2 17/32" ID exh. pipe packing 





not inch; Head bolt replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-69 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71-69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-69 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

71-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-69 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

71-69 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-69 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

71-69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-69 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-69 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-69 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-69 

SS 5112 

Loc. Int. & Exh.; O-ring 

1 

Valve Stem Seal Set 

71-69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35062 

Water Outlet; 1 13/16" ID 
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GMC Truck (Incl. SUV’s) 


81 350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1971-1969 


WATER OUTLET GASKET 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-69 

5152 

To block 

1 

Water Pump Gasket 

71-69 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-69 

TCS 45165 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

71-69 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

60038 

5 1/32“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 


1 

Carb. Mounting Gasket 

70 

60111 


1 

Carb. Mounting Gasket 

69 

60043 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-69 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-69 

72665 

Distributor to oil pump shaft retainer 

82 350 5.7L (5736CC) OHV V8 (16 Valve) (Chevrolet), 4" 

Bore (GMC Eng.), 4 Bbl. LPG 1976-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-69 

8651 PT 

H/D eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket 

76-69 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

76-69 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

76-69 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket Spacer Shim 

76-69 

7733 SP 

HeadSaver® 

1 

Head Set 

76-69 

HS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Head Set 

76-69 

HS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

76-69 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-69 

FS 7733 SH-2 

Embossed steel; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

1 

Full Gasket Set 

76-69 

FS 7733 PT-2 

PermaTorque®; LPG int. manifold gskts. not incl.; Head bolts 
& 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-69 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76-69 

MS 90322 

LPG 

1 

Exh. Manifold Gasket Set 

76-69 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-69 

9672 

Heat riser; 2 3/4" bolt hole centers 

1 

Exhaust Pipe Gasket 

76-69 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-69 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76-69 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-69 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

76-69 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-69 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-69 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-69 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 
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GMC Truck (Incl. SUV’s) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Chevrolet), 4" Bore (GMC Eng.), 4 Bbl. LPG 1976-1969 

82 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 


1 

Drain Plug Gasket 

76-69 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

76-69 

BS 40013 

Rubber; Two-piece; Double lip 


1 

Rear Main Seal Set 

76-69 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

76-69 

VS 12869 

Cork; 5/32" thick 


1 

Valve Cover Gasket Set 

76-69 

VS 12869 AC 

Cork; 7/32" thick 


1 

Valve Cover Gasket Set 

76-69 

VS 50265 C 

Hi-Temp.; Cork 


1 

Valve Cover Gasket Set 

76-69 

VS 12869 T 

PermaDryPlus® 


1 

Valve Cover Gasket Set 

76-69 

VS 12869 R 

Rubber 


2 

Load Spreader Set 

76-69 

ES 72676 

Valve Cover 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

76-69 

SS 5112 

Loc. Int. & Exh.; O-ring 


1 

Valve Stem Seal Set 

76-69 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

76-69 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

76-69 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

76-69 

5152 

To block 


1 

Water Pump Gasket 

76-69 

13032 

To plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N' Seal® 


1 

Timing Cover Set 

74-69 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

74-69 

TCS 45165 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

76-69 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

76-69 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

76-69 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

76-74 

60249 



1 

Carb. Mounting Gasket 

73-71 

60255 



1 

Carb. Mounting Gasket 

70 

60111 



1 

Carb. Mounting Gasket 

69 

60043 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

76-75 

72587 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

76-69 

70194 




EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


2 

EGR Gasket 

76-75 

70950 



1 

EGR Gasket 

74-73 

70836 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

76-69 

72665 

Distributor to oil pump shaft retainer 


QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Cooler Mounting Set 

76 

ES 72671 




351 5.8L (5753cc) OHV V6 (12 Valve) (GMC), 4.5625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 351" 1968-1965 

83 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68-65 

MS 9674 



1 

Exh. Manifold Gasket Set 

68-65 

MS 9675 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-65 

9672 

2 3/4" bolt hole centers 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

68-65 

6579 

1 or 2 Req’d.; May also be used as a fuel pump block-off plate 





gasket if desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68-65 

OS 34404 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-65 

BS 40048 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68-65 

VS 12932 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68-65 

SS 5112 

O-ring 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


83 351 5.8L (5753cc) OHV V6 (12 Valve) (GMC), 4.5625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 351" 1968-1965 

(cont.) 





QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68-65 

12967 

w/Hydraulic Brakes 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68-65 

TCS 12937 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68-65 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

65 

9093 

Governor 


84 351 5.8L (5753cc) OHV V6 (12 Valve) (GMC), 4.5625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 351C" 

1968-1966 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68-66 

MS 9674 



1 

Exh. Manifold Gasket Set 

68-66 

MS 9675 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-66 

9672 

2 3/4" bolt hole centers 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

68-66 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68-66 

OS 34404 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-66 

BS 40048 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68-66 

VS 12932 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68-66 

SS 5112 

O-ring 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68-66 

12967 

w/Hydraulic Brakes 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68-66 

TCS 12937 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68-66 

5198 

2 5/8" ID 


85 351 5.8L (5753cc) OHV V6 (12 Valve) (GMC), 4.5625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 351E" 

1968-1966 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-66 

9672 

2 3/4" bolt hole centers 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

68-66 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68-66 

OS 34404 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-66 

BS 40048 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68-66 

VS 12932 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68-66 

SS 5112 

O-ring 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68-66 

12967 

w/Hydraulic Brakes 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68-66 

TCS 12937 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68-66 

5198 

2 5/8" ID 


86 351 5.8L (5753cc) OHV V6 (12 Valve) (GMC), 4.5625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 351M" 

1968-1966 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-66 

9672 

2 3/4" bolt hole centers 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

68-66 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68-66 

OS 34404 C 
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GMC Truck (Incl. SUV’s) 



351 5.8L (5753cc) OHV V6 (12 Valve) (GMC), 4.5625" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code 351M" 1968-1966 

86 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-66 

BS 40048 

Rubber; Two-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

68-66 

PART NO. 

VS 12932 R 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68-66 

SS 5112 

O-ring 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68-66 

12967 

w/Hydraulic Brakes 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

68-66 

PART NO. 

TCS 12937 

DESCRIPTION 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

68-66 

5198 

2 5/8" ID 



366 6.0L (5999cc) OHV V8 (16 Valve) (Chevrolet), 3.9375" Bore (GMC Eng.), 4 Bbl. 1967-1966 

87 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

67-66 

502 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

67-66 

8180 PT-2 

PermaTorque® 


2 

Head Gasket Spacer Shim 

67-66 

8180 SP-1 

HeadSaver® 


1 

Head Set 

67-66 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


2 

Head Bolt Set 

67-66 

ES 72264 

Replacement recommended 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

67-66 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

67-66 

PART NO. 

CS 8180-1 

DESCRIPTION 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

67-66 

MS 90240-3 

Exc. LPG 


1 

Int. Manifold Gasket Set 

67-66 

MS 90323 

LPG 


1 

Exh. Manifold Gasket Set 

67-66 

MS 90206 

OEM style 


1 

Exh. Manifold Gasket Set 

67-66 

MS 90502 

Opt. H/D 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

67-66 

60083 

Heat riser; 2 11/16" bolt hole centers 


1 

Exhaust Pipe Gasket 

67-66 

9672 

Heat riser; 2 3/4" bolt hole centers 


1 

Exhaust Pipe Gasket 

67-66 

60117 

Heat riser; 3 1/16" bolt hole centers 


1 

Exhaust Pipe Gasket 

67-66 

60986 

Opt. sintered metal; 2 17/32" ID 


1 

Exhaust Pipe Gasket 

67-66 

9587 

Packing; 2 17/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

67-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

67-66 

OS 30061 C-1 

Cork 


1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

67-66 

67-66 

OS 30061 T 

70822 

PermaDryPlus®; Oil Pan SnapUps® incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

67-66 

BS 40096-1 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

67-66 

VS 30055 C 

Cork; Old design 


1 

Valve Cover Gasket Set 

67-66 

VS 30055 R 

Rubber; Improved design 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

67-66 

SS 71152 

Premium valve stem seals incl. 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

67-66 

30178 

Thermostat Housing; Thermostat elbow 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

67-66 

30160 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

67-66 

30060 

To block 


1 

Water Pump Gasket 

67-66 

11725 

To plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

67-66 

TCS 45060 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

67-66 

TCS 45272 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

67-66 

16205 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

67-66 

16311 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

67-66 

11528 

4" ID 
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GMC Truck (Incl. SUV’s) 


87 366 6.0L (5999cc) OHV V8 (16 Valve) (Chevrolet), 3.9375" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1967-1966 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

67-66 

60148 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67-66 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

67-66 

72665 

Distributor to oil pump shaft retainer 

88 396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" 

Bore (GMC Eng.), 4 Bbl. "VIN E" 1969-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-68 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-68 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-68 

8180 SP-1 

HeadSaver® 

1 

Head Set 

69-68 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

69-68 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-68 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

69-68 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-68 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

69-68 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

30060 

To block 

1 

Water Pump Gasket 

69-68 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45060 

w/o Sleeve 'N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45272 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-68 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

60038 

51/32"ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60043 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 


1072 







GMC Truck (Incl. SUV’s) 



396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" Bore (GMC Eng.), 4 Bbl. "VIN Y" 1969-1968 

89 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69-68 

502 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

69-68 

8180 PT-2 

PermaTorque® 


2 

Head Gasket Spacer Shim 

69-68 

8180 SP-1 

HeadSaver® 


1 

Head Set 

69-68 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


2 

Head Bolt Set 

69-68 

ES 72264 

Replacement recommended 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69-68 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

69-68 

PART NO. 

CS 8180-1 

DESCRIPTION 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

69-68 

MS 90240-2 

Exc. LPG 


1 

Int. Manifold Gasket Set 

69-68 

MS 90323 

LPG 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90206 

OEM style 


1 

Exh. Manifold Gasket Set 

69-68 

MS 90502 

Opt. H/D 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

69-68 

60117 

Heat riser; 3 1/16" bolt hole centers 


2 

Exhaust Pipe Gasket 

69-68 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 


2 

Exhaust Pipe Gasket 

69-68 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

69-68 

OS 30061 C-1 

Cork 


1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

69-68 

69-68 

OS 30061 T 

70822 

PermaDryPlus®; Oil Pan SnapUps® incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

69-68 

BS 40096-1 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Vaive Cover Gasket Set 

69-68 

VS 30055 C 

Cork; Old design 


1 

Valve Cover Gasket Set 

69-68 

VS 30055 R 

Rubber; Improved design 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

69-68 

SS 71152 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

69-68 

30060 

To block 


1 

Water Pump Gasket 

69-68 

11725 

To plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

69-68 

TCS 45060 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45272 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

69-68 

16205 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

69-68 

16311 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

69-68 

60038 

5 1/32" ID 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69-68 

PART NO. 

60043 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

69-68 

PART NO. 

70194 

DESCRIPTION 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 



396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" Bore (GMC Eng.), 2 Bbl. 1969-1968 

90 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

69-68 

502 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

69-68 

8180 PT-2 

PermaTorque® 


2 

Head Gasket Spacer Shim 

69-68 

8180 SP-1 

HeadSaver® 


1 

Head Set 

69-68 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


2 

Head Bolt Set 

69-68 

ES 72264 

Replacement recommended 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

69-68 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 
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GMC Truck (Incl. SUV’s) 


90 396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. 1969-1968 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-68 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-68 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

69-68 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-68 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-68 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-68 

60986 

Opt. sintered metal; 1 or 2 Req'd.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-68 

9587 

Packing; 1 or 2 Req'd.; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-68 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

69-68 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-68 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-68 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

69-68 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-68 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-68 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-68 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-68 

30060 

To block 

1 

Water Pump Gasket 

69-68 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-68 

TCS 45060 

w/o Sleeve 'N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69-68 

TCS 45272 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69-68 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-68 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-68 

5198 

2 5/8" ID 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-68 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-68 

72665 

Distributor to oil pump shaft retainer 

91 396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" 

Bore (GMC Eng.), 4 Bbl. 1969-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69-66 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

69-66 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

69-66 

8180 SP-1 

HeadSaver® 

1 

Head Set 

69-66 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

69-66 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69-66 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69-66 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69-66 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

69-66 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

69-66 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

69-66 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69-66 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

69-66 

60986 

Opt. sintered metal; 1 or 2 Req’d.; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

69-66 

9587 

Packing; 1 or 2 Req’d.; 2 17/32" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



396 6.5L (6489cc) OHV V8 (16 Valve) (Chevrolet), 4.0938" Bore (GMC Eng.), 4 Bbl. 1969-1966 91 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-66 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

69-66 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

69-66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-66 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-66 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

69-66 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69-66 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69-66 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

69-66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

69-66 

30060 

To block 

1 

Water Pump Gasket 

69-66 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-66 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

69-66 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

69-66 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69-66 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69-66 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69-68 

60043 


1 

Carb. Mounting Gasket 

67-66 

60002 

Carter 

1 

Carb. Mounting Gasket 

67-66 

60002 

Holley 

1 

Carb. Mounting Gasket 

67-66 

60043 

Rochester 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69-66 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

69-66 

72665 

Distributor to oil pump shaft retainer 


400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN E" 1972 92 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

72 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

72 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

72 

70822 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


92 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN E" 1972 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

72 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

5152 

To block 

1 

Water Pump Gasket 

72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 

93 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN K" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

70 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

70 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

70 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

70 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

70 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN K" 1970 93 

(cont.) 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

70 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

70 

5152 

To block 

1 

Water Pump Gasket 

70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60111 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

70 

72665 

Distributor to oii pump shaft retainer 


400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN M" 1975 94 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

75 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

2 

Head Bolt Set 

75 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 
replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

75 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

75 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

75 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

75 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

75 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

75 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

75 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

75 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

75 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

75 

VS 12869 R 

Rubber 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


94 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN M" 1975 

(cont.) 




QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Load Spreader Set 

75 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

75 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75 

5152 

To block 

1 

Water Pump Gasket 

75 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75 

60249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

75 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75 

72665 

Distributor to oil pump shaft retainer 

95 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN R" 1980-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-72 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

80-72 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

80-72 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-72 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-72 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-79 

MS 90314-2 


1 

Int. Manifold Gasket Set 

78 

MS 90314-2 

Chevrolet Blazer Base, CIO Pickup Big Ten, Cheyenne, 





Custom Deluxe, Scottsdale, CIO Suburban Custom Deluxe, 
Scottsdale, G10 Van Beauville, Chevy Van, Sportvan, K10 
Pickup Cheyenne, Custom Deluxe, Scottsdale, K10 

Suburban Base, Custom Deluxe, Scottsdale, K5 Blazer 
Cheyenne, Custom Deluxe 1 GMC Cl 5 Pi 

1 

Int. Manifold Gasket Set 

78 

MS 90314-3 

Exc. Chevrolet Blazer Base, CIO Pickup Big Ten, Cheyenne, 
Custom Deluxe, Scottsdale, CIO Suburban Custom Deluxe, 
Scottsdale, G10 Van Beauville, Chevy Van, Sportvan, K10 
Pickup Cheyenne, Custom Deluxe, Scottsdale, K10 

Suburban Base, Custom Deluxe, Scottsdale, K5 Blazer 
Cheyenne, Custom Deluxe 1 GMC C 

1 

Int. Manifold Gasket Set 

77-76 

MS 90314-3 


1 

Int. Manifold Gasket Set 

75-72 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80-72 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-72 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80-72 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80-72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80-72 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-75 

OS 5197 C-5 

Cork 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN R" 1980-1972 95 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-75 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-72 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 





incl. 

1 

Drain Plug Gasket 

80-72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-72 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80-72 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 

Cork; 5/32” thick 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80-72 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80-72 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80-72 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-72 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

80-72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-72 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

80-72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-72 

5152 

To block 

1 

Water Pump Gasket 

80-72 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-72 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

80-75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-72 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-72 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-74 

60249 


1 

Carb. Mounting Gasket 

73-72 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-78 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-72 

72665 

Distributor to oil pump shaft retainer 

400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN U" 1976-1973 96 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

76-73 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

76-73 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

76-73 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

76-73 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

76-73 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

76 

MS 90314-3 


1 

Int. Manifold Gasket Set 

75-73 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

76-73 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-73 

60985 

Opt. sintered metal; 2 1/32" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


96 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN U" 1976-1973 

QTY 

EXHAUST PIPE FLANGE 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

76-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

76-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-73 

6579 

May also be used as a fuel pump block-off plate gasket if 

1 

Fuel Pump Mounting Gasket 

76-73 

5182 

desired 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 34510T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

74-73 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 

1 

Drain Plug Gasket 

76-73 

70822 

incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

76-73 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

76-73 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

76-73 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

76-73 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

76-73 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

76-73 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

76-73 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

76-73 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

76-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

76-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

76-73 

5152 

To block 

1 

Water Pump Gasket 

76-73 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 45121 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

74-73 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45265 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

74-73 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-73 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-73 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

76-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

76-74 

60249 


1 

Carb. Mounting Gasket 

73 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

76-73 

70194 


QTY 

EXHAUST GAS 
RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

76-75 

70950 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

76-73 

72665 

Distributor to oil pump shaft retainer 

97 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN X" 1980 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

80 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 

2 

Head Bolt Set 

80 

ES 72856 

replacement recommended 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN X" 1980 97 

(cont.) 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

80 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

80 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Mounting Gasket 

80 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 5197 C-5 

Cork 

1 

Oil Pan Gasket Set 

80 

OS 34510 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

80 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

80 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

80 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

80 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

80 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

80 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

80 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

5152 

To block 

1 

Water Pump Gasket 

80 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45121 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45265 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

80 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60249 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80 

72587 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

2 

EGR Gasket 

80 

70950 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 

400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. 1971-1970 98 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

8364 PT 

Head bolts not incl.; Head bolt replacement recommended 

1 

Head Set 

71-70 

HS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 

2 

Head Bolt Set 

71-70 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8364 PT-3 

Head bolts & 2 17/32" ID exh. pipe packing not incl.; Head bolt 





replacement recommended 


(continued on next page) 


1081 








GMC Truck (Incl. SUV’s) 


98 400 6.6L (6556cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1971-1970 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90314-2 


1 

Exh. Manifold Gasket Set 

71-70 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60985 

Opt. sintered metal; 2 1/32“ ID 

1 

Exhaust Pipe Gasket 

71-70 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

8194 

Packing; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

71-70 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

71-70 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

71-70 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

71-70 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

71-70 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

71-70 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

71-70 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

5152 

To block 

1 

Water Pump Gasket 

71-70 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 


1 

Carb. Mounting Gasket 

70 

60111 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 

Distributor to oil pump shaft retainer 

99 402 6.6L (6588CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN E" 1972-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72-70 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72-70 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72-70 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72-70 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72-70 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-70 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN E" 1972-1970 

99 

(cont.) 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

72-70 

PART NO. 

CS 8180-1 

DESCRIPTION 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

72-70 

MS 90240-2 

Exc. LPG 


1 

Int. Manifold Gasket Set 

72-70 

MS 90323 

LPG 


1 

Exh. Manifold Gasket Set 

72-70 

MS 90206 

OEM style 


1 

Exh. Manifold Gasket Set 

72-70 

MS 90502 

Opt. H/D 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

72-70 

60117 

Heat riser; 3 1/16” bolt hole centers 


2 

Exhaust Pipe Gasket 

72-70 

60986 

Opt. sintered metal; 2 17/32" ID 


2 

Exhaust Pipe Gasket 

72-70 

9587 

Packing; 2 17/32" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

72-70 

OS 30061 C-1 

Cork 


1 

1 

Oil Pan Gasket Set 

Drain Plug Gasket 

72-70 

72-70 

OS 30061 T 

70822 

PermaDryPlus®; Oil Pan SnapUps® incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

72-70 

BS 40096-1 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

72-70 

VS 30055 C 

Cork; Old design 


1 

Valve Cover Gasket Set 

72-70 

VS 30055 R 

Rubber; Improved design 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

72-70 

SS 71152 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

72-70 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

72-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Water Pump Gasket 

72-70 

30060 

To block 


1 

Water Pump Gasket 

72-70 

11725 

To plate 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

72-70 

TCS 45060 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

72-70 

TCS 45272 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

72-70 

16205 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

72-70 

16311 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

72-70 

60038 

5 1/32" ID 


QTY 

1 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

Carb. Mounting Gasket 

YEARS 

72-71 

70 

PART NO. 

60255 

60111 

DESCRIPTION 


QTY 

1 

DISTRIBUTOR MOUNTING 

Distributor Mounting Gasket 

YEARS 

72-70 

PART NO. 

70194 

DESCRIPTION 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Shaft Guide 

72-70 

72665 

Distributor to oil pump shaft retainer 



402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN K" 1971 

100 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

71 

502 SD 

PermaTorque Severe Duty® 


2 

Head Gasket 

71 

8180 PT-2 

PermaTorque® 


2 

Head Gasket Spacer Shim 

71 

8180 SP-1 

HeadSaver® 


1 

Head Set 

71 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


2 

Head Bolt Set 

71 

ES 72264 

Replacement recommended 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

71 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 
Premium valve stem seals incl. 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71 

PART NO. 

CS 8180-1 

DESCRIPTION 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

71 

MS 90240-2 

Exc. LPG 


1 

Int. Manifold Gasket Set 

71 

MS 90323 

LPG 


1 

Exh. Manifold Gasket Set 

71 

MS 90206 

OEM style 


1 

Exh. Manifold Gasket Set 

71 

MS 90502 

Opt. H/D 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

71 

60117 

Heat riser; 3 1/16" bolt hole centers 



(continued on next page) 


1083 









GMC Truck (Incl. SUV’s) 


100 402 6-6L (6588CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN K" 1971 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

71 

60986 

Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

71 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

71 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

71 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71 

30060 

To block 

1 

Water Pump Gasket 

71 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71 

72665 

Distributor to oil pump shaft retainer 

101 402 6.6L (6588CC) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

72 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

72 

60986 

Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN S" 1972 101 

(cont.) 

QTY 

OIL PAN (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 


402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. "VIN U" 1972 102 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

72 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

72 

60986 

Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 71152 

Premium valve stem seals incl. 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


102 402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN U" 1972 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 

103 402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" 

Bore (GMC Eng.), 4 Bbl. 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8180 SP-1 

HeadSaver® 

1 

Head Set 

71-70 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

71-70 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

71-70 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60117 

Heat riser; 3 1/16" bolt hole centers 

2 

Exhaust Pipe Gasket 

71-70 

60986 

Opt. sintered metal; 2 17/32" ID 

2 

Exhaust Pipe Gasket 

71-70 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

30060 

To block 

1 

Water Pump Gasket 

71-70 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16205 

Timing Cover; Use w/installation tool 
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GMC Truck (Incl. SUV’s) 


402 6.6L (6588cc) OHV V8 (16 Valve) (Chevrolet), 4.125" Bore (GMC Eng.), 4 Bbl. 1971-1970 1 03 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

71-70 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 


1 

Carb. Mounting Gasket 

70 

60111 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 

Distributor to oil pump shaft retainer 

403 6.6L (6604cc) OHV V8 (16 Valve) (Oldsmobile), 4.351 11 Bore (GMC Eng.), 4 Bbl. "VIN K" 1978-1977 1 04 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-77 

8507 PT 


1 

Head Set 

78-77 

HS 8507 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-77 

FS 8507 PT 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-77 

CS 8171-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

78-77 

MS 96027 


1 

Exh. Manifold Gasket Set 

78-77 

MS 90021 

1 9/16“ x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-77 

60240 

Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-77 

13415 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-77 

OS 13419 C 

Cork 

1 

Oil Pan Gasket Set 

78-77 

OS 30471 C 

Cork-Ply® 

1 

Drain Plug Gasket 

78-77 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-77 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-77 

VS 13403 C 

Cork 

1 

Valve Cover Gasket Set 

78-77 

VS 50259 R 

Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

78-77 

VS 13403 R 

Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-77 

SS 70393 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-77 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

78-77 

35065 

w/A/C 

1 

Water Pump Gasket 

78-77 

35059 

w/o A/C 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-77 

TCS 13417 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

78-77 

TCS 45270 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

78-77 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-77 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-77 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-77 

60335 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-77 

72586 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

78-77 

424 

Distributor Mounting 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-77 

71098 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Gasket 

78-77 

9948 



(continued on next page) 
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GMC Truck (Incl. SUV’s) 


104 403 6.6L (6604cc) OHV V8 (16 Valve) (Oldsmobile), 4.351" Bore (GMC Eng.), 4 Bbl. "VIN K" 1978-1977 

(cont.) 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

78-77 

13458 


105 4 54 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN E" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8180 SP-1 

HeadSaver® 

1 

Head Set 

71-70 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

71-70 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Int. Manifold Gasket Set 

71-70 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

30060 

To block 

1 

Water Pump Gasket 

71-70 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 


1 

Carb. Mounting Gasket 

70 

60111 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 

Distributor to oil pump shaft retainer 

106 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN L" 1975-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-73 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75-73 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

75-73 

8180 SP-1 

HeadSaver® 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN L" 1975-1973 1 06 

(cont.) 

QTY 

CYLINDER HEAD (cont) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

75-73 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

2 

Head Bolt Set 

75-73 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-73 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90240-2 

Exc. LPG; California 

1 

Int. Manifold Gasket Set 

75 

MS 90240 

Exc. LPG; Exc. California 

1 

Int. Manifold Gasket Set 

75-73 

MS 90323 

LPG 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Exh. Manifold Gasket Set 

75-73 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

75-73 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

75-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

75-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-73 

30060 

To block 

1 

Water Pump Gasket 

75-73 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-73 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

75-73 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-73 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

75-73 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

73 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

71098 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-73 

72665 

Distributor to oil pump shaft retainer 

454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN S" 1980-1976 1 07 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

508 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80 

8523 PT-1 

PermaTorque® 

2 

Head Gasket 

79-76 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

79-76 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80-76 

8180 SP-1 

HeadSaver® 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


107 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1980-1976 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

80 

HS 8523 PT 

Premium valve stem seals incl. 

1 

Head Set 

79-76 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

2 

Head Bolt Set 

80-76 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8523 PT 

Premium valve stem seals incl. 

1 

Full Gasket Set 

79-76 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-76 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90240-2 


1 

Int. Manifold Gasket Set 

79 

MS 90240-2 

Exc. LPG 

1 

Int. Manifold Gasket Set 

79-76 

MS 90323 

LPG 

1 

Int. Manifold Gasket Set 

78-76 

MS 90240-2 

Exc. LPG; California 

1 

Int. Manifold Gasket Set 

78-76 

MS 90240 

Exc. LPG; Exc. California 

1 

Exh. Manifold Gasket Set 

80-76 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

80-76 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-76 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80-76 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-76 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-76 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

80-76 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

80-76 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-76 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-76 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

80-76 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-76 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-76 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80-76 

35562 T 

Water Outlet; 1 13/16“ ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80-76 

30060 

To block 

1 

Water Pump Gasket 

80-76 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-76 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-76 

TCS 45272 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80-76 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-76 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-76 

60038 

5 1/32“ ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-76 

60249 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-76 

72591 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-76 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-76 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80-76 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80-76 

ES 72671 
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GMC Truck (Incl. SUV’s) 



454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN V" 1972 108 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

72 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Int. Manifold Gasket Set 

72 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

72 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 


454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 1980-1972 1 09 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80 

508 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

80 

8523 PT-1 

PermaTorque® 

2 

Head Gasket 

72 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

72 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

80 

8180 SP-1 

HeadSaver® 

2 

Head Gasket Spacer Shim 

72 

8180 SP-1 

HeadSaver® 

1 

Head Set 

80 

HS 8523 PT 

Premium valve stem seals incl. 

1 

Head Set 

72 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

2 

Head Bolt Set 

80 

ES 72264 

Replacement recommended 


(continued on next page) 


1091 






GMC Truck (Incl. SUV’s) 


109 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN W" 1980-1972 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Bolt Set 

72 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80 

FS 8523 PT 

Premium valve stem seals incl. 

1 

Full Gasket Set 

72 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 

Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80 

CS 8180-1 


1 

Gasket Conversion Set 

72 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80 

MS 90240-2 


1 

Int. Manifold Gasket Set 

72 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

72 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Int. Manifold Gasket Set 

72 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

80 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

80 

MS 90502 

Opt. H/D 

1 

Exh. Manifold Gasket Set 

72 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

72 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

80 

9587 

Packing; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

72 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

72 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

80 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Oil Pan Gasket Set 

72 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

72 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

80 

70822 


1 

Drain Plug Gasket 

72 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80 

BS 40096-1 

Rubber; Two-piece 

1 

Rear Main Seal Set 

72 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

80 

VS 30055 R 

Rubber; Improved design 

1 

Valve Cover Gasket Set 

72 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

72 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80 

SS 71152 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

80 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

1 

Water Outlet Gasket 

72 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

72 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

80 

30060 

To block 

1 

Water Pump Gasket 

80 

11725 

To plate 

2 

Water Pump Gasket 

72 

30060 

To block 

1 

Water Pump Gasket 

72 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Cover Set 

72 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72 

TCS 45272 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

80 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve 

72 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80 

16311 

Timing Cover 

1 

Repair Sleeve Tool 

72 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

60038 

5 1/32" ID 

1 

Air Cleaner Gasket 

72 

60038 

5 1/32" ID 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 



454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 1980-1972 1 09 

(cont.) 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80 

60249 


1 

Carb. Mounting Gasket 

72 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80 

72591 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80 

70194 


1 

Distributor Mounting Gasket 

72 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80 

71098 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

80 

72665 

Distributor to oil pump shaft retainer 

1 

Oil Pump Shaft Guide 

72 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

80 

ES 72671 


454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN Y" 1978-1973 HQ 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-73 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

78-73 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

78-73 

8180 SP-1 

HeadSaver® 

1 

Head Set 

78-73 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

2 

Head Bolt Set 

78-73 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-73 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

78-73 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

78-75 

MS 90240-2 

Exc. LPG; California 

1 

Int. Manifold Gasket Set 

78-75 

MS 90240 

Exc. LPG; Exc. California 

1 

Int. Manifold Gasket Set 

78-73 

MS 90323 

LPG 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Exh. Manifold Gasket Set 

78-73 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

78-73 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

78-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

78-73 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

78-73 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

78-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-73 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

78-73 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

78-73 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-73 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

78-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

78-73 

30060 

To block 

1 

Water Pump Gasket 

78-73 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-73 

TCS 45060 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

78-73 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

78-73 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-73 

16311 

Timing Cover 


(continued on next page) 
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GMC Truck (Incl. SUV’s) 


110 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. "VIN Y" 1978-1973 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-74 

60249 


1 

Carb. Mounting Gasket 

73 

60255 


QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-76 

72591 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-75 

71098 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

78-73 

72665 

Distributor to oil pump shaft retainer 

QTY 

OIL COOLER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Cooler Mounting Set 

78-76 

ES 72671 


HI 4547.4L(7441 cc)OHVV8(16Valve)(Chevrolet),4.25" 

Bore (GMC Eng.), 4 Bbl. "VIN Z" 1975-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-73 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

75-73 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

75-73 

8180 SP-1 

HeadSaver® 

1 

Head Set 

75-73 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

2 

Head Bolt Set 

75-73 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

75-73 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-73 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75 

MS 90240-2 

Exc. LPG; California 

1 

Int. Manifold Gasket Set 

75 

MS 90240 

Exc. LPG; Exc. California 

1 

Int. Manifold Gasket Set 

75-73 

MS 90323 

LPG 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

74-73 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Exh. Manifold Gasket Set 

75-73 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

75-73 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

75-73 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

75-73 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-73 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

75-73 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

75-73 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-73 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

75-73 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-73 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-73 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

75-73 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

75-73 

30060 

To block 

1 

Water Pump Gasket 

75-73 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-73 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

75-73 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

75-73 

16205 

Timing Cover; Use w/installation tool 
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GMC Truck (Incl. SUV’s) 


454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. "VIN Z" 1975-1973 1 1 1 

(cont.) 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Repair Sleeve Tool 

75-73 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

75-74 

60249 


1 

Carb. Mounting Gasket 

73 

60255 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

75-73 

70194 



EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

75 

71098 


1 

EGR Gasket 

74-73 

70836 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

75-73 

72665 

Distributor to oil pump shaft retainer 

454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" Bore (GMC Eng.), 4 Bbl. 1971-1970 1 12 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-70 

502 SD 

PermaTorque Severe Duty® 

2 

Head Gasket 

71-70 

8180 PT-2 

PermaTorque® 

2 

Head Gasket Spacer Shim 

71-70 

8180 SP-1 

HeadSaver® 

1 

Head Set 

71-70 

HS 8180 PT-5 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

2 

Head Bolt Set 

71-70 

ES 72264 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 8180 PT-9 

Exh. pipe packing & LPG int. manifold gskts. not incl.; 





Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71-70 

CS 8180-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240 

Exc. LPG; w/EGR 

1 

Int. Manifold Gasket Set 

71-70 

MS 90240-2 

Exc. LPG; w/o EGR 

1 

Int. Manifold Gasket Set 

71-70 

MS 90323 

LPG 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90206 

OEM style 

1 

Exh. Manifold Gasket Set 

71-70 

MS 90502 

Opt. H/D 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

60986 

Opt. sintered metal; 2 17/32" ID 

1 

Exhaust Pipe Gasket 

71-70 

9587 

Packing; 2 17/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 C-1 

Cork 

1 

Oil Pan Gasket Set 

71-70 

OS 30061 T 

PermaDryPlus®; Oil Pan SnapUps® incl. 

1 

Drain Plug Gasket 

71-70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 40096-1 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Vaive Cover Gasket Set 

71-70 

VS 30055 C 

Cork; Old design 

1 

Valve Cover Gasket Set 

71-70 

VS 30055 R 

Rubber; Improved design 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

71-70 

SS 71152 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-70 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

71-70 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

71-70 

30060 

To block 

1 

Water Pump Gasket 

71-70 

11725 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 45060 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

71-70 

TCS 45272 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

71-70 

16205 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

71-70 

16311 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-70 

60038 

5 1/32" ID 
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GMC Truck (Incl. SUV’s) 


112 454 7.4L (7441 cc) OHV V8 (16 Valve) (Chevrolet), 4.25" 

(cont.) 

Bore (GMC Eng.), 4 Bbl. 1971-1970 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60255 



1 

Carb. Mounting Gasket 

70 

60111 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Distributor Mounting Gasket 

71-70 

70194 



QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Shaft Guide 

71-70 

72665 


Distributor to oil pump shaft retainer 

113 455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125" 

Bore (GMC Eng.), 4 Bbl. "VIN S" 1976-1975 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 


DESCRIPTION 

2 

Head Gasket 

76-75 

8171 PT-1 



1 

Head Set 

76-75 

HS 8171 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Full Gasket Set 

76-75 

FS 8171 PT-4 


Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Gasket Conversion Set 

76-75 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valley Pan Gasket Set 

76-75 

MS 96015 



1 

Exh. Manifold Gasket Set 

76-75 

MS 90021 


1 9/16" x 2 1/8" end ports 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 


DESCRIPTION 

2 

Exhaust Pipe Gasket 

76-75 

60241 


Packing; 1 or 2 Req’d.; 2 1/8" ID 

1 

Exhaust Pipe Gasket 

76-75 

60240 


Packing; 2 3/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

76-75 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pan Gasket Set 

76-75 

OS 13419 C 


Cork 

1 

Oil Pan Gasket Set 

76-75 

OS 30471 C 


Cork-Ply® 

1 

Drain Plug Gasket 

76-75 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 


DESCRIPTION 

1 

Rear Main Seal Set 

76-75 

BS 13044-2 


Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Cover Gasket Set 

76-75 

VS 13403C 


Cork 

1 

Valve Cover Gasket Set 

76-75 

VS 50259 R 


Rubber; 11/64" thick 

1 

Valve Cover Gasket Set 

76-75 

VS 13403 R 


Rubber; 3/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Valve Stem Seal Set 

76-75 

SS 70393 


Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Outlet Gasket 

76-75 

35130 


Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 


DESCRIPTION 

1 

Water Pump Gasket 

76-75 

35065 


w/A/C 

1 

Water Pump Gasket 

76-75 

35065 


w/H/D cooling 

1 

Water Pump Gasket 

76-75 

35059 


w/o A/C 

1 

Water Pump Gasket 

76-75 

35059 


w/o H/D cooling 

QTY 

TIMING COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Timing Cover Set 

76-75 

TCS 13417 


w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

76-75 

TCS 45270 


w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

76-75 

16204 


Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

76-75 

16308 


Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Air Cleaner Gasket 

76-75 

60038 


5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 


DESCRIPTION 

1 

Carb. Mounting Gasket 

76-75 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 


DESCRIPTION 

1 

Choke Mounting Tube Gasket 

76-75 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

O-Ring 

76-75 

424 


Distributor Mounting 


EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 


DESCRIPTION 

1 

EGR Gasket 

76-75 

71098 


EGR valve 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Filter Gasket 

76-75 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 


DESCRIPTION 

1 

Oil Pump Gasket 

76-75 

13458 
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GMC Truck (Incl. SUV’s) 



455 7.5L (7457cc) OHV V8 (16 Valve) (Oldsmobile), 4.125 

" Bore (GMC Eng.), 4 Bbl. "VIN W" 

1975-1973 1 14 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

75-73 

8171 PT-1 



1 

Head Set 

75-73 

HS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

75-73 

FS 8171 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 1 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

75-73 

CS 8171-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valley Pan Gasket Set 

75-73 

MS 96015 



1 

Exh. Manifold Gasket Set 

75 

MS 90021 

1 9/16" x 2 1/8" end ports 


1 

Exh. Manifold Gasket Set 

74-73 

MS 90078 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

75 

60241 

Packing; 1 or 2 Req’d.; 2 1/8" ID 


1 

Exhaust Pipe Gasket 

75 

60240 

Packing; 2 3/8" ID 


1 

Exhaust Pipe Gasket 

74-73 

60241 

Packing; 2 1/8" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

75-73 

13415 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

75-73 

OS 13419 C 

Cork 


1 

Oil Pan Gasket Set 

75-73 

OS 30471 C 

Cork-Ply® 


1 

Drain Plug Gasket 

75-73 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

75-73 

BS 13044-2 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

75-73 

VS 13403 C 

Cork 


1 

Valve Cover Gasket Set 

75-73 

VS 50259 R 

Rubber; 11/64" thick 


1 

Valve Cover Gasket Set 

75-73 

VS 13403 R 

Rubber; 3/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

75-73 

SS 70393 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

75-73 

35130 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

75-73 

35065 

w/A/C 


1 

Water Pump Gasket 

75-73 

35065 

w/H/D cooling 


1 

Water Pump Gasket 

75-73 

35059 

w/o A/C 


1 

Water Pump Gasket 

75-73 

35059 

w/o H/D cooling 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

75-73 

TCS 13417 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

75-73 

TCS 45270 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

75-73 

16204 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

75-73 

16308 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

75-73 

60038 

5 1/32" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

75-73 

60335 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Choke Mounting Tube Gasket 

75-73 

72586 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

75-73 

424 

Distributor Mounting 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

75-73 

71098 

EGR valve 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Gasket 

75-73 

9948 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

75-73 

13458 




Hudson Car - See American Motors Car 

International Truck 


Engine Finding Index 


Block 

Eng. 

Fuel Del. 


CID 

Litres CC Type 

Bore Valves Mfg. Vin Code 

Type 

Years Line 

152 

2.5L 2491 cc OHV L4 

3.875" 8 International Eng. 4-152 

1 Bbl./Gasoline 

1971-1961 1 


(continued on next page) 
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International Truck 


Engine Finding Index 


CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. Vin 

Eng. 

Code 

Fuel Del. 

Type 

Years 

Line 

152 

2.5L 

2491cc 

OHV L4 

3.875" 


8 

International Eng. 

B152 

1 Bbl./Gasoline 

1971-1961 

2 

196 

3.2L 

3203cc 

OHV L4 

4.125" 


8 

International Eng. 

4-196 

1 Bbl./Gasoline 

1980-1966 

3 

196 

3.2L 

3203cc 

OHV L4 

4.125" 


8 

International Eng. 

4-196E 

1 Bbl./Gasoline 

1980-1966 

4 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 


12 

International Eng. 

BD220 

1 Bbl./Gasoline 

1968-1950 

5 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 


12 

International Eng. 

BG220 

1 Bbl./Gasoline 

1968-1950 

6 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 


12 

International Eng. 

SD220 

1 Bbl./Gasoline 

1968-1950 

7 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 


12 

International Eng. 

U220 

1 Bbl./Gasoline 

1968-1950 

8 

232 

3.8L 

3802cc 

OHV L6 

3.75" 


12 

AMC Eng. 

6-232 

1 Bbl./Gasoline 

1972-1969 

9 

240 

3.9L 

3934cc 

OHV L6 

3.5625' 


12 

International Eng. 

BD240 

1 Bbl./Gasoline 

1970-1956 

10 

240 

3.9L 

3934cc 

OHV L6 

3.5625' 


12 

International Eng. 

BG241 

1 Bbl./Gasoline 

1970-1956 

11 

240 

3.9L 

3934cc 

OHV L6 

3.5625' 


12 

International Eng. 

SD240 

1 Bbl./Gasoline 

1970-1956 

12 

258 

4.2L 

4229cc 

OHV L6 

3.75" 


12 

AMC Eng. 

6-258 

1 Bbl./Gasoline 

1974-1972 

13 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 


12 

International Eng. 

BD264 

1 Bbl./Gasoline 

1970-1957 

14 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 


12 

International Eng. 

BG264 

1 Bbl./Gasoline 

1970-1957 

15 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 


12 

International Eng. 

BG265 

2 Bbl./Gasoline 

1970-1957 

16 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 


12 

International Eng. 

SD264 

1 Bbl./Gasoline 

1970-1957 

17 

266 

4.4L 

4360cc 

OHV V8 

3.625" 


16 

International Eng. 

V266 

2 Bbl./Gasoline 

1972-1959 

18 

304 

5.0L 

4983cc 

OHV V8 

3.875" 


16 

International Eng. 

V304 

2 Bbl./Gasoline 

1980-1960 

19 

304 

5.0L 

4983cc 

OHV V8 

3.875" 


16 

International Eng. 

V304 

2 Bbl./LPG 

1980-1967 

20 

304 

5.0L 

4983cc 

OHV V8 

3.875" 


16 

International Eng. 

V304 

4 Bbl./Gasoline 

1978-1973 

21 

304 

5.0L 

4983cc 

OHV V8 

3.875" 


16 

International Eng. 

V304E 

2 Bbl./Gasoline 

1980-1960 

22 

304 

5.0L 

4983cc 

OHV V8 

3.875" 


16 

International Eng. 

V304E 

2 Bbl./LPG 

1980-1967 

23 

304 

5.0L 

4983cc 

OHV V8 

3.875" 


16 

International Eng. 

V304E 

4 Bbl./Gasoline 

1978-1973 

24 

345 

5.7L 

5655cc 

OHV V8 

3.875" 


16 

International Eng. 

V345 

2 Bbl./Gasoline 

1980-1967 

25 

345 

5.7L 

5655cc 

OHV V8 

3.875" 


16 

International Eng. 

V345 

2 Bbl./LPG 

1980-1967 

26 

345 

5.7L 

5655cc 

OHV V8 

3.875" 


16 

International Eng. 

V345 

4 Bbl./Gasoline 

1978-1973 

27 

345 

5.7L 

5655cc 

OHV V8 

3.875" 


16 

International Eng. 

V345E 

2 Bbl./Gasoline 

1980-1967 

28 

345 

5.7L 

5655cc 

OHV V8 

3.875" 


16 

International Eng. 

V345E 

2 Bbl./LPG 

1980-1967 

29 

345 

5.7L 

5655cc 

OHV V8 

3.875" 


16 

International Eng. 

V345E 

4 Bbl./Gasoline 

1978-1973 

30 

392 

6.4L 

6425cc 

OHV V8 

4.125" 


16 

International Eng. 

V392 

2 Bbl./Gasoline 

1974-1972 

31 

392 

6.4L 

6425cc 

OHV V8 

4.125" 


16 

International Eng. 

V392 

4 Bbl./Gasoline 

1975-1968 

32 

392 

6.4L 

6425cc 

OHV V8 

4.125" 


16 

International Eng. 

V392E 

2 Bbl./Gasoline 

1974-1972 

33 

392 

6.4L 

6425cc 

OHV V8 

4.125" 


16 

International Eng. 

V392E 

4 Bbl./Gasoline 

1975-1968 

34 

401 

6.6L 

6571cc 

OHV V8 

4.165" 


16 

AMC Eng. 

V400 

4 Bbl./Gasoline 

1974 

35 


Engine Code index 


Eng. Block Fuel Del. 


Code 

CID 

Litres 

CC 

Type 

Bore 

Valves 

Mfg. Vin 

Type 

Years 

Line 

4-152 

152 

2.5L 

2491 CC 

OHV L4 

3.875" 

8 

International Eng. 

1 Bbl./Gasoline 

1971-1961 

1 

4-196 

196 

3.2L 

3203cc 

OHV L4 

4.125" 

8 

International Eng. 

1 Bbl./Gasoline 

1980-1966 

3 

4-196E 

196 

3.2L 

3203cc 

OHV L4 

4.125" 

8 

International Eng. 

1 Bbl./Gasoline 

1980-1966 

4 

6-232 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

1 Bbl./Gasoline 

1972-1969 

9 

6-258 

258 

4.2L 

4229CC 

OHV L6 

3.75" 

12 

AMC Eng. 

1 Bbl./Gasoline 

1974-1972 

13 

B152 

152 

2.5L 

2491 CC 

OHV L4 

3.875" 

8 

International Eng. 

1 Bbl./Gasoline 

1971-1961 

2 

BD220 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1968-1950 

5 

BD240 

240 

3.9L 

3934cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1970-1956 

10 

BD264 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 

12 

International Eng. 

1 Bbl./Gasoline 

1970-1957 

14 

BG220 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1968-1950 

6 

BG241 

240 

3.9L 

3934cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1970-1956 

11 

BG264 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 

12 

International Eng. 

1 Bbl./Gasoline 

1970-1957 

15 

BG265 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 

12 

International Eng. 

2 Bbl./Gasoline 

1970-1957 

16 

SD220 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1968-1950 

7 

SD240 

240 

3.9L 

3934cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1970-1956 

12 

SD264 

264 

4.3L 

4327cc 

OHV L6 

3.6875' 

12 

International Eng. 

1 Bbl./Gasoline 

1970-1957 

17 

U220 

220 

3.6L 

3606cc 

OHV L6 

3.5625' 

12 

International Eng. 

1 Bbl./Gasoline 

1968-1950 

8 

V266 

266 

4.4L 

4360cc 

OHV V8 

3.625" 

16 

International Eng. 

2 Bbl./Gasoline 

1972-1959 

18 

V304 

304 

5.0L 

4983cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./Gasoline 

1980-1960 

19 

V304 

304 

5.0L 

4983cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./LPG 

1980-1967 

20 

V304 

304 

5.0L 

4983cc 

OHV V8 

3.875" 

16 

International Eng. 

4 Bbl./Gasoline 

1978-1973 

21 

V304E 

304 

5.0L 

4983cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./Gasoline 

1980-1960 

22 

V304E 

304 

5.0L 

4983cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./LPG 

1980-1967 

23 

V304E 

304 

5.0L 

4983cc 

OHV V8 

3.875" 

16 

International Eng. 

4 Bbl./Gasoline 

1978-1973 

24 

V345 

345 

5.7L 

5655cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./Gasoline 

1980-1967 

25 

V345 

345 

5.7L 

5655cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./LPG 

1980-1967 

26 

V345 

345 

5.7L 

5655cc 

OHV V8 

3.875" 

16 

International Eng. 

4 Bbl./Gasoline 

1978-1973 

27 

V345E 

345 

5.7L 

5655cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./Gasoline 

1980-1967 

28 

V345E 

345 

5.7L 

5655cc 

OHV V8 

3.875" 

16 

International Eng. 

2 Bbl./LPG 

1980-1967 

29 

V345E 

345 

5.7L 

5655cc 

OHV V8 

3.875" 

16 

International Eng. 

4 Bbl./Gasoline 

1978-1973 

30 

V392 

392 

6.4L 

6425cc 

OHV V8 

4.125" 

16 

International Eng. 

2 Bbl./Gasoline 

1974-1972 

31 

V392 

392 

6.4L 

6425cc 

OHV V8 

4.125" 

16 

International Eng. 

4 Bbl./Gasoline 

1975-1968 

32 

V392E 

392 

6.4L 

6425cc 

OHV V8 

4.125" 

16 

International Eng. 

2 Bbl./Gasoline 

1974-1972 

33 

V392E 

392 

6.4L 

6425cc 

OHV V8 

4.125" 

16 

International Eng. 

4 Bbl./Gasoline 

1975-1968 

34 
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International Truck 


Engine Code Index 

Eng. 

Code 

CID 

Litres CC 

Block 

Type 

Bore Valves Mfg. 

Fuel Del. 

Vin Type 

Years Line 

V400 

401 

6.6L 6571 cc 

OHV V8 

4.165" 16 AMC Eng. 

4 Bbl./Gasoline 

1974 35 



152 2.5L (2491 cc) OHV L4 (8 Valve), 3.875" Bore (International Eng.), 1 Bbl. "Eng. Code 4-152" 

1971-1961 

1 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71-61 

71-61 

PART NO. 

7905 PT 

HS 7905 PT-1 

DESCRIPTION 



QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71-61 

PART NO. 

CS 7905-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71-61 

71-61 

PART NO. 

MS 9800 

MS 9566-1 

DESCRIPTION 



QTY 

4 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

71-61 

PART NO. 

60203 

DESCRIPTION 

Packing 



QTY 

2 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

O-Ring 

YEARS 

71-61 

71-61 

PART NO. 

6579 

12473 

DESCRIPTION 

1 or 2 Req’d.; May also be used as a fuel pump block-off plate 
gasket if desired 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

71-61 

PART NO. 

OS 12481 R 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71-61 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

71-61 

PART NO. 

VS 12484 R-1 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

71-61 

PART NO. 

PS 13311 C 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71-61 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 



QTY 

2 

WATER OUTLET GASKET 

O-Ring 

YEARS 

71-61 

PART NO. 

421 

DESCRIPTION 

Water Outlet; Inlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

71-61 

PART NO. 

12880 

DESCRIPTION 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

71-61 

PART NO. 

TCS 12882-1 

DESCRIPTION 




152 2.5L (2491 cc) OHV L4 (8 Valve), 3.875" Bore (International Eng.), 1 Bbl. "Eng. Code B152" 

1971-1961 

2 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

71-61 

71-61 

PART NO. 

7905 PT 

HS 7905 PT-1 

DESCRIPTION 



QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

71-61 

PART NO. 

CS 7905-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

71-61 

71-61 

PART NO. 

MS 9800 

MS 9566-1 

DESCRIPTION 



QTY 

4 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

71-61 

PART NO. 

60203 

DESCRIPTION 

Packing 



QTY 

2 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

O-Ring 

YEARS 

71-61 

71-61 

PART NO. 

6579 

12473 

DESCRIPTION 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

Fuel Pump Bowl; 1" ID x 1 5/16" OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

71-61 

PART NO. 

OS 12481 R 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

71-61 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

71-61 

PART NO. 

VS 12484 R-1 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

71-61 

PART NO. 

PS 13311 C 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

71-61 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 



QTY 

2 

WATER OUTLET GASKET 

O-Ring 

YEARS 

71-61 

PART NO. 

421 

DESCRIPTION 

Water Outlet; Inlet 
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International Truck 


n 

; 152 2.5L (2491 cc) OHV L4 (8 Valve), 3.875" Bore (International Eng.), 1 Bbl. "Eng. Code B152" 1971-1961 

(cont.) 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-61 

12880 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-61 

TCS 12882-1 


3 

1 196 3.2L (3203cc) OHV L4 (8 Valve), 4.125" Bore (International Eng.), 1 Bbl. "Eng. Code 4-196" 1980-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-76 

8372 PT 

w/lmproved cooling 

1 

Head Gasket 

75-74 

8372 PT 

From Chassis Ser. No. EGD10002; w/lmproved cooling 

1 

Head Gasket 

75-74 

7954 PT 

To Chassis Ser. No. EGD10001; w/o Improved cooling 

1 

Head Gasket 

73-66 

7954 PT 

w/o Improved cooling 

1 

Head Set 

80-76 

HS 8372 PT-2 

w/lmproved cooling 

1 

Head Set 

75-74 

HS 8372 PT-2 

From Chassis Ser. No. EGD10002; w/lmproved cooling 

1 

Head Set 

75-74 

HS 7954 PT 

To Chassis Ser. No. EGD10001; w/o Improved cooling 

1 

Head Set 

73-66 

HS 7954 PT 

w/o Improved cooling 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-66 

CS 7905-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

80-66 

MS 9566-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-66 

60203 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

80-66 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-66 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-66 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-66 

VS 12484 R-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-66 

SS 5112 

O-ring 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-66 

12880 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-66 

TCS 12882-1 


4 

. 196 3.2L (3203cc) OHV L4 (8 Valve), 4.125" Bore (International Eng.), 1 Bbl. "Eng. Code 4-196E" 1980-1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

80-76 

8372 PT 

w/lmproved cooling 

1 

Head Gasket 

75-74 

8372 PT 

From Chassis Ser. No. EGD10002; w/lmproved cooling 

1 

Head Gasket 

75-74 

7954 PT 

To Chassis Ser. No. EGD10001; w/o Improved cooling 

1 

Head Gasket 

73-66 

7954 PT 

w/o Improved cooling 

1 

Head Set 

80-76 

HS 8372 PT-2 

w/lmproved cooling 

1 

Head Set 

75-74 

HS 8372 PT-2 

From Chassis Ser. No. EGD10002; w/lmproved cooling 

1 

Head Set 

75-74 

HS 7954 PT 

To Chassis Ser. No. EGD10001; w/o Improved cooling 

1 

Head Set 

73-66 

HS 7954 PT 

w/o Improved cooling 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-66 

CS 7905-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exh. Manifold Gasket Set 

80-66 

MS 9566-1 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-66 

60203 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

80-66 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-66 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-66 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-66 

VS 12484 R-1 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-66 

SS 5112 

O-ring 


(continued on next page) 
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196 3.2L (3203cc) OHV L4 (8 Valve), 4.125" Bore (International Eng.), 1 Bbl. "Eng. Code 4-196E" 1980-1966 

4 

(cont.) 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-66 

PART NO. 

12880 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-66 

PART NO. 

TCS 12882-1 

DESCRIPTION 


220 3.6L (3606cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code BD220" 1968-1950 

5 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


i 

Head Gasket 

68-50 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


i 

Head Gasket 

68-50 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


i 

Head Set 

68-50 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


i 

Head Set 

68-50 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

68-50 

PART NO. 

CS 7799 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

68-50 

PART NO. 

MS 9341 S 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-50 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

68-50 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

68-50 

PART NO. 

OS 34401 C 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-50 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68-50 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 


1 

Valve Cover Gasket Set 

68-50 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68-50 

PART NO. 

PS 5844 C 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68-50 

SS 13294 

Cap type 


1 

Valve Stem Seal Set 

68-50 

SS 5112 

O-ring 


220 3.6L (3606cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code BG220" 1968-1950 

6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


i 

Head Gasket 

68-50 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


i 

Head Gasket 

68-50 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


i 

Head Set 

68-50 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


i 

Head Set 

68-50 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

68-50 

PART NO. 

CS 7799 

DESCRIPTION 


QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

68-50 

PART NO. 

MS 9341 S 

DESCRIPTION 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-50 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

68-50 

6579 

1 or 2 Req’d.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

68-50 

PART NO. 

OS 34401 C 

DESCRIPTION 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-50 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68-50 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 


1 

Valve Cover Gasket Set 

68-50 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68-50 

PART NO. 

PS 5844 C 

DESCRIPTION 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

68-50 

SS 13294 

Cap type 


1 

Valve Stem Seal Set 

68-50 

SS 5112 

O-ring 
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International Truck 


7 

' 220 3.6L (3606cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code SD220" 1968-1950 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

68-50 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Gasket 

68-50 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

1 

Head Set 

68-50 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Set 

68-50 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-50 

CS 7799 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

68-50 

MS 9341 S 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68-50 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

68-50 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-50 

OS 34401 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-50 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-50 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 





w/Grommets 

1 

Valve Cover Gasket Set 

68-50 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68-50 

PS 5844 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-50 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

68-50 

SS 5112 

O-ring 

8 220 3.6L (3606cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code U220" 1968-1950 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

i 

Head Gasket 

68-50 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

i 

Head Gasket 

68-50 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

i 

Head Set 

68-50 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

i 

Head Set 

68-50 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

68-50 

CS 7799 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

68-50 

MS 9341 S 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68-50 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

68-50 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-50 

OS 34401 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-50 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-50 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 





w/Grommets 

1 

Valve Cover Gasket Set 

68-50 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68-50 

PS 5844 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68-50 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

68-50 

SS 5112 

O-ring 

g 

1 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 6-232" 1972-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

72-69 

8169 PT 


1 

Head Set 

72-69 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

72-69 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

72-69 

CS 8169-2 

Multi-piece oil pan gskt. incl. 
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International Truck 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 6-232" 1972-1969 9 

(cont.) 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

72-69 

72-69 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

72-69 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

72-69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

72-69 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

72-71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

72-69 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

72-69 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

72-69 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

72-69 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

72-69 

35024 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

72-69 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

72-69 

TCS 45117 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

72-69 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

72-69 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

72-69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

72-69 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

72-70 

PART NO. 

60304 

DESCRIPTION 

2 

Carb. Mounting Gasket 

69 

60044 

Carter 

2 

Carb. Mounting Gasket 

69 

60304 

Holley 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

72-69 

70051 

1 11/32" OD 

1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

72-69 

PART NO. 

70301 

DESCRIPTION 

240 3.9L (3934cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code BD240" 1970-1956 1Q 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-56 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Gasket 

70-56 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

1 

Head Set 

70-56 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Set 

70-56 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70-56 

PART NO. 

CS 7799 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

70-56 

PART NO. 

MS 9341 S 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-56 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

70-56 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

70-56 

PART NO. 

OS 34401 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-56 

BS 40547 

From Ser. No. 723075; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-56 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 

1 

Valve Cover Gasket Set 

70-56 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

70-56 

PART NO. 

PS 5844 C 

DESCRIPTION 


(continued on next page) 
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1 o 240 3.9L (3934CC) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code BD240" 1970-1956 

(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-56 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

70-56 

SS 5112 

O-ring 

1 1 240 3.9L (3934cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code BG241" 1970-1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-56 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Gasket 

70-56 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

1 

Head Set 

70-56 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Set 

70-56 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70-56 

PART NO. 

CS 7799 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

70-56 

PART NO. 

MS 9341 S 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-56 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

70-56 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

70-56 

PART NO. 

OS 34401 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-56 

BS 40547 

From Ser. No. 723075; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-56 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 

1 

Valve Cover Gasket Set 

70-56 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

70-56 

PART NO. 

PS 5844 C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-56 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

70-56 

SS 5112 

O-ring 

12 240 3.9L (3934cc) OHV L6 (12 Valve), 3.5625" Bore (International Eng.), 1 Bbl. "Eng. Code SD240" 1970-1956 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-56 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Gasket 

70-56 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

1 

Head Set 

70-56 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Set 

70-56 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70-56 

PART NO. 

CS 7799 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

70-56 

PART NO. 

MS 9341 S 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-56 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

70-56 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

70-56 

PART NO. 

OS 34401 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-56 

BS 40547 

From Ser. No. 723075; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-56 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 

1 

Valve Cover Gasket Set 

70-56 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

70-56 

PART NO. 

PS 5844 C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-56 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

70-56 

SS 5112 

O-ring 


1104 









International Truck 



258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 6-258" 1974-1972 

13 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

74-72 

74-72 

PART NO. 

8169 PT 

HS 8169 PT-2 

DESCRIPTION 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

74-72 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

74-72 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

74-72 

MS 9982 



1 

Intake to Exhaust Gasket 

74-72 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

74-72 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

74-72 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

74-72 

OS 13881 C-1 

Multi-piece; Cork 


1 

Oil Pan Gasket Set 

74-72 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

74-72 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

74-72 

VS 50186 C 

Cork; 5/32" thick 


1 

Valve Cover Gasket Set 

74-72 

VS 50258 C 

Cork; 7/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

74-72 

SS 70530 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

74-72 

35024 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

74-72 

13877 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

74-72 

TCS 45117 

w/o Sleeve ’N’ Seal® 


1 

Timing Set w/Sleeve & Seal 

74-72 

TCS 45458 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

74-72 

16210 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

74-72 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

74-72 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

74-72 

60304 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

74-72 

70051 

1 11/32" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

74-73 

70978 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

74-72 

70301 



264 4.3L (4327cc) OHV L6 (12 Valve), 3.6875" Bore (International Eng.), 1 Bbl. "Eng. Code BD264" 1970-1957 

14 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

70-57 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


1 

Head Gasket 

70-57 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


1 

Head Set 

70-57 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


1 

Head Set 

70-57 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

70-57 

CS 7799 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

70-57 

MS 9341 S 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

70-57 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

70-57 

6579 

1 or 2 Req’d.; May also be used as a fuel pump block-off plate 





gasket if desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

70-57 

OS 34401 C 




(continued on next page) 
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14 264 4.3L (4327cc) OHV L6 (12 Valve), 3.6875" Bore (International Eng.), 1 Bbl. "Eng. Code BD264" 1970-1957 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-57 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-57 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4” wide x 3 3/4” high; 
w/Grommets 

1 

Valve Cover Gasket Set 

70-57 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2” high 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

70-57 

PART NO. 

PS 5844 C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-57 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

70-57 

SS 5112 

O-ring 

15 264 4.3L (4327cc) OHV L6 (12 Valve), 3.6875" Bore (International Eng.), 1 Bbl. "Eng. Code BG264" 1970-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-57 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4” wide x 3 3/4" high 

1 

Head Gasket 

70-57 

7799 CS 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

1 

Head Set 

70-57 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4” wide x 3 3/4" high 

1 

Head Set 

70-57 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2” high 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70-57 

PART NO. 

CS 7799 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

70-57 

PART NO. 

MS 9341 S 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-57 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

70-57 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

70-57 

PART NO. 

OS 34401 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-57 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-57 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 

1 

Valve Cover Gasket Set 

70-57 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2” high 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

70-57 

PART NO. 

PS 5844 C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-57 

SS 13294 

Cap type 

1 

Valve Stem Seal Set 

70-57 

SS 5112 

O-ring 

16 264 4.3L (4327cc) OHV L6 (12 Valve), 3.6875" Bore (International Eng.), 2 Bbl. "Eng. Code BG265" 1970-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70-57 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Gasket 

70-57 

7799 CS 

Tilt valve; Valve cover is 6” wide x 4 1/2” high 

1 

Head Set 

70-57 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 

1 

Head Set 

70-57 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

70-57 

PART NO. 

CS 7799 

DESCRIPTION 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

70-57 

PART NO. 

MS 9341 S 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-57 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Fuel Pump Mounting Gasket 

70-57 

6579 

1 or 2 Req'd.; May also be used as a fuel pump block-off plate 
gasket if desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

70-57 

PART NO. 

OS 34401 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70-57 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70-57 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 
w/Grommets 

1 

Valve Cover Gasket Set 

70-57 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


(continued on next page) 
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264 4.3L (4327cc) OHV L6 (12 Valve), 3.6875" Bore (International Eng.), 2 Bbl. "Eng. Code BG265" 1970-1957 

16 

(cont.) 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70-57 

PS 5844 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70-57 

SS 13294 

Cap type 


1 

Valve Stem Seal Set 

70-57 

SS 5112 

O-ring 



264 4.3L (4327cc) OHV L6 (12 Valve), 3.6875" Bore (International Eng.), 1 Bbl. "Eng. Code SD264" 1970-1957 

17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

70-57 

7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


1 

Head Gasket 

70-57 

7799 CS 

Tilt valve; Valve cover is 6“ wide x 4 1/2" high 


1 

Head Set 

70-57 

HS 7541 CS 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high 


1 

Head Set 

70-57 

HS 7799 CS-2 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

70-57 

CS 7799 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

70-57 

MS 9341 S 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

70-57 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


2 

Fuel Pump Mounting Gasket 

70-57 

6579 

1 or 2 Req’d.; May also be used as a fuel pump block-off plate 





gasket if desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

70-57 

OS 34401 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

70-57 

BS 40547 

From Ser. No. 723637; Rubber; One-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

70-57 

VS 5843 R 

Exc. Tilt valve; Valve cover is 5 1/4" wide x 3 3/4" high; 






w/Grommets 


1 

Valve Cover Gasket Set 

70-57 

VS 12270 R 

Tilt valve; Valve cover is 6" wide x 4 1/2" high 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

70-57 

PS 5844 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

70-57 

SS 13294 

Cap type 


1 

Valve Stem Seal Set 

70-57 

SS 5112 

O-ring 



266 4.4L (4360cc) OHV V8 (16 Valve), 3.625" Bore (International Eng.), 2 Bbl. "Eng. Code V266" 1972-1959 

18 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

72-59 

7905 PT 



1 

Head Set 

72-59 

HS 7905 PT 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

72-59 

CS 7905-1 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

72-59 

MS 9565 



1 

Exh. Manifold Gasket Set 

72-59 

MS 9566 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


2 

Exhaust Pipe Gasket 

72-59 

60203 

Packing 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

72-59 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

72-59 

OS 12481 R 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

72-59 

BS 5115 

PTFE Rubber; One-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

72-59 

VS 12484 R 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

72-59 

PS 12479 R 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

72-59 

SS 5112 

O-ring 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

72-59 

12485 

Water Outlet 


4 

O-Ring 

72-59 

421 

Water Outlet; Inlet 



(continued on next page) 
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18 266 4.4L (4360cc) OHV V8 (16 Valve), 3.625" Bore (International Eng.), 2 Bbl. "Eng. Code V266" 

(cont.) 

1972-1959 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

72-59 

PART NO. 

12880 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

72-59 

PART NO. 

TCS 12882-1 

DESCRIPTION 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

72-59 

PART NO. 

60677 

DESCRIPTION 


19 304 5.0L (4983cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. "Eng. Code V304" 

1980-1960 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-60 

80-60 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-60 

PART NO. 

CS 7905-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-60 

80-60 

PART NO. 

MS 9565 

MS 9566 

DESCRIPTION 


QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

80-60 

PART NO. 

60203 

DESCRIPTION 

Packing 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

80-60 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

80-60 

PART NO. 

OS 12481 R 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-60 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-60 

PART NO. 

VS 12484 R 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

80-60 

PART NO. 

PS 12479 R 

DESCRIPTION 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-60 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 


QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

80-60 

80-60 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-60 

PART NO. 

12880 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-60 

PART NO. 

TCS 12882-1 

DESCRIPTION 


QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-60 

PART NO. 

60677 

DESCRIPTION 


20 304 5.0L (4983cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. LPG "Eng. Code V304" 

1980-1967 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-67 

80-67 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 

LPG int. manifold gskts. not incl. 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-67 

PART NO. 

CS 7905-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-67 

80-67 

PART NO. 

MS 9800-1 

MS 9566 

DESCRIPTION 

LPG 


QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

80-67 

PART NO. 

60203 

DESCRIPTION 

Packing 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

80-67 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

80-67 

PART NO. 

OS 12481 R 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-67 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-67 

PART NO. 

VS 12484 R 

DESCRIPTION 
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International Truck 



304 5.0L (4983cc) OHV V8 (16 Valve), 3.875" 

Bore (International Eng.), 2 Bbl. LPG "Eng. Code V304" 

1980-1967 

20 

(cont.) 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

80-67 

PART NO. 

PS 12479 R 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-67 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 



QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

80-67 

80-67 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-67 

PART NO. 

12880 

DESCRIPTION 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-67 

PART NO. 

TCS 12882-1 

DESCRIPTION 



QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-67 

PART NO. 

60677 

DESCRIPTION 




304 5.0L (4983cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 4 Bbl. "Eng. Code V304" 

1978-1973 

21 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

78-73 

78-73 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 



QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

78-73 

PART NO. 

CS 7905-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

78-73 

78-73 

PART NO. 

MS 9565 

MS 9566 

DESCRIPTION 



QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

78-73 

PART NO. 

60203 

DESCRIPTION 

Packing 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

78-73 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

78-73 

PART NO. 

OS 12481 R 

DESCRIPTION 



QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

78-73 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 



QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

78-73 

PART NO. 

VS 12484 R 

DESCRIPTION 



QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

78-73 

PART NO. 

PS 12479 R 

DESCRIPTION 



QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

78-73 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 



QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

78-73 

78-73 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 



QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

78-73 

PART NO. 

12880 

DESCRIPTION 



QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

78-73 

PART NO. 

TCS 12882-1 

DESCRIPTION 




304 5.0L (4983cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. "Eng. Code V304E" 

1980-1960 

22 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-60 

80-60 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 



QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-60 

PART NO. 

CS 7905-1 

DESCRIPTION 



QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-60 

80-60 

PART NO. 

MS 9565 

MS 9566 

DESCRIPTION 



QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

80-60 

PART NO. 

60203 

DESCRIPTION 

Packing 



QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

80-60 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

80-60 

PART NO. 

OS 12481 R 

DESCRIPTION 
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22 304 5.0L (4983CC) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. "Eng. Code V304E" 1980-1960 

(cont.) 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-60 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-60 

PART NO. 

VS 12484 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

80-60 

PART NO. 

PS 12479 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-60 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 

QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

80-60 

80-60 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-60 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-60 

PART NO. 

TCS 12882-1 

DESCRIPTION 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-60 

PART NO. 

60677 

DESCRIPTION 

23 304 5.0L (4983CC) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. LPG "Eng. Code V304E" 

1980-1967 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-67 

80-67 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 

LPG int. manifold gskts. not incl. 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-67 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-67 

80-67 

PART NO. 

MS 9800-1 

MS 9566 

DESCRIPTION 

LPG 

QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

80-67 

PART NO. 

60203 

DESCRIPTION 

Packing 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

80-67 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

80-67 

PART NO. 

OS 12481 R 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-67 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-67 

PART NO. 

VS 12484 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

80-67 

PART NO. 

PS 12479 R 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-67 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 

QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

80-67 

80-67 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-67 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-67 

PART NO. 

TCS 12882-1 

DESCRIPTION 

QTY 

1 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-67 

PART NO. 

60677 

DESCRIPTION 

24 304 5.0L (4983CC) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 4 Bbl. "Eng. Code V304E" 1978-1973 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

78-73 

78-73 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

78-73 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

78-73 

78-73 

PART NO. 

MS 9565 

MS 9566 

DESCRIPTION 
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304 5.0L (4983cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 4 Bbl. "Eng. Code V304E" 1978-1973 

24 

(cont.) 

QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

78-73 

PART NO. 

60203 

DESCRIPTION 

Packing 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

78-73 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

78-73 

PART NO. 

OS 12481 R 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

78-73 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

78-73 

PART NO. 

VS 12484 R 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

78-73 

PART NO. 

PS 12479 R 

DESCRIPTION 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

78-73 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 


QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

78-73 

78-73 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

78-73 

PART NO. 

12880 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

78-73 

PART NO. 

TCS 12882-1 

DESCRIPTION 



345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. "Eng. Code V345" 1980-1967 

25 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-67 

80-67 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 


QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-67 

PART NO. 

CS 7905-1 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-67 

80-67 

PART NO. 

MS 9567 

MS 9566 

DESCRIPTION 


QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

80-67 

PART NO. 

60203 

DESCRIPTION 

Packing 


QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

80-67 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

80-67 

PART NO. 

OS 12481 R 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-67 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 


QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-67 

PART NO. 

VS 12484 R 

DESCRIPTION 


QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

80-67 

PART NO. 

PS 12480C 

DESCRIPTION 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-67 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 


QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

80-67 

80-67 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 


QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-67 

PART NO. 

12880 

DESCRIPTION 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-67 

PART NO. 

TCS 12882-1 

DESCRIPTION 


QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-67 

PART NO. 

9668 

DESCRIPTION 



345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" 

Bore (International Eng.), 2 Bbl. LPG "Eng. Code V345" 

1980-1967 

26 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

80-67 

80-67 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 

LPG int. manifold gskts. not incl. 
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26 345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. LPG "Eng. Code V345" 

(corn.) 1980-1967 

QTY 

i 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

80-67 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

80-67 

80-67 

PART NO. 

MS 9801 

MS 9566 

DESCRIPTION 

LPG 

QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

80-67 

PART NO. 

60203 

DESCRIPTION 

Packing 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

80-67 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

80-67 

PART NO. 

OS 12481 R 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

80-67 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-67 

PART NO. 

VS 12484 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

80-67 

PART NO. 

PS 12480C 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

80-67 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 

QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

80-67 

80-67 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

80-67 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-67 

PART NO. 

TCS 12882-1 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-67 

PART NO. 

9668 

DESCRIPTION 

27 345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 4 Bbl. "Eng. Code V345" 1978-1973 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

78-73 

78-73 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

78-73 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

78-73 

78-73 

PART NO. 

MS 9567 

MS 9566 

DESCRIPTION 

QTY 

2 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

78-73 

PART NO. 

60203 

DESCRIPTION 

Packing 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

78-73 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

78-73 

PART NO. 

OS 12481 R 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

78-73 

PART NO. 

BS 5115 

DESCRIPTION 

PTFE Rubber; One-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

78-73 

PART NO. 

VS 12484 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

78-73 

PART NO. 

PS 12480C 

DESCRIPTION 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

78-73 

PART NO. 

SS 5112 

DESCRIPTION 

O-ring 

QTY 

1 

4 

WATER OUTLET GASKET 

Water Outlet Gasket 

O-Ring 

YEARS 

78-73 

78-73 

PART NO. 

12485 

421 

DESCRIPTION 

Water Outlet 

Water Outlet; Inlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

78-73 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

78-73 

PART NO. 

TCS 12882-1 

DESCRIPTION 
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345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. "Eng. Code V345E" 1980-1967 28 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-67 

7905 PT 


1 

Head Set 

80-67 

HS 7905 PT 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-67 

CS 7905-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-67 

MS 9567 


1 

Exh. Manifold Gasket Set 

80-67 

MS 9566 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-67 

60203 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-67 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-67 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-67 

VS 12484 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

80-67 

PS 12480C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-67 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-67 

12485 

Water Outlet 

4 

O-Ring 

80-67 

421 

Water Outlet; Inlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-67 

12880 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-67 

TCS 12882-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

80-67 

9668 



345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" 

Bore (International Eng.), 2 Bbl. LPG "Eng. Code V345E" 29 

1980-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-67 

7905 PT 


1 

Head Set 

80-67 

HS 7905 PT 

LPG int. manifold gskts. not incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

80-67 

CS 7905-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

80-67 

MS 9801 

LPG 

1 

Exh. Manifold Gasket Set 

80-67 

MS 9566 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

80-67 

60203 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-67 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-67 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-67 

VS 12484 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

80-67 

PS 12480C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-67 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-67 

12485 

Water Outlet 

4 

O-Ring 

80-67 

421 

Water Outlet; Inlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-67 

12880 



(continued on next page) 
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29 345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 2 Bbl. LPG "Eng. Code V345E" 

(corn.) 1980-1967 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

80-67 

PART NO. 

TCS 12882-1 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

80-67 

PART NO. 

9668 

DESCRIPTION 

30 345 5.7L (5655cc) OHV V8 (16 Valve), 3.875" Bore (International Eng.), 4 Bbl. "Eng. Code V345E" 1978-1973 

QTY 

2 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

78-73 

78-73 

PART NO. 

7905 PT 

HS 7905 PT 

DESCRIPTION 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

78-73 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

78-73 

78-73 

PART NO. 

MS 9567 

MS 9566 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

78-73 

60203 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

78-73 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

78-73 

PART NO. 

OS 12481 R 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

78-73 

BS 5115 

PTFE Rubber; One-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

78-73 

PART NO. 

VS 12484 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

78-73 

PART NO. 

PS 12480C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

78-73 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

78-73 

12485 

Water Outlet 

4 

O-Ring 

78-73 

421 

Water Outlet; Inlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

78-73 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

78-73 

PART NO. 

TCS 12882-1 

DESCRIPTION 

31 392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 2 Bbl. "Eng. Code V392" 1974-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74 

8372 PT 

w/lmproved cooling; Water pump tubes to block 

2 

Head Gasket 

73 

8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

2 

Head Gasket 

73 

7954 PT 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

2 

Head Gasket 

72 

7954 PT 

w/o Improved cooling; Water pump tubes to heads 

1 

Head Set 

74 

HS 8372 PT 

w/lmproved cooling; Water pump tubes to block 

1 

Head Set 

73 

HS 8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Head Set 

73 

HS 7954 PT-1 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

Head Set 

72 

HS 7954 PT-1 

w/o Improved cooling; Water pump tubes to heads 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

74-72 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74 

MS 90233 

w/lmproved cooling; Water pump tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 90233 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 9567 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

1 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

72 

74-72 

MS 9567 

MS 9566 

w/o Improved cooling; Water pump tubes to heads 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74-72 

60351 

Packing 


(continued on next page) 
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392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 2 Bbl. "Eng. Code V392" 1974-1972 31 

(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74-72 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74-72 

VS 12484 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

74-72 

PS 12480C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

12485 

Water Outlet 

4 

O-Ring 

74-72 

421 

Water Outlet; Inlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74-72 

12880 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74-72 

TCS 12882-1 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

74-72 

9668 



392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 4 Bbl. "Eng. Code V392" 1975-1968 32 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-74 

8372 PT 

w/lmproved cooling; Water pump tubes to block 

2 

Head Gasket 

73 

8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

2 

Head Gasket 

73 

7954 PT 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

2 

Head Gasket 

72-68 

7954 PT 

w/o Improved cooling; Water pump tubes to heads 

1 

Head Set 

75-74 

HS 8372 PT 

w/lmproved cooling; Water pump tubes to block 

1 

Head Set 

73 

HS 8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Head Set 

73 

HS 7954 PT-1 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

Head Set 

72-68 

HS 7954 PT-1 

w/o Improved cooling; Water pump tubes to heads 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-68 

CS 7905-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-74 

MS 90233 

w/lmproved cooling; Water pump tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 90233 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 9567 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

Int. Manifold Gasket Set 

72-68 

MS 9567 

w/o Improved cooling; Water pump tubes to heads 

1 

Exh. Manifold Gasket Set 

75-68 

MS 9566 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

75-68 

60351 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-68 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-68 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-68 

VS 12484 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

75-68 

PS 12480C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-68 

12485 

Water Outlet 

4 

O-Ring 

75-68 

421 

Water Outlet; Inlet 
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32 392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 4 Bbl. "Eng. Code V392" 1975-1968 

(cont.) 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

75-68 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

75-68 

PART NO. 

TCS 12882-1 

DESCRIPTION 

33 392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 2 Bbl. "Eng. Code V392E" 1974-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74 

8372 PT 

w/lmproved cooling; Water pump tubes to block 

2 

Head Gasket 

73 

8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

2 

Head Gasket 

73 

7954 PT 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

2 

Head Gasket 

72 

7954 PT 

w/o Improved cooling; Water pump tubes to heads 

1 

Head Set 

74 

HS 8372 PT 

w/lmproved cooling; Water pump tubes to block 

1 

Head Set 

73 

HS 8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Head Set 

73 

HS 7954 PT-1 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

Head Set 

72 

HS 7954 PT-1 

w/o Improved cooling; Water pump tubes to heads 

QTY 

1 

CONVERSION SET 

Gasket Conversion Set 

YEARS 

74-72 

PART NO. 

CS 7905-1 

DESCRIPTION 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

74 

MS 90233 

w/lmproved cooling; Water pump tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 90233 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 9567 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

1 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

72 

74-72 

MS 9567 

MS 9566 

w/o Improved cooling; Water pump tubes to heads 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

74-72 

60351 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

74-72 

PART NO. 

OS 12481 R 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74-72 

BS 5115 

PTFE Rubber; One-piece 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

74-72 

PART NO. 

VS 12484 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

74-72 

PART NO. 

PS 12480C 

DESCRIPTION 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74-72 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74-72 

12485 

Water Outlet 

4 

O-Ring 

74-72 

421 

Water Outlet; Inlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

74-72 

PART NO. 

12880 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

74-72 

PART NO. 

TCS 12882-1 

DESCRIPTION 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

74-72 

PART NO. 

9668 

DESCRIPTION 

34 392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 4 Bbl. "Eng. Code V392E" 1975-1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

75-74 

8372 PT 

w/lmproved cooling; Water pump tubes to block 

2 

Head Gasket 

73 

8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

2 

Head Gasket 

73 

7954 PT 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

2 

Head Gasket 

72-68 

7954 PT 

w/o Improved cooling; Water pump tubes to heads 

1 

Head Set 

75-74 

HS 8372 PT 

w/lmproved cooling; Water pump tubes to block 

1 

Head Set 

73 

HS 8372 PT 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Head Set 

73 

HS 7954 PT-1 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 
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International Truck 



392 6.4L (6425cc) OHV V8 (16 Valve), 4.125" Bore (International Eng.), 4 Bbl. "Eng. Code V392E" 1975-1968 34 

(cont.) 

QTY 

CYLINDER HEAD (cont ) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

72-68 

HS 7954 PT-1 

w/o Improved cooling; Water pump tubes to heads 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

75-68 

CS 7905-1 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

75-74 

MS 90233 

w/lmproved cooling; Water pump tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 90233 

From Ser. No. 1013197; w/lmproved cooling; Water pump 
tubes to block 

1 

Int. Manifold Gasket Set 

73 

MS 9567 

To Ser. No. 1013196; w/o Improved cooling; Water pump 
tubes to heads 

1 

Int. Manifold Gasket Set 

72-68 

MS 9567 

w/o Improved cooling; Water pump tubes to heads 

1 

Exh. Manifold Gasket Set 

75-68 

MS 9566 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

2 

Exhaust Pipe Gasket 

75-68 

60351 

Packing 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

75-68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

75-68 

OS 12481 R 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

75-68 

BS 5115 

PTFE Rubber; One-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

75-68 

VS 12484 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

75-68 

PS 12480C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

75-68 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

75-68 

12485 

Water Outlet 

4 

O-Ring 

75-68 

421 

Water Outlet; Inlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

75-68 

12880 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

75-68 

TCS 12882-1 



401 6.6L (6571 cc) OHV V8 (16 Valve), 4.165" 

Bore (AMC Eng.), 4 Bbl. "Eng. Code V400" 1974 35 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

74 

8266 PT-1 


1 

Head Set 

74 

HS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

74 

FS 8266 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

74 

MS 96011 


1 

Exh. Manifold Gasket Set 

74 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

74 

60299 

Packing; 1 13/16" ID 

1 

Exhaust Pipe Gasket 

74 

60103-1 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

74 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

74 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

74 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

74 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

74 

SS 70529 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

74 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

74 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

74 

TCS 45003 

w/o Sleeve ’N' Seal® 
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35 401 6.6L (6571 cc) OHV V8 (16 Valve), 4.165" 

(cont.) 

Bore (AMC Eng.), 4 Bbl. "Eng. Code V400" 1974 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Set w/Sleeve & Seal 

74 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

74 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

74 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

74 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

74 

60091 

Insulator to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

74 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

74 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

74 

70978 



Jeep Truck (Incl. Jeep, Willys) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 

4 



1 Bbl./Gasoline 

1968-1967 

1 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 

F 



1 Bbl./Gasoline 

1971-1970 

2 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 

J 



1 Bbl./Gasoline 

1968-1967 

3 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 

R 



1 Bbl./Gasoline 

1973-1972 

4 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 

T 



1 Bbl./Gasoline 

1973-1972 

5 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 


4J 


1 Bbl./Gasoline 

1969-1960 

6 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 


SF 


1 Bbl./Gasoline 

1970 

7 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 

Jeep Eng. 




1 Bbl./Gasoline 

1966-1951 

8 

134 

2.2L 

2196cc 

L-HEAD L4 

3.125" 

8 

Jeep Eng. 


3J 


1 Bbl./Gasoline 

1968-1960 

9 

134 

2.2L 

2196cc 

L-HEAD L4 

3.125" 

8 

Jeep Eng. 




1 Bbl./Gasoline 

1968-1939 

10 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


HC 

Buick 

1 Bbl./Gasoline 

1971 

11 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


HC 

Buick 

2 Bbl./Gasoline 

1971 

12 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


MH 

Buick 

1 Bbl./Gasoline 

1966 

13 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


MH 

Buick 

2 Bbl./Gasoline 

1966 

14 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


NH 

Buick 

1 Bbl./Gasoline 

1967 

15 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


NH 

Buick 

2 Bbl./Gasoline 

1967 

16 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


PH 

Buick 

1 Bbl./Gasoline 

1968 

17 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


PH 

Buick 

2 Bbl./Gasoline 

1968 

18 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


RH 

Buick 

1 Bbl./Gasoline 

1969 

19 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


RH 

Buick 

2 Bbl./Gasoline 

1969 

20 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


SF 

Buick 

1 Bbl./Gasoline 

1970 

21 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


SF 

Buick 

2 Bbl./Gasoline 

1970 

22 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 


SH 

Buick 

1 Bbl./Gasoline 

1970 

23 

225 

3.7L 

3688CC 

OHV V6 

3.75" 

12 

GMC Eng. 


SH 

Buick 

2 Bbl./Gasoline 

1970 

24 

226 

3.7L 

3704cc 

L-HEAD L6 

3.3125' 

12 

Continental Eng. 

T 



1 Bbl./Gasoline 

1966-1954 

25 

226 

3.7L 

3704cc 

L-HEAD L6 

3.3125' 

12 

Continental Eng. 




1 Bbl./Gasoline 

1966-1947 

26 

226 

3.7L 

3704cc 

L-HEAD L6 

3.3125' 

12 

Continental Eng. 




2 Bbl./Gasoline 

1963-1954 

27 

230 

3.8L 

3770cc 

SOHC L6 

3.3438' 

12 

Continental Eng. 


AD 


1 Bbl./Gasoline 

1965-1962 

28 

230 

3.8L 

3770cc 

SOHC L6 

3.3438' 

12 

Continental Eng. 


ND 


1 Bbl./Gasoline 

1965-1962 

29 

230 

3.8L 

3770cc 

SOHC L6 

3.3438' 

12 

Continental Eng. 


TD 


1 Bbl./Gasoline 

1965-1962 

30 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 

E 



1 Bbl./Gasoline 

1979-1967 

31 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 


1L 


1 Bbl./Gasoline 

1968 

32 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 


3L 


1 Bbl./Gasoline 

1969 

33 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 


7L 


1 Bbl./Gasoline 

1965 

34 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 


8L 


1 Bbl./Gasoline 

1966 

35 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 


9L 


1 Bbl./Gasoline 

1967 

36 

258 

4.2L 

4229cc 

OHV L6 

3.75" 

12 

AMC Eng. 

A 



1 Bbl./Gasoline 

1979-1971 

37 

258 

4.2L 

4229cc 

OHV L6 

3.75" 

12 

AMC Eng. 

C 



2 Bbl./Gasoline 

1980-1977 

38 

304 

5.0L 

4982cc 

OHV V8 

3.75" 

16 

AMC Eng. 

H 



2 Bbl./Gasoline 

1980-1971 

39 

327 

5.4L 

5360cc 

OHV V8 

4" 

16 

AMC Eng. 

E 



2 Bbl./Gasoline 

1970-1965 

40 

327 

5.4L 

5360cc 

OHV V8 

4” 

16 

AMC Eng. 

E 



4 Bbl./Gasoline 

1970-1965 

41 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

9 


Buick 

2 Bbl./Gasoline 

1971-1969 

42 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 

K 


Buick 

2 Bbl./Gasoline 

1971 

43 

350 

5.7L 

5736cc 

OHV V8 

3.8” 

16 

GMC Eng. 


KPO 

Buick 

2 Bbl./Gasoline 

1968 

44 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


KRO 

Buick 

2 Bbl./Gasoline 

1969 

45 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


KSO 

Buick 

2 Bbl./Gasoline 

1970 

46 

350 

5.7L 

5736cc 

OHV V8 

3.8" 

16 

GMC Eng. 


KTO 

Buick 

2 Bbl./Gasoline 

1971 

47 

360 

5.9L 

5899cc 

OHV V8 

4.08" 

16 

AMC Eng. 

N 



2 Bbl./Gasoline 

1980-1970 

48 

360 

5.9L 

5899cc 

OHV V8 

4.08" 

16 

AMC Eng. 

P 



4 Bbl./Gasoline 

1978-1973 

49 
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Engine Finding index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves Mfg. 


Eng. 

Vin Code 

Fuel Del. 
Type 


Years 

Line 

401 

6.6L 

6571cc 

OHV V8 

4.165" 

16 AMC Eng. 

Z 

4 Bbl./Gasoline 

1978-1974 

50 

Engine Code index 

Eng. 




Block 




Mfg. 

Fuel Del. 



Code 

CID 

Litres 

CC 

Type 

Bore Valves 

Mfg. Vin 

Div. 

Type 

Years 

Line 

1L 

232 

3.8L 

3802cc 

OHV L6 

3.75" 

12 

AMC Eng. 


1 Bbl./Gasoline 

1968 

32 

3J 

134 

2.2L 

2196cc 

L-HEAD L4 

3.125” 

8 

Jeep Eng. 


1 Bbl./Gasoline 

1968-1960 

9 

3L 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 


1 Bbl./Gasoline 

1969 

33 

4J 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125” 

8 

Jeep Eng. 


1 Bbl./Gasoline 

1969-1960 

6 

7L 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 


1 Bbl./Gasoline 

1965 

34 

8L 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 


1 Bbl./Gasoline 

1966 

35 

9L 

232 

3.8L 

3802CC 

OHV L6 

3.75" 

12 

AMC Eng. 


1 Bbl./Gasoline 

1967 

36 

AD 

230 

3.8L 

3770cc 

SOHO L6 

3.3438" 

12 

Continental Eng. 


1 Bbl./Gasoline 

1965-1962 

28 

HC 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1971 

11 

HC 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1971 

12 

KPO 

350 

5.7L 

5736cc 

OHV V8 

3.8” 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1968 

44 

KRO 

350 

5.7L 

5736cc 

OHV V8 

3.8” 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1969 

45 

KSO 

350 

5.7L 

5736cc 

OHV V8 

3.8” 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1970 

46 

KTO 

350 

5.7L 

5736cc 

OHV V8 

3.8” 

16 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1971 

47 

MH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1966 

13 

MH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1966 

14 

ND 

230 

3.8L 

3770cc 

SOHO L6 

3.3438" 

12 

Continental Eng. 


1 Bbl./Gasoline 

1965-1962 

29 

NH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1967 

15 

NH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1967 

16 

PH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1968 

17 

PH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1968 

18 

RH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1969 

19 

RH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1969 

20 

SF 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125” 

8 

Jeep Eng. 


1 Bbl./Gasoline 

1970 

7 

SF 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1970 

21 

SF 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1970 

22 

SH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

1 Bbl./Gasoline 

1970 

23 

SH 

225 

3.7L 

3688cc 

OHV V6 

3.75" 

12 

GMC Eng. 

Buick 

2 Bbl./Gasoline 

1970 

24 

TD 

230 

3.8L 

3770cc 

SOHO L6 

3.3438" 

12 

Continental Eng. 


1 Bbl./Gasoline 

1965-1962 

30 


134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. "VIN 4" 1968-1967 1 

QTY 

1 

1 

CYLINDER HEAD 

Head Gasket 

Head Set 

YEARS 

68-67 

68-67 

PART NO. 

7543 SBX 

HS 7543 SBX 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

68-67 

PART NO. 

FS 7543 SBX 

DESCRIPTION 

Rear main brg. seal for Military eng. not incl. 

QTY 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

YEARS 

68-67 

PART NO. 

MS 9027 B 

DESCRIPTION 

QTY 

1 

EXHAUST PIPE FLANGE 

Exhaust Pipe Gasket 

YEARS 

68-67 

PART NO. 

8105 

DESCRIPTION 

Flange 

QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

Fuel Pump Bowl Gasket 

YEARS 

68-67 

68-67 

PART NO. 

6579 

5019 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 55/64" ID x2 19/64" OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

68-67 

PART NO. 

OS 4350 AD 

DESCRIPTION 

QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

68-67 

PART NO. 

BS 3165 

DESCRIPTION 

Exc. Military eng.; Rope 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

68-67 

PART NO. 

VS 6617 R 

DESCRIPTION 

QTY 

1 

PUSH ROD COVER 

Push Rod Cover Gasket Set 

YEARS 

68-67 

PART NO. 

PS 4352 C 

DESCRIPTION 

QTY 

4 

VALVE STEM SEAL SET 

O-Ring 

YEARS 

68-67 

PART NO. 

407 

DESCRIPTION 

Valve Stem Seal 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

68-67 

PART NO. 

4367 

DESCRIPTION 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

68-67 

PART NO. 

TCS 4351-1 

DESCRIPTION 
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Jeep Truck (Incl. Jeep, Willys) 


2 

; 134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "VIN F" 1971-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

71-70 

7543 SBX 


1 

Head Set 

71-70 

HS 7543 SBX 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-70 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

71-70 

MS 9027 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

71-70 

8105 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

71-70 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-70 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-70 

BS 3165 

Exc. Military eng.; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-70 

VS 6617 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

71-70 

PS 4352 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

4 

O-Ring 

71-70 

407 

Valve Stem Seal 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-70 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-70 

TCS 4351-1 


3 

1 134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "VIN J" 1968-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

68-67 

7543 SBX 


1 

Head Set 

68-67 

HS 7543 SBX 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68-67 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

68-67 

MS 9027 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

68-67 

8105 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68-67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

68-67 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-67 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-67 

BS 3165 

Exc. Military eng.; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68-67 

VS 6617 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68-67 

PS 4352 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

4 

O-Ring 

68-67 

407 

Valve Stem Seal 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-67 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-67 

TCS 4351-1 


4 

. 134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "VIN R" 1973-1972 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

73-72 

7543 SBX 


1 

Head Set 

73-72 

HS 7543 SBX 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

73-72 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 


(continued on next page) 
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134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. "VIN R" 

1973-1972 

4 






(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

73-72 

MS 9027 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

73-72 

8105 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

73-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


1 

Fuel Pump Bowl Gasket 

73-72 

5019 

1 55/64" ID x2 19/64" OD 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

73-72 

OS 4350 AD 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

73-72 

BS 3165 

Exc. Military eng.; Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

73-72 

VS 6617 R 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

73-72 

PS 4352 C 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



4 

O-Ring 

73-72 

407 

Valve Stem Seal 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

73-72 

4367 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

73-72 

TCS 4351-1 





134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. "VIN T" 

1973-1972 

5 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

73-72 

7543 SBX 




1 

Head Set 

73-72 

HS 7543 SBX 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

73-72 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

73-72 

MS 9027 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

73-72 

8105 

Flange 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

73-72 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 


1 

Fuel Pump Bowl Gasket 

73-72 

5019 

1 55/64" ID x2 19/64" OD 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

73-72 

OS 4350 AD 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

73-72 

BS 3165 

Exc. Military eng.; Rope 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

73-72 

VS 6617 R 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

73-72 

PS 4352 C 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



4 

O-Ring 

73-72 

407 

Valve Stem Seal 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

73-72 

4367 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

73-72 

TCS 4351-1 





134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "Eng. Code 4J" 

1969-1960 

6 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



1 

Head Gasket 

69-60 

7543 SBX 




1 

Head Set 

69-60 

HS 7543 SBX 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

69-60 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. & Exh. Gasket Set 

69-60 

MS 9027 B 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

69-60 

8105 

Flange 




(continued on next page) 
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re 

| 134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "Eng. Code 4J" 1969-1960 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

69-60 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69-60 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69-60 

BS 3165 

Exc. Military eng.; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69-60 

VS 6617 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

69-60 

PS 4352 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

4 

O-Ring 

69-60 

407 

Valve Stem Seal 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69-60 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69-60 

TCS 4351-1 


7 

’ 134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "Eng. Code SF" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

70 

7543 SBX 


1 

Head Set 

70 

HS 7543 SBX 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

70 

MS 9027 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70 

8105 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

70 

5019 

1 55/64” ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 3165 

Exc. Military eng.; Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 6617 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70 

PS 4352 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

4 

O-Ring 

70 

407 

Valve Stem Seal 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 4351-1 


8 134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. 1966-1951 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66-51 

7543 SBX 


1 

Head Set 

66-51 

HS 7543 SBX 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-51 

FS 7543 SBX 

Rear main brg. seal for Military eng. not incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66-51 

MS 9027 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-51 

8105 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-51 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

66-51 

5019 

1 55/64" ID x2 19/64" OD 
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Jeep Truck (Incl. Jeep, Willys) 



134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. 1966-1951 

8 

(cont.) 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66-51 

OS 4350 AD 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66-51 

BS 3165 

Exc. Military eng.; Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66-51 

VS 6617 R 



QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66-51 

PS 4352 C 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


4 

O-Ring 

66-51 

407 

Valve Stem Seal 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66-51 

4367 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-51 

TCS 4351-1 




134 2.2L (2196cc) L-HEAD L4 Lightning (8 Valve), 3.125" 

Bore (Jeep Eng.), 1 Bbl. "Eng. Code 3J" 1968-1960 

9 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

68-60 

7285 B 



1 

Head Set 

68-60 

HS 7285 B 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68-60 

FS 7285 B 

Rear main brg. seal for Military eng. not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

68-60 

MS 8348 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-60 

8105 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


1 

Fuel Pump Bowl Gasket 

68-60 

5019 

1 55/64" ID x2 19/64" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68-60 

OS 4350 AD 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68-60 

BS 3165 

Exc. Military eng.; Rope 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

68-60 

PS 4352 C 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68-60 

3156 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68-60 

4367 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68-60 

TCS 4351-1 




134 2.2L (2196cc) L-HEAD L4 Lightning (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. 1968-1939 

10 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

68-44 

7285 B 



1 

Head Gasket 

43 

7267 B 

Jeep MA Base, MB Base 


1 

Head Gasket 

43 

7285 B 

Exc. Jeep MA Base, MB Base 


1 

Head Gasket 

42-39 

7267 B 



1 

Head Set 

68-44 

HS 7285 B 



1 

Head Set 

43 

HS 7285 B 

Exc. Jeep MA Base, MB Base 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68-44 

FS 7285 B 

Rear main brg. seal for Military eng. not incl. 


1 

Full Gasket Set 

43 

FS 7267 B 

Jeep MA Base, MB Base; Rear main brg. seal for Military eng. 





not incl. 


1 

Full Gasket Set 

43 

FS 7285 B 

Exc. Jeep MA Base, MB Base; Rear main brg. seal for Military 





eng. not incl. 


1 

Full Gasket Set 

42-39 

FS 7267 B 

Rear main brg. seal for Military eng. not incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

68-39 

MS 8348 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68-39 

8105 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68-41 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 
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Jeep Truck (Incl. Jeep, Willys) 


1 o 134 2.2L (2196CC) L-HEAD L4 Lightning (8 Valve), 3.125" 

(cont.) 

Bore (Jeep Eng.), 1 Bbl. 1968-1939 

QTY 

FUEL PUMP (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

68-44 

5019 

1 55/64" ID x2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

43-39 

773 

Jeep MA Base, MB Base; 1 5/8" ID x 2 1/8" OD 

1 

Fuel Pump Bowl Gasket 

43-41 

5019 

Exc. Jeep MA Base, MB Base; 1 55/64" ID x 2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

40 

5019 

Jeep 440 Base, Willys 440; 1 55/64" ID x 2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

39 

5019 

Exc. Jeep MA Base, MB Base; 1 55/64" ID x 2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68-39 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68-39 

BS 3165 

Exc. Military eng.; Rope 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

68-39 

PS 4352 C 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68-42 

3156 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68-39 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68-39 

TCS 4351-1 


1 1 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" Bore (GMC Eng.), 1 Bbl. "Eng. Code HC" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8723 PT-1 

PermaTorque® 

1 

Head Set 

71 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9943 


1 

Exh. Manifold Gasket Set 

71 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

71 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 


12 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" Bore (GMC Eng.), 2 Bbl. "Eng. Code HC" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8723 PT-1 

PermaTorque® 

1 

Head Set 

71 

HS 8723 PT-7 
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Jeep Truck (Incl. Jeep, Willys) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code HC" 1971 12 

(cont.) 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

71 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

71 

MS 9943 


1 

Exh. Manifold Gasket Set 

71 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

71 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

71 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code MH" 1966 13 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8723 PT-1 

PermaTorque® 

1 

Head Set 

66 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9943 


1 

Exh. Manifold Gasket Set 

66 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

66 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358433; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45006 

Exc. cover stamped 1358433; w/Rope seal 
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Jeep Truck (Incl. Jeep, Willys) 


13 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code MH" 1966 

QTY 

TIMING COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 45930 

Exc. cover stamped 1358433; w/Rubber seal 

1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

70032 


14 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code MH" 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66 

8723 PT-1 

PermaTorque® 

1 

Head Set 

66 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66 

MS 9943 


1 

Exh. Manifold Gasket Set 

66 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

66 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

66 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 13001 

Cover stamped 1358433; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45006 

Exc. cover stamped 1358433; w/Rope seal 

1 

Timing Cover Set 

66 

TCS 45930 

Exc. cover stamped 1358433; w/Rubber seal 

1 

Timing Cover Seal 

66 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

66 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

66 

70032 


15 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code NH" 1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

67 

8723 PT-1 

PermaTorque® 

1 

Head Set 

67 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

67 

MS 9943 


1 

Exh. Manifold Gasket Set 

67 

MS 90198 
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Jeep Truck (Incl. Jeep, Willys) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code NH" 

1967 

15 

(cont.) 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

67 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

67 

OS 13398 C-1 

Cork 



1 

Drain Plug Gasket 

67 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 



1 

Rear Main Seal Set 

67 

BS 40613 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

67 

VS 13160 R-1 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

67 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

67 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

67 

TCS 45006 

w/Rope seal 



1 

Timing Cover Set 

67 

TCS 45930 

w/Rubber seal 



1 

Timing Cover Seal 

67 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

67 

5198 

1 or 2 Req'd.; 2 5/8“ ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

67 

9249 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

67 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

67 

70032 





225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code NH" 

1967 

16 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

67 

8723 PT-1 

PermaTorque® 



1 

Head Set 

67 

HS 8723 PT-7 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

67 

FS 8723 PT-7 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

67 

CS 8142 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

67 

MS 9943 




1 

Exh. Manifold Gasket Set 

67 

MS 90198 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

67 

OS 13398 C-1 

Cork 



1 

Drain Plug Gasket 

67 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

67 

BS 13044-2 

Rope 



1 

Rear Main Seal Set 

67 

BS 40613 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

67 

VS 13160 R-1 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

67 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

67 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

67 

TCS 45006 

w/Rope seal 



1 

Timing Cover Set 

67 

TCS 45930 

w/Rubber seal 



1 

Timing Cover Seal 

67 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

67 

5198 

1 or 2 Req'd.; 2 5/8“ ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

67 

60000 
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Jeep Truck (Incl. Jeep, Willys) 


16 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 2 Bbl. "Eng. Code NH" 

1967 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

67 

420 

Distributor Mounting 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

67 

70032 



17 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code PH" 

1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8723 PT-1 

PermaTorque® 


1 

Head Set 

68 

HS 8723 PT-7 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8723 PT-7 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8142 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68 

MS 9943 



1 

Exh. Manifold Gasket Set 

68 

MS 90198 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 13398 C-1 

Cork 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 


1 

Rear Main Seal Set 

68 

BS 40613 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68 

VS 13160 R-1 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

68 

12994 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

68 

12996-1 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

68 

TCS 45006 

w/Rope seal 


1 

Timing Cover Set 

68 

TCS 45930 

w/Rubber seal 


1 

Timing Cover Seal 

68 

15200 

Rubber one-piece timing cover seal 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

68 

5198 

1 or 2 Req'd.; 2 5/8“ ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

68 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

68 

420 

Distributor Mounting 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

68 

70032 



18 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code PH" 

1968 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


2 

Head Gasket 

68 

8723 PT-1 

PermaTorque® 


1 

Head Set 

68 

HS 8723 PT-7 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8723 PT-7 



QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8142 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

68 

MS 9943 



1 

Exh. Manifold Gasket Set 

68 

MS 90198 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 13398 C-1 

Cork 


1 

Drain Plug Gasket 

68 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 
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Jeep Truck (Incl. Jeep, Willys) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code PH" 

1968 

18 

(cont.) 

QTY 

1 

CRANKSHAFT REAR SEAL 

(cont.) 

Rear Main Seal Set 

YEARS 

68 

PART NO. 

BS 40613 

DESCRIPTION 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

68 

VS 13160 R-1 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

68 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

68 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

68 

TCS 45006 

w/Rope seal 



1 

Timing Cover Set 

68 

TCS 45930 

w/Rubber seal 



1 

Timing Cover Seal 

68 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

68 

5198 

1 or 2 Req'd.; 2 5/8“ ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

68 

60000 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

68 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

68 

70032 





225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code RH" 

1969 

19 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

69 

8723 PT-1 

PermaTorque® 



1 

Head Set 

69 

HS 8723 PT-7 




QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

69 

FS 8723 PT-7 




QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Gasket Conversion Set 

69 

CS 8142 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

69 

MS 9943 




1 

Exh. Manifold Gasket Set 

69 

MS 90198 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

69 

OS 13398 C-1 

Cork 



1 

Drain Plug Gasket 

69 

70822 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

69 

BS 13044-2 

Rope 



1 

Rear Main Seal Set 

69 

BS 40613 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

69 

VS 13160 R-1 




QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

69 

12994 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

69 

12996-1 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

69 

TCS 45006 

w/Rope seal 



1 

Timing Cover Set 

69 

TCS 45930 

w/Rubber seal 



1 

Timing Cover Seal 

69 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



2 

Air Cleaner Gasket 

69 

5198 

1 or 2 Req'd.; 2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

69 

9249 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

O-Ring 

69 

420 

Distributor Mounting 



QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pump Gasket 

69 

70032 
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Jeep Truck (Incl. Jeep, Willys) 


20 22 5 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code RH" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8723 PT-1 

PermaTorque® 

1 

Head Set 

69 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

69 

MS 9943 


1 

Exh. Manifold Gasket Set 

69 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

69 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

69 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

69 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

69 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

70032 


21 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. "Eng. Code SF" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8723 PT-1 

PermaTorque® 

1 

Head Set 

70 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9943 


1 

Exh. Manifold Gasket Set 

70 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

70 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 
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Jeep Truck (Incl. Jeep, Willys) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code SF" 

1970 

21 

(cont.) 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 




1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 




1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




2 

Air Cleaner Gasket 

70 

5198 

1 or 2 Req'd.; 2 5/8“ ID 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




1 

Carb. Mounting Gasket 

70 

9249 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

O-Ring 

70 

420 

Distributor Mounting 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

70 

70032 






225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. 

"Eng. Code SF" 

1970 

22 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




2 

Head Gasket 

70 

8723 PT-1 

PermaTorque® 




1 

Head Set 

70 

HS 8723 PT-7 





QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Full Gasket Set 

70 

FS 8723 PT-7 





QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Gasket Conversion Set 

70 

CS 8142 





QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 




1 

Int. Manifold Gasket Set 

70 

MS 9943 





1 

Exh. Manifold Gasket Set 

70 

MS 90198 





QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pan Gasket Set 

70 

OS 13398 C-1 

Cork 




1 

Drain Plug Gasket 

70 

70822 





QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 




1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 




1 

Rear Main Seal Set 

70 

BS 40613 

Rubber; Two-piece 




QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Valve Cover Gasket Set 

70 

VS 13160 R-1 





QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Outlet Gasket 

70 

12994 

Water Outlet 




QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 




1 

Water Pump Gasket 

70 

12996-1 





QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 




1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 




1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




2 

Air Cleaner Gasket 

70 

5198 

1 or 2 Req'd.; 2 5/8“ ID 




QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 




1 

Carb. Mounting Gasket 

70 

60000 





QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 




1 

O-Ring 

70 

420 

Distributor Mounting 




QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 




1 

Oil Pump Gasket 

70 

70032 






225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 1 Bbl. 

"Eng. Code SH" 

1970 

23 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 




2 

Head Gasket 

70 

8723 PT-1 

PermaTorque® 




1 

Head Set 

70 

HS 8723 PT-7 





QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Full Gasket Set 

70 

FS 8723 PT-7 





QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 




1 

Gasket Conversion Set 

70 

CS 8142 





QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 




1 

Int. Manifold Gasket Set 

70 

MS 9943 





1 

Exh. Manifold Gasket Set 

70 

MS 90198 






(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 


23 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

(cont.) 

Bore (GMC Eng.), 1 Bbl. "Eng. Code SH" 1970 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

70 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

9249 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 


24 225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SH" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8723 PT-1 

PermaTorque® 

1 

Head Set 

70 

HS 8723 PT-7 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8723 PT-7 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

70 

CS 8142 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70 

MS 9943 


1 

Exh. Manifold Gasket Set 

70 

MS 90198 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13398 C-1 

Cork 

1 

Drain Plug Gasket 

70 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

1 

Rear Main Seal Set 

70 

BS 40613 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 13160 R-1 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

70 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60000 
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Jeep Truck (Incl. Jeep, Willys) 



225 3.7L (3688cc) OHV V6 (12 Valve) (Buick), 3.75" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code SH" 1970 

CM 






(cont.) 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

O-Ring 

70 

420 

Distributor Mounting 


QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pump Gasket 

70 

70032 




226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.3125" Bore (Continental Eng.), 1 Bbl. "VIN T" 1966-1954 

25 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

66-54 

7191 S 



1 

Head Set 

66-54 

HS 7191 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 7191 S-8 

To Ser. No. SW-6-L-16847; RWD 


1 

Full Gasket Set 

62 

FS 7191 S-8 

To Ser. No. TW-6-L-143633; 4WD 


1 

Full Gasket Set 

61-54 

FS 7191 S-8 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

66-54 

MS 8886 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

66-54 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 5449 C 

To Ser. No. SW-6-L-16847; RWD 


1 

Oil Pan Gasket Set 

62 

OS 5449 C 

To Ser. No. TW-6-L-143633; 4WD 


1 

Oil Pan Gasket Set 

61-54 

OS 5449 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 1280 

To Ser. No. SW-6-L-16847; RWD; Rope 


1 

Rear Main Seal Set 

62 

BS 1280 

To Ser. No. TW-6-L-143633; 4WD; Rope 


1 

Rear Main Seal Set 

61-54 

BS 1280 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66-54 

VS 5748 R 

w/Grommets 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66-54 

1273 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-54 

TCS 5400-3 




226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.3125" Bore (Continental Eng.), 1 Bbl. 1966-1947 

26 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

66-47 

7191 S 



1 

Head Set 

66-47 

HS 7191 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

62 

FS 7191 S-8 

To Ser. No. SW-6-L-16847; RWD 


1 

Full Gasket Set 

62 

FS 7191 S-8 

To Ser. No. TW-6-L-143633; 4WD 


1 

Full Gasket Set 

61-47 

FS 7191 S-8 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

66-47 

MS 8886 B 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

66-47 

60146 

Flange 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

66-47 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

62 

OS 5449 C 

To Ser. No. SW-6-L-16847; RWD 


1 

Oil Pan Gasket Set 

62 

OS 5449 C 

To Ser. No. TW-6-L-143633; 4WD 


1 

Oil Pan Gasket Set 

61-47 

OS 5449 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

62 

BS 1280 

To Ser. No. SW-6-L-16847; RWD; Rope 


1 

Rear Main Seal Set 

62 

BS 1280 

To Ser. No. TW-6-L-143633; 4WD; Rope 


1 

Rear Main Seal Set 

61-47 

BS 1280 

Rope 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66-47 

VS 5748 R 

w/Grommets 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66-47 

1273 

Water Outlet 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66-47 

TCS 5400-3 
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Jeep Truck (Incl. Jeep, Willys) 


27 226 3.7L (3704cc) L-HEAD L6 (12 Valve), 3.3125" Bore (Continental Eng.), 2 Bbl. 1963-1954 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

63-54 

7191 S 


1 

Head Set 

63-54 

HS 7191 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

62 

FS 7191 S-8 

To Ser. No. SW-6-L-16847; RWD 

1 

Full Gasket Set 

62 

FS 7191 S-8 

To Ser. No. TW-6-L-143633; 4WD 

1 

Full Gasket Set 

61-54 

FS 7191 S-8 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

63-54 

MS 8886 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

63-54 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

63-54 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

62 

OS 5449 C 

To Ser. No. SW-6-L-16847; RWD 

1 

Oil Pan Gasket Set 

62 

OS 5449 C 

To Ser. No. TW-6-L-143633; 4WD 

1 

Oil Pan Gasket Set 

61-54 

OS 5449 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

62 

BS 1280 

To Ser. No. SW-6-L-16847; RWD; Rope 

1 

Rear Main Seal Set 

62 

BS 1280 

To Ser. No. TW-6-L-143633; 4WD; Rope 

1 

Rear Main Seal Set 

61-54 

BS 1280 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

63-54 

VS 5748 R 

w/Grommets 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

63-54 

1273 

Water Outlet 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

63-54 

TCS 5400-3 


28 230 3.8L (3770CC) SOHC L6 Tornado (12 Valve), 3.3438" 
1965-1962 

Bore (Continental Eng.), 1 Bbl. "Eng. Code AD" 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-62 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

29 230 3.8L (3770CC) SOHC L6 Tornado (12 Valve), 3.3438" 
1965-1962 

Bore (Continental Eng.), 1 Bbl. "Eng. Code ND" 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-62 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

30 230 3.8L (3770cc) SOHC L6 Tornado (12 Valve), 3.3438" 
1965-1962 

Bore (Continental Eng.), 1 Bbl. "Eng. CodeTD" 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65-62 

60146 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65-62 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

31 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN E" 1979-1967 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

79-67 

8169 PT 


1 

Head Set 

79-67 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

79-67 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

79-67 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

79-67 

MS 9982 


1 

Intake to Exhaust Gasket 

79-67 

9983 
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Jeep Truck (Incl. Jeep, Willys) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN E" 1979-1967 

31 

(cont.) 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

79-75 

60292 

Converter 


1 

Exhaust Pipe Gasket 

79-67 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-67 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-67 

OS 13881 C-1 

Multi-piece; Cork 


1 

Oil Pan Gasket Set 

79-71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-67 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-67 

VS 50186 C 

Cork; 5/32” thick 


1 

Valve Cover Gasket Set 

79-67 

VS 50258 C 

Cork; 7/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-67 

SS 70530 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-68 

35024 

Water Outlet 


1 

Water Outlet Gasket 

67 

13874 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-67 

13877 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-67 

TCS 45117 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

79-67 

TCS 45458 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

79-67 

16210 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-67 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79-67 

5198 

2 5/8” ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

79-74 

60304 



2 

Carb. Mounting Gasket 

73-67 

60044 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-74 

70051 

1 11/32" OD 


1 

Distributor Mounting Gasket 

73-67 

12665 

1 9/16" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-74 

70978 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

79-67 

70301 




232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 1L" 1968 

32 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

68 

8169 PT 



1 

Head Set 

68 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

68 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. j 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

68 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

68 

MS 9982 



1 

Intake to Exhaust Gasket 

68 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

68 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

68 

OS 13881 C-1 

Multi-piece; Cork 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

68 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

68 

VS 50186 C 

Cork; 5/32” thick 


1 

Valve Cover Gasket Set 

68 

VS 50258 C 

Cork; 7/32" thick 
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32 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

(cont.) 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 1L" 1968 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

68 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

35024 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

68 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

68 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

68 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

68 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

68 

PART NO. 

60044 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

68 

12665 

1 9/16” OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

68 

PART NO. 

70301 

DESCRIPTION 

33 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 3L" 1969 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

69 

PART NO. 

8169 PT 

DESCRIPTION 

1 

Head Set 

69 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

69 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

69 

69 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

69 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

69 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

69 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

35024 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

69 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

69 

TCS 45458 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

69 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

69 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

69 

PART NO. 

60044 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

69 

12665 

1 9/16" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

69 

PART NO. 

70301 

DESCRIPTION 
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Jeep Truck (Incl. Jeep, Willys) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 7L" 1965 34 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

65 

8169 PT 


1 

Head Set 

65 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

65 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

65 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

65 

MS 9982 


1 

Intake to Exhaust Gasket 

65 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

65 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

65 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

65 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

65 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

65 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

65 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

65 

13874 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

65 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

65 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

65 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

65 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

65 

5198 

2 5/8” ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

65 

60044 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

65 

12665 

1 9/16" OD 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

65 

70301 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 8L" 1966 35 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66 

8169 PT 


1 

Head Set 

66 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66 

MS 9982 


1 

Intake to Exhaust Gasket 

66 

9983 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50186 C 

Cork; 5/32" thick 


(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 


35 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

(cont.) 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 8L" 1966 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66 

13874 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

66 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

66 

PART NO. 

60044 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66 

12665 

1 9/16" OD 

QTY 

1 

OIL FILTER MOUNTING 

Oil Filter Adapter Gasket 

YEARS 

66 

PART NO. 

70301 

DESCRIPTION 

36 232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 9L" 1967 

QTY 

1 

CYLINDER HEAD 

Head Gasket 

YEARS 

67 

PART NO. 

8169 PT 

DESCRIPTION 

1 

Head Set 

67 

HS 8169 PT-2 

Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

67 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

67 

CS 8169-2 

Multi-piece oil pan gskt. incl. 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. & Exh. Gasket Set 

Intake to Exhaust Gasket 

YEARS 

67 

67 

PART NO. 

MS 9982 

9983 

DESCRIPTION 

QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

67 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

67 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

67 

OS 13881 C-1 

Multi-piece; Cork 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

67 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

67 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

67 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

67 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

67 

13874 

Water Outlet 

QTY 

1 

WATER PUMP 

Water Pump Gasket 

YEARS 

67 

PART NO. 

13877 

DESCRIPTION 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

67 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

67 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

67 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

67 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

67 

5198 

2 5/8" ID 

QTY 

2 

CARB & FUEL INJECTION 

Carb. Mounting Gasket 

YEARS 

67 

PART NO. 

60044 

DESCRIPTION 

QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

67 

12665 

1 9/16" OD 


(continued on next page) 


1138 








Jeep Truck (Incl. Jeep, Willys) 



232 3.8L (3802cc) OHV L6 Hi Torque (12 Valve), 3.75" 

Bore (AMC Eng.), 1 Bbl. "Eng. Code 9L" 1967 

36 

(cont.) 

QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

67 

70301 




258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 1 Bbl. "VIN A" 1979-1971 

37 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

79-71 

8169 PT 



1 

Head Set 

79-71 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

79-71 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

79-71 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

79-71 

MS 9982 



1 

Intake to Exhaust Gasket 

79-71 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

79-75 

60292 

Converter 


1 

Exhaust Pipe Gasket 

79-71 

60299 

Packing; 1 13/16" ID 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

79-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

79-71 

OS 13881 C-1 

Multi-piece; Cork 


1 

Oil Pan Gasket Set 

79-71 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

79-71 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

79-71 

VS 50186 C 

Cork; 5/32" thick 


1 

Valve Cover Gasket Set 

79-71 

VS 50258 C 

Cork; 7/32" thick 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

79-71 

SS 70530 

Premium valve stem seals incl. 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

79-71 

35024 

Water Outlet 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

79-71 

13877 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

79-71 

TCS 45117 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

79-71 

TCS 45458 

w/Sleeve 'N’ Seal® 


1 

Repair Sleeve 

79-71 

16210 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

79-71 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Air Cleaner Gasket 

79-71 

5198 

2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


2 

Carb. Mounting Gasket 

79-71 

60304 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

79-71 

70051 

1 11/32" OD 



EXHAUST GAS 





QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 


1 

EGR Gasket 

79-74 

70978 



QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Filter Adapter Gasket 

79-71 

70301 




258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1980-1977 

38 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Gasket 

80-77 

8169 PT 



1 

Head Set 

80-77 

HS 8169 PT-2 

Premium valve stem seals incl. 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

80-77 

FS 8169 PT-4 

Multi-piece oil pan gskt. incl.; Premium valve stem seals incl. | 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Gasket Conversion Set 

80-77 

CS 8169-2 

Multi-piece oil pan gskt. incl. 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. & Exh. Gasket Set 

80-77 

MS 9982 



1 

Intake to Exhaust Gasket 

80-77 

9983 



QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 


1 

Exhaust Pipe Gasket 

80-77 

60292 

Converter 



(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 


38 258 4.2L (4229cc) OHV L6 (12 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN C" 1980-1977 

(cont.) 


EXHAUST PIPE FLANGE 




QTY 

(cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-77 

60299 

Packing; 1 13/16" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-77 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-77 

OS 13881 C-1 

Multi-piece; Cork 

1 

Oil Pan Gasket Set 

80-77 

OS 34308 R 

PermaDry® one-piece molded rubber gskt. incl. 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-77 

BS 40612 

Rubber; Two-piece; Double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-77 

VS 50186 C 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

80-77 

VS 50258 C 

Cork; 7/32" thick 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-77 

SS 70530 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-77 

35024 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-77 

13877 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-77 

TCS 45117 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-77 

TCS 45458 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-77 

16210 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-77 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80 

5198 

Jeep Cherokee Base, Wide Track, J-10 Base, J-20 Base, 





Wagoneer Base, Limited; 2 5/8" ID 

1 

Air Cleaner Gasket 

79 

5198 

Jeep Cherokee Base, Wide Track, J-10 Base, J-20 Base; 2 





5/8" ID 

1 

Air Cleaner Gasket 

78-77 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

2 

Carb. Mounting Gasket 

80-79 

60321 

Australia 

2 

Carb. Mounting Gasket 

80-79 

60391 

Exc. Australia 

2 

Carb. Mounting Gasket 

78-77 

60321 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-77 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-77 

70978 


QTY 

OIL FILTER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Filter Adapter Gasket 

80-77 

70301 


39 304 5.0L (4982CC) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN H" 1980-1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-71 

8211 PT-1 


1 

Head Set 

80-71 

HS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-71 

FS 8211 PT-4 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80-71 

MS 96011 


1 

Exh. Manifold Gasket Set 

80-71 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

80-71 

60133 

Flange 

1 

Exhaust Pipe Gasket 

80-71 

60103-1 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-71 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-71 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-71 

BS 40003 

Rubber; Two-piece 


(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 



304 5.0L (4982cc) OHV V8 (16 Valve), 3.75" Bore (AMC Eng.), 2 Bbl. "VIN H" 

1980-1971 

39 

(cont.) 

QTY 

1 

VALVE COVER 

Valve Cover Gasket Set 

YEARS 

80-71 

PART NO. 

VS 50001 R 

DESCRIPTION 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

80-73 

SS 70529 

Premium valve stem seals incl. 



1 

Valve Stem Seal Set 

72-71 

SS 12443 

Premium valve stem seals incl. 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

80-71 

35130 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

80-71 

35014 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

80-71 

TCS 45003 

w/o Sleeve ’N’ Seal® 



1 

Timing Set w/Sleeve & Seal 

80-71 

TCS 45271 

w/Sleeve ’N’ Seal® 



1 

Repair Sleeve 

80-71 

16204 

Timing Cover; Use w/installation tool 



1 

Repair Sleeve Tool 

80-71 

16308 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32“ ID 



1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

80-74 

60320 

Carb. to insulator 



1 

Carb. Mounting Gasket 

80-74 

60102 

Insulator to manifold 



1 

Carb. Mounting Gasket 

72-71 

60102 

Carb. to insulator 



1 

Carb. Mounting Gasket 

72-71 

60072-1 

Insulator to manifold 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Choke Mounting Tube Gasket 

80-73 

72590 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

80-71 

70051 

1 11/32" OD 




EXHAUST GAS 






QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 



1 

EGR Gasket 

80-74 

70978 





327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 2 Bbl. "VIN E" 

1970-1965 

40 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

70-65 

7748 SH 




1 

Head Set 

70-65 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. | 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

70-65 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. j 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Int. Manifold Gasket Set 

70-65 

MS 9497 B 




1 

Exh. Manifold Gasket Set 

70-65 

MS 90200 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

70-65 

60146 

Loc. L.H. 



1 

Exhaust Pipe Gasket 

70-65 

9375 

Loc. R.H. 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

70-65 

5231 




QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

70-65 

OS 5270 C 




QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Push Rod Cover Gasket Set 

70-65 

PS 5272 

w/Grommets 



QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

70-65 

SS 12443 

Premium valve stem seals incl. 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

70-65 

35063 

Water Outlet; 2 1/2" ID 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

70-65 

5198 

2 5/8" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

70-65 

60102 





327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" Bore (AMC Eng.), 4 Bbl. "VIN E" 

1970-1965 

41 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

70-65 

7748 SH 




1 

Head Set 

70-65 

HS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. j 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

70-65 

FS 7748 SH-2 

Valve cover gskts. not incl.; Premium valve stem seals incl. | 


(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 


41 327 5.4L (5360cc) OHV V8 Vigilante (16 Valve), 4" 

Bore (AMC Eng.), 4 Bbl. "VIN E" 1970-1965 

(cont.) 




QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

70-65 

MS 9497 B 


1 

Exh. Manifold Gasket Set 

70-65 

MS 90200 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

70-65 

60146 

Loc. L.H. 

1 

Exhaust Pipe Gasket 

70-65 

9375 

Loc. R.H. 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70-65 

5231 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70-65 

OS 5270 C 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

70-65 

PS 5272 

w/Grommets 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

70-65 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70-65 

35063 

Water Outlet; 2 1/2" ID 

42 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "VIN 9" 1971-1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71-69 

8264 PT-1 


1 

Head Set 

71-69 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71-69 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71-69 

MS 96006 


1 

Exh. Manifold Gasket Set 

71-69 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71-69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71-69 

OS 13397 C-1 


1 

Drain Plug Gasket 

71-69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71-69 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71-69 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

71-69 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71-69 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71-69 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71-69 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71-69 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71-69 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71-69 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71-69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71-70 

60113 


1 

Carb. Mounting Gasket 

69 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71-69 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71-69 

70032 


43 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "VIN K" 1971 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8264 PT-1 


1 

Head Set 

71 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 


(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" Bore (GMC Eng.), 2 Bbl. "VIN K" 1971 43 

(cont.) 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96006 


1 

Exh. Manifold Gasket Set 

71 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13397 C-1 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code KP0" 1968 44 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

68 

8264 PT-1 


1 

Head Set 

68 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

68 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

68 

MS 96006 


1 

Exh. Manifold Gasket Set 

68 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

68 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

68 

OS 13397 C-1 


1 

Drain Plug Gasket 

68 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

68 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

68 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

68 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

68 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

68 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

68 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

68 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

68 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

68 

15200 

Rubber one-piece timing cover seal 


(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 


44 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code KP0" 1968 

(cont.) 




QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

68 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

68 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

68 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

68 

70032 


45 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code KR0" 1969 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

69 

8264 PT-1 


1 

Head Set 

69 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

69 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

69 

MS 96006 


1 

Exh. Manifold Gasket Set 

69 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

69 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

69 

OS 13397 C-1 


1 

Drain Plug Gasket 

69 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

69 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

69 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

69 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

69 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

69 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

69 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

69 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

69 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

69 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

69 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

69 

60000 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

69 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

69 

70032 


46 350 5.7L (5736CC) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code KS0" 1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

70 

8264 PT-1 


1 

Head Set 

70 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

70 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

70 

MS 96006 


1 

Exh. Manifold Gasket Set 

70 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

70 

OS 13397 C-1 


1 

Drain Plug Gasket 

70 

70822 



(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code KS0" 1970 46 

(cont.) 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

70 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

70 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

70 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

70 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

70 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

70 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

70 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

70 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

70 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

70 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

70 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

70 

70032 



350 5.7L (5736cc) OHV V8 (16 Valve) (Buick), 3.8" 

Bore (GMC Eng.), 2 Bbl. "Eng. Code KT0" 1971 47 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

71 

8264 PT-1 


1 

Head Set 

71 

HS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

71 

FS 8264 PT-1 

Int. manifold gskt. not incl.; Premium valve stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

71 

MS 96006 


1 

Exh. Manifold Gasket Set 

71 

MS 90241 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

71 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

71 

OS 13397 C-1 


1 

Drain Plug Gasket 

71 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

71 

BS 13044-2 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

71 

VS 50034 C 

Cork 

1 

Valve Cover Gasket Set 

71 

VS 50034 R 

Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

2 

Valve Stem Seal Set 

71 

SS 70092-1 

Loc. Int. & Exh.; Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

71 

12994 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

71 

12996-1 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

71 

TCS 45006 

w/Rope seal 

1 

Timing Cover Set 

71 

TCS 45930 

w/Rubber seal 

1 

Timing Cover Seal 

71 

15200 

Rubber one-piece timing cover seal 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

71 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

71 

60113 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

O-Ring 

71 

420 

Distributor Mounting 

QTY 

OIL PUMP COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Gasket 

71 

70032 
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Jeep Truck (Incl. Jeep, Willys) 


48 360 5.9L (5899CC) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 2 Bbl. "VIN N" 1980-1970 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

80-70 

8266 PT-1 


1 

Head Set 

80-70 

HS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

80-70 

FS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

80-70 

MS 96011 


1 

Exh. Manifold Gasket Set 

80-70 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

80-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

80-70 

60133 

Flange 

1 

Exhaust Pipe Gasket 

80-70 

60103-1 

Packing; 2 1/8" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

80-70 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

80-70 

OS 30187 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

80-70 

BS 40003 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

80-70 

VS 50001 R 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

80-73 

SS 70529 

Premium valve stem seals incl. 

1 

Valve Stem Seal Set 

72-70 

SS 12443 

Premium valve stem seals incl. 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

80-70 

35130 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

80-70 

35014 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

80-70 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

80-70 

TCS 45271 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

80-70 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

80-70 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

80-72 

60038 

5 1/32” ID 

1 

Air Cleaner Gasket 

71-70 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

80-74 

60320 

Carb. to insulator 

1 

Carb. Mounting Gasket 

80-74 

60102 

Insulator to manifold 

1 

Carb. Mounting Gasket 

72-70 

60102 

Carb. to insulator 

1 

Carb. Mounting Gasket 

72-70 

60072-1 

Insulator to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

80-73 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

80-70 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

80-74 

70978 


49 360 5.9L (5899CC) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN P" 1978-1973 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

78-73 

8266 PT-1 


1 

Head Set 

78-73 

HS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

78-73 

FS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valley Pan Gasket Set 

78-73 

MS 96011 


1 

Exh. Manifold Gasket Set 

78-73 

MS 90166 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

78-75 

60292 

Converter 

1 

Exhaust Pipe Gasket 

78-73 

60133 

Flange 

1 

Exhaust Pipe Gasket 

78-73 

60103-1 

Packing; 2 1/8" ID 


(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 



360 5.9L (5899cc) OHV V8 (16 Valve), 4.08" Bore (AMC Eng.), 4 Bbl. "VIN P" 

1978-1973 

49 

(cont.) 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

78-73 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

78-73 

OS 30187 C 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

78-73 

BS 40003 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

78-73 

VS 50001 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

78-73 

SS 70529 

Premium valve stem seals incl. 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

78-73 

35130 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

78-73 

35014 




QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Timing Cover Set 

78-73 

TCS 45003 

w/o Sleeve ’N’ Seal® 



1 

Timing Set w/Sleeve & Seal 

78-73 

TCS 45271 

w/Sleeve 'N’ Seal® 



1 

Repair Sleeve 

78-73 

16204 

Timing Cover; Use w/installation tool 



1 

Repair Sleeve Tool 

78-73 

16308 

Timing Cover 



QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Air Cleaner Gasket 

78-74 

60038 

5 1/32" ID 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 



1 

Carb. Mounting Gasket 

78-75 

60474 

Carb. to insulator 



1 

Carb. Mounting Gasket 

78-75 

60242 

Insulator to manifold 



1 

Carb. Mounting Gasket 

74 

60091 

Insulator to manifold 



QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Choke Mounting Tube Gasket 

78-73 

72590 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 



1 

Distributor Mounting Gasket 

78-73 

70051 

1 11/32" OD 




EXHAUST GAS 






QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 



1 

EGR Gasket 

78-74 

70978 





401 6.6L (6571 cc) OHV V8 (16 Valve), 4.165" Bore (AMC Eng.), 4 Bbl. "VIN Z" 

1978-1974 

50 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 



2 

Head Gasket 

78-74 

8266 PT-1 




1 

Head Set 

78-74 

HS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Full Gasket Set 

78-74 

FS 8266 PT-4 

Int. manifold gskt. & exh. pipe flange not incl.; Premium valve 





stem seals incl. 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valley Pan Gasket Set 

78-74 

MS 96011 




1 

Exh. Manifold Gasket Set 

78-74 

MS 90166 




QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 



1 

Exhaust Pipe Gasket 

78-75 

60292 

Converter 



1 

Exhaust Pipe Gasket 

78-74 

60133 

Flange 



1 

Exhaust Pipe Gasket 

78-74 

60103-1 

Packing; 2 1/8" ID 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Fuel Pump Mounting Gasket 

78-74 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 



QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 



1 

Oil Pan Gasket Set 

78-74 

OS 30187 C 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 



1 

Rear Main Seal Set 

78-74 

BS 40003 

Rubber; Two-piece 



QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Cover Gasket Set 

78-74 

VS 50001 R 




QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Valve Stem Seal Set 

78-74 

SS 70529 

Premium valve stem seals incl. 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Outlet Gasket 

78-74 

35130 

Water Outlet 



QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 



1 

Water Pump Gasket 

78-74 

35014 





(continued on next page) 
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Jeep Truck (Incl. Jeep, Willys) 


50 401 6.6L (6571 cc) OHV V8 (16 Valve), 4.165" 

(cont.) 

Bore (AMC Eng.), 4 Bbl. "VIN Z" 1978-1974 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

78-74 

TCS 45003 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

78-74 

TCS 45271 

w/Sleeve ’N' Seal® 

1 

Repair Sleeve 

78-74 

16204 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

78-74 

16308 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

78-74 

60038 

51/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

78-75 

60474 

Carb. to insulator 

1 

Carb. Mounting Gasket 

78-75 

60242 

Insulator to manifold 

1 

Carb. Mounting Gasket 

74 

60091 

Insulator to manifold 

QTY 

CHOKE TUBE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Choke Mounting Tube Gasket 

78-74 

72590 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

78-74 

70051 

1 11/32" OD 


EXHAUST GAS 




QTY 

RECIRCULATION 

YEARS 

PART NO. 

DESCRIPTION 

1 

EGR Gasket 

78-74 

70978 



Lincoln Car - See Ford Car 
Mercury Car ■ See Ford Car 
Nash - See American Motors Car 
Navistar Truck - See International Truck 
Oldsmobile Car - See GM Car 
Packard ■ See Studebaker Car 
Plymouth Car - See Chrysler Car 
Plymouth SUV’s - See Dodge Truck 
Plymouth Truck - See Dodge Truck 
Pontiac Car - See GM Car 
Rambler - See American Motors Car 


Studebaker Car (Incl. Packard, Studebaker) 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. 

Vin 

Eng. 

Code 

Mfg. 

Div. 

Fuel Del. 

Type 

Years 

Line 

169.6 

2.8L 

2780cc 

OHV L6 

3" 

12 

Studebaker Eng. 

S 



1 Bbl./Gasoline 

1964-1961 

1 

194 

3.2L 

3180cc 

OHV L6 

3.5625' 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1966-1965 

2 

224 

3.7L 

3671cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 




2 Bbl./Gasoline 

1955 

3 

224 

3.7L 

3671cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 




4 Bbl./Gasoline 

1955 

4 

230 

3.8L 

3770cc 

OHV L6 

3.875" 

12 

GMC Eng. 



Chevrolet 

1 Bbl./Gasoline 

1966 

5 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

12 

Studebaker Eng. 


H 


2 Bbl./Gasoline 

1951 

6 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 


3H 


2 Bbl./Gasoline 

1952 

7 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 


4H 


2 Bbl./Gasoline 

1953 

8 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 


5H 


2 Bbl./Gasoline 

1954 

9 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 


5HY 


2 Bbl./Gasoline 

1954 

10 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 




2 Bbl./Gasoline 

1954-1951 

11 

259 

4.2L 

4245cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 

V 



2 Bbl./Gasoline 

1964-1960 

12 

259 

4.2L 

4245cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 

V 



4 Bbl./Gasoline 

1964-1960 

13 

259 

4.2L 

4245cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 




2 Bbl./Gasoline 

1964-1955 

14 

259 

4.2L 

4245cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 




4 Bbl./Gasoline 

1964-1955 

15 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

2 Bbl./Gasoline 

1966-1965 

16 

283 

4.6L 

4638cc 

OHV V8 

3.875" 

16 

GMC Eng. 



Chevrolet 

4 Bbl./Gasoline 

1966-1965 

17 

289 

4.7L 

4737cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 

p 



2 Bbl./Gasoline 

1964-1960 

18 

289 

4.7L 

4737cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 

p 



4 Bbl./Gasoline 

1964-1960 

19 

289 

4.7L 

4737cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 




2 Bbl./Gasoline 

1964-1956 

20 

289 

4.7L 

4737cc 

OHV V8 

3.5625' 

16 

Studebaker Eng. 




4 Bbl./Gasoline 

1964-1956 

21 

304 

5.0L 

4983cc 

OHV V8 

3.6562' 

16 

Studebaker Eng. 




2-4 Bbl./Gasoline 

1964-1963 

22 

304 

5.0L 

4983cc 

OHV V8 

3.6562' 

16 

Studebaker Eng. 




4 Bbl./Gasoline 

1964-1963 

23 
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Studebaker Car (Incl. Packard, Studebaker) 


Engine Code Index 

Eng. 

Code 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Mfg. Vin 

Fuel Del. 

Type 

Years 

Line 

3H 

232 

3.8L 

3802CC 

OHV V8 

3.375" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1952 

7 

4H 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1953 

8 

5H 

232 

3.8L 

3802cc 

OHV V8 

3.375" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1954 

9 

5HY 

232 

3.8L 

3802CC 

OHV V8 

3.375" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1954 

10 

H 

232 

3.8L 

3802CC 

OHV V8 

3.375" 

12 

Studebaker Eng. 

2 Bbl./Gasoline 

1951 

6 



169.6 2.8L (2780cc) OHV L6 (12 Valve), 3" 

Bore (Studebaker Eng.), 1 Bbl. "VIN S" 1964-1961 1 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-61 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-61 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-61 

35062 

Water Outlet; 1 13/16” ID 


194 3.2L (3180cc) OHV L6 (12 Valve) (Chevrolet), 3.5625" Bore (GMC Eng.), 1 Bbl. 1966-1965 2 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66-65 

8006 PT 


1 

Head Set 

66-65 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66-65 

MS 9786 


1 

Intake to Exhaust Gasket 

66-65 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66-65 

8194 

Packing; 2 1/32" ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 30126 C-1 


1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 13241 

Rubber; Two-piece 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 13173-1 

Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 13173 R-1 

Rubber 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13228 

w/Grommets; Cork 

1 

Push Rod Cover Gasket Set 

66-65 

PS 13228 R 

w/Grommets; Rubber 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Thermostat Gasket 

66-65 

13224 

Thermostat Housing; Housing to head 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

66-65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

66-65 

13243 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 13198 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45264 

w/Sleeve 'N’ Seal® 

1 

Repair Sleeve 

66-65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

2 

Air Cleaner Gasket 

66-65 

5198 

1 or 2 Req'd.; 2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

9249 



(continued on next page) 
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Studebaker Car (Incl. Packard, Studebaker) 


n 

| 194 3.2L (3180cc) OHV L6 (12 Valve) (Chevrolet), 3.5625 

" Bore (GMC Eng.), 1 Bbl. 1966-1965 

(cont.) 




QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

12665 

1 9/16" OD 

3 

1 224 3.7L (3671 cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

55 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

55 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

55 

773 

1 5/8” ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

35062 

Water Outlet; 1 13/16" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55 

TCS 10065 


4 

. 224 3.7L (3671 cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. 1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

55 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

55 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

55 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

55 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

55 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

55 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

55 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

55 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

55 

35062 

Water Outlet; 1 13/16" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

55 

TCS 10065 


5 

; 230 3.8L (3770CC) OHV L6 (12 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 1 Bbl. 1966 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

66 

8006 PT 


1 

Head Set 

66 

HS 8006 PT-1 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66 

FS 8006 PT-4 


QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66 

CS 8006-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

66 

MS 9786 


1 

Intake to Exhaust Gasket 

66 

9763 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66 

8194 

Packing; 2 1/32" ID 


(continued on next page) 
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Studebaker Car (Incl. Packard, Studebaker) 



230 3.8L (3770cc) OHV L6 (12 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 1 Bbl. 1966 

5 

(cont.) 

QTY 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

YEARS 

66 

PART NO. 

6579 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

66 

OS 30126 C-1 



1 

Drain Plug Gasket 

66 

70822 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

66 

BS 13241 

Rubber; Two-piece 


QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Cover Gasket Set 

66 

VS 13173-1 

Cork 


1 

Valve Cover Gasket Set 

66 

VS 13173 R-1 

Rubber 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Push Rod Cover Gasket Set 

66 

PS 13228 

w/Grommets; Cork 


1 

Push Rod Cover Gasket Set 

66 

PS 13228 R 

w/Grommets; Rubber 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

66 

SS 5112 

O-ring 


QTY 

THERMOSTAT HOUSING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Thermostat Gasket 

66 

13224 

Thermostat Housing; Housing to head 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

66 

35062 

Water Outlet; 1 13/16" ID 


1 

Water Outlet Gasket 

66 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 


QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Pump Gasket 

66 

13243 



QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

66 

TCS 13198 

w/o Sleeve ’N' Seal® 


1 

Timing Set w/Sleeve & Seal 

66 

TCS 45264 

w/Sleeve ’N’ Seal® 


1 

Repair Sleeve 

66 

16202 

Timing Cover; Use w/installation tool 


1 

Repair Sleeve Tool 

66 

16312 

Timing Cover 


QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


2 

Air Cleaner Gasket 

66 

5198 

1 or 2 Req'd.; 2 5/8" ID 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

66 

9249 



QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 


1 

Distributor Mounting Gasket 

66 

12665 

1 9/16" OD 



232 3.8L (3802cc) OHV V8 (12 Valve), 3.375 

" Bore (Studebaker Eng.), 2 Bbl. "Eng. Code H" 1951 

6 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

51 

MS 9001 SH-1 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Bowl Gasket 

51 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

51 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

51 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

51 

SS 6418 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

51 

9093 




232 3.8L (3802cc) OHV V8 (16 Valve), 3.375" 

Bore (Studebaker Eng.), 2 Bbl. "Eng. Code 3H" 1952 

7 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

52 

MS 9001 SH-1 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Bowl Gasket 

52 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

52 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

52 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

52 

SS 6418 



QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 


1 

Carb. Mounting Gasket 

52 

9093 
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Studebaker Car (Incl. Packard, Studebaker) 


8 232 3.8L (3802cc) OHV V8 (16 Valve), 3.375" Bore (Studebaker Eng.), 2 Bbl. "Eng. Code 4H" 1953 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

53 

MS 9001 SH-1 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

53 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

53 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

53 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

53 

SS 6418 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

53 

9093 


g 

1 232 3.8L (3802cc) OHV V8 (16 Valve), 3.375" Bore (Studebaker Eng.), 2 Bbl. "Eng. Code 5H" 1954 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

54 

MS 9001 SH-1 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

54 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

54 

SS 6418 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54 

9093 


1 0 232 3.8L (3802CC) OHV V8 (16 Valve), 3.375" Bore (Studebaker Eng.), 2 Bbl. "Eng. Code 5HY" 1954 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

54 

MS 9001 SH-1 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

54 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

54 

SS 6418 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54 

9093 


1 1 232 3.8L (3802cc) OHV V8 (16 Valve), 3.375" Bore (Studebaker Eng.), 2 Bbl. 1954-1951 

QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

54-51 

MS 9001 SH-1 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Bowl Gasket 

54-51 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-51 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54-51 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

54-51 

SS 6418 


QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

54-51 

9093 


12 259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. "VIN V" 1964-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-60 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-60 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-60 

MS 9001 SH-1 



(continued on next page) 
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Studebaker Car (Incl. Packard, Studebaker) 



259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" 

Bore (Studebaker Eng.), 2 Bbl. "VIN V" 1964-1960 

12 

(cont.) 

QTY 

1 

MANIFOLD - INT. & EXH. 

(cont.) 

Exh. Manifold Gasket Set 

YEARS 

64-60 

PART NO. 

MS 9286 SH 

DESCRIPTION 


QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

Fuel Pump Bowl Gasket 

YEARS 

64-60 

64-60 

PART NO. 

6579 

773 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 5/8" ID x 2 1/8” OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-60 

PART NO. 

OS 10040 C 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-60 

PART NO. 

BS 10053-1 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-60 

PART NO. 

SS 10058 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-60 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16” ID 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-60 

PART NO. 

TCS 10065 

DESCRIPTION 



259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" 

Bore (Studebaker Eng.), 4 Bbl. "VIN V" 1964-1960 

13 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

64-60 

PART NO. 

HS 7669 S-2 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-60 

PART NO. 

FS 7669 S-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-60 

64-60 

PART NO. 

MS 9001 SH-1 

MS 9286 SH 

DESCRIPTION 


QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

Fuel Pump Bowl Gasket 

YEARS 

64-60 

64-60 

PART NO. 

6579 

773 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 5/8" ID x 2 1/8” OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-60 

PART NO. 

OS 10040 C 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-60 

PART NO. 

BS 10053-1 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-60 

PART NO. 

SS 10058 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-60 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16” ID 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-60 

PART NO. 

TCS 10065 

DESCRIPTION 



259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1964-1955 

14 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

64-55 

PART NO. 

HS 7669 S-2 

DESCRIPTION 


QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-55 

PART NO. 

FS 7669 S-2 

DESCRIPTION 


QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-55 

64-55 

PART NO. 

MS 9001 SH-1 

MS 9286 SH 

DESCRIPTION 


QTY 

1 

1 

FUEL PUMP 

Fuel Pump Mounting Gasket 

Fuel Pump Bowl Gasket 

YEARS 

64-55 

64-55 

PART NO. 

6579 

773 

DESCRIPTION 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 5/8" ID x 2 1/8” OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-55 

PART NO. 

OS 10040 C 

DESCRIPTION 


QTY 

1 

CRANKSHAFT REAR SEAL 

Rear Main Seal Set 

YEARS 

64-55 

PART NO. 

BS 10053-1 

DESCRIPTION 

Rubber; Two-piece 


QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-55 

PART NO. 

SS 10058 

DESCRIPTION 


QTY 

1 

WATER OUTLET GASKET 

Water Outlet Gasket 

YEARS 

64-55 

PART NO. 

35062 

DESCRIPTION 

Water Outlet; 1 13/16” ID 


QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-55 

PART NO. 

TCS 10065 

DESCRIPTION 
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15 259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. 1964-1955 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-55 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-55 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-55 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-55 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-55 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-55 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-55 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-55 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-55 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-55 

35062 

Water Outlet; 1 13/16" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-55 

TCS 10065 


16 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 2 Bbl. 1966-1965 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

66-65 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

66-65 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

66-65 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

66-65 

7733 SP 

HeadSaver® 

1 

Head Set 

66-65 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

66-65 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

66-65 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

66-65 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9617 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66-65 

8194 

Packing; 2 1/32“ ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

66-65 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

66-65 

70822 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

66-65 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50265 C 

Hi-Temp.; Cork 
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283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 2 Bbl. 1966-1965 16 

(cont.) 

QTY 

VALVE COVER (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16” ID 

1 

Water Outlet Gasket 

66-65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66-65 

5152 

To block 

1 

Water Pump Gasket 

66-65 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 5124-1 

w/o Sleeve ’N’ Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

5198 

2 5/8" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

9288 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

66-65 

72665 

Distributor to oil pump shaft retainer 


283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" Bore (GMC Eng.), 4 Bbl. 1966-1965 17 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

2 

Head Gasket 

66-65 

7733 SH-1 

Head bolts not incl.; Head bolt replacement recommended; 
Embossed steel 

2 

Head Gasket 

66-65 

501 SD 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque Severe Duty® 

2 

Head Gasket 

66-65 

7733 PT-2 

Head bolts not incl.; Head bolt replacement recommended; 
PermaTorque® 

2 

Head Gasket 

66-65 

8651 PT 

Hi-Perf. eng.; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Gasket Spacer Shim 

66-65 

7733 SP 

HeadSaver® 

1 

Head Set 

66-65 

HS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Head Set 

66-65 

HS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

2 

Head Bolt Set 

66-65 

ES 72856 

Replacement recommended 

QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

66-65 

FS 7733 SH-2 

Embossed steel; Head bolts not incl.; Head bolt replacement 
recommended 

1 

Full Gasket Set 

66-65 

FS 7733 PT-2 

PermaTorque®; Head bolts not incl.; Head bolt replacement 
recommended 

QTY 

CONVERSION SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Gasket Conversion Set 

66-65 

CS 7733-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

66-65 

MS 9617 


1 

Exh. Manifold Gasket Set 

66-65 

MS 9275 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

66-65 

60985 

Opt. sintered metal; 2 1/32" ID 

1 

Exhaust Pipe Gasket 

66-65 

8194 

Packing; 2 1/32” ID 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

66-65 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Mounting Gasket 

66-65 

5182 

Plate 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

66-65 

OS 5197 C-4 

w/Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 5197 C-2 

w/o Exh. pipe packing; Cork 

1 

Oil Pan Gasket Set 

66-65 

OS 34509 T 

w/o Exh. pipe packing; PermaDryPlus®; Oil Pan SnapUps® 
incl. 

1 

Drain Plug Gasket 

66-65 

70822 



(continued on next page) 
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Studebaker Car (Incl. Packard, Studebaker) 


17 283 4.6L (4638cc) OHV V8 (16 Valve) (Chevrolet), 3.875" 

Bore (GMC Eng.), 4 Bbl. 1966-1965 

(cont.) 




QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

66-65 

BS 40013 

Rubber; Two-piece; Double lip 

1 

Rear Main Seal Set 

66-65 

BS 11829-1 

Rubber; Two-piece; Offset double lip; Improved design 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 

Cork; 5/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 AC 

Cork; 7/32" thick 

1 

Valve Cover Gasket Set 

66-65 

VS 50265 C 

Hi-Temp.; Cork 

1 

Valve Cover Gasket Set 

66-65 

VS 12869T 

PermaDryPlus® 

1 

Valve Cover Gasket Set 

66-65 

VS 12869 R 

Rubber 

2 

Load Spreader Set 

66-65 

ES 72676 

Valve Cover 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

66-65 

SS 10058 

Opt. Umbrella seal for use w/O-ring seal 

1 

Valve Stem Seal Set 

66-65 

SS 5112 

O-ring 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

66-65 

35062 

Water Outlet; 1 13/16" ID 

1 

Water Outlet Gasket 

66-65 

35562 T 

Water Outlet; 1 13/16" ID; PermaDryPlus® 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

2 

Water Pump Gasket 

66-65 

5152 

To block 

1 

Water Pump Gasket 

66-65 

13032 

To plate 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

66-65 

TCS 5124-1 

w/o Sleeve ’N' Seal® 

1 

Timing Set w/Sleeve & Seal 

66-65 

TCS 45165 

w/Sleeve ’N’ Seal® 

1 

Repair Sleeve 

66-65 

16202 

Timing Cover; Use w/installation tool 

1 

Repair Sleeve Tool 

66-65 

16312 

Timing Cover 

QTY 

AIR CLEANER MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Air Cleaner Gasket 

66-65 

60038 

5 1/32" ID 

QTY 

CARB & FUEL INJECTION 

YEARS 

PART NO. 

DESCRIPTION 

1 

Carb. Mounting Gasket 

66-65 

9474 


QTY 

DISTRIBUTOR MOUNTING 

YEARS 

PART NO. 

DESCRIPTION 

1 

Distributor Mounting Gasket 

66-65 

70194 


QTY 

OIL PUMP RETAINER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pump Shaft Guide 

66-65 

72665 

Distributor to oil pump shaft retainer 

18 289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. "VIN P" 1964-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-60 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-60 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-60 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-60 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-60 

6579 

May also be used as a fuel pump block-off plate gasket if 





desired 

1 

Fuel Pump Bowl Gasket 

64-60 

773 

1 5/8" ID x2 1/8" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-60 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-60 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-60 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-60 

35062 

Water Outlet; 1 13/16" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-60 

TCS 10065 


19 289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. "VIN P" 1964-1960 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-60 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-60 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-60 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-60 

MS 9286 SH 
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Studebaker Car (Incl. Packard, Studebaker) 



289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" 

Bore (Studebaker Eng.), 4 Bbl. "VIN P" 1964-1960 

19 






(cont.) 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64-60 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-60 

773 

1 5/8” ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64-60 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64-60 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64-60 

SS 10058 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64-60 

35062 

Water Outlet; 1 13/16" ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64-60 

TCS 10065 




289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1964-1956 

20 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

64-56 

HS 7669 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64-56 

FS 7669 S-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64-56 

MS 9001 SH-1 



1 

Exh. Manifold Gasket Set 

64-56 

MS 9286 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-56 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64-56 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64-56 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64-56 

SS 10058 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64-56 

35062 

Water Outlet; 1 13/16" ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64-56 

TCS 10065 




289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. 1964-1956 

21 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

64-56 

HS 7669 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64-56 

FS 7669 S-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64-56 

MS 9001 SH-1 



1 

Exh. Manifold Gasket Set 

64-56 

MS 9286 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

64-56 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-56 

773 

1 5/8" ID x 2 1/8" OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

64-56 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

64-56 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64-56 

SS 10058 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64-56 

35062 

Water Outlet; 1 13/16" ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

64-56 

TCS 10065 
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Studebaker Car (Incl. Packard, Studebaker) 


22 304 5.0L (4983CC) OHV V8 (16 Valve), 3.6562" Bore (Studebaker Eng.), 2-4 Bbl. 1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-63 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-63 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 10065 


23 304 5.0L (4983CC) OHV V8 (16 Valve), 3.6562" Bore (Studebaker Eng.), 4 Bbl. 1964-1963 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-63 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-63 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-63 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-63 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-63 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-63 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-63 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-63 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-63 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-63 

35062 

Water Outlet; 1 13/16" ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-63 

TCS 10065 



Studebaker Truck 


Engine Finding Index 

CID 

Litres 

CC 

Block 

Type 

Bore 

Valves 

Eng. 

Mfg. Vin Code 

Fuel Del. 

Type 

Years 

Line 

169.6 

2.8L 

2780cc 

OHV L6 

3" 

12 

Studebaker Eng. S 

1 Bbl./Gasoline 

1964-1961 

1 

224 

3.7L 

3671cc 

OHV V8 

3.5625" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1956-1955 

2 

224 

3.7L 

3671cc 

OHV V8 

3.5625" 

16 

Studebaker Eng. 

4 Bbl./Gasoline 

1956-1955 

3 

259 

4.2L 

4245cc 

OHV V8 

3.5625" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1964-1957 

4 

259 

4.2L 

4245cc 

OHV V8 

3.5625" 

16 

Studebaker Eng. 

4 Bbl./Gasoline 

1964-1957 

5 

289 

4.7L 

4737cc 

OHV V8 

3.5625" 

16 

Studebaker Eng. 

2 Bbl./Gasoline 

1964-1957 

6 

289 

4.7L 

4737cc 

OHV V8 

3.5625" 

16 

Studebaker Eng. 

4 Bbl./Gasoline 

1964-1957 

7 


1 169.6 2.8L (2780cc) OHV L6 (12 Valve), 3" Bore (Studebaker Eng.), 1 Bbl. "VIN S" 1964-1961 

QTY 

1 

FUEL PUMP YEARS PART NO. DESCRIPTION 

Fuel Pump Mounting Gasket 64-61 6579 May also be used as a fuel pump block-off plate gasket if 

desired 
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Studebaker Truck 



169.6 2.8L (2780cc) OHV L6 (12 Valve), 3" 

Bore (Studebaker Eng.), 1 Bbl. "VIN S" 1964-1961 

n 





(cont.) 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

64-61 

SS 10058 



QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

64-61 

35062 

Water Outlet; 1 13/16” ID 



224 3.7L (3671 cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1956-1955 

2 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

56-55 

HS 7669 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

56-55 

FS 7669 S-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

56-55 

MS 9001 SH-1 



1 

Exh. Manifold Gasket Set 

56-55 

MS 9286 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 






desired 


1 

Fuel Pump Bowl Gasket 

56-55 

773 

1 5/8” ID x 2 1/8” OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

56-55 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

56-55 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

56 

SS 10058 



1 

Valve Stem Seal Set 

55 

SS 6418 

1st Design 


1 

Valve Stem Seal Set 

55 

SS 10058 

2nd Design 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

56-55 

35062 

Water Outlet; 1 13/16” ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

56-55 

TCS 10065 




224 3.7L (3671 cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. 1956-1955 

3 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

56-55 

HS 7669 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

56-55 

FS 7669 S-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

56-55 

MS 9001 SH-1 



1 

Exh. Manifold Gasket Set 

56-55 

MS 9286 SH 



QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 


1 

Fuel Pump Mounting Gasket 

56-55 

6579 

May also be used as a fuel pump block-off plate gasket if 






desired 


1 

Fuel Pump Bowl Gasket 

56-55 

773 

1 5/8" ID x 2 1/8” OD 


QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 


1 

Oil Pan Gasket Set 

56-55 

OS 10040 C 



QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 


1 

Rear Main Seal Set 

56-55 

BS 10053-1 

Rubber; Two-piece 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Valve Stem Seal Set 

56 

SS 10058 



1 

Valve Stem Seal Set 

55 

SS 6418 

1st Design 


1 

Valve Stem Seal Set 

55 

SS 10058 

2nd Design 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Water Outlet Gasket 

56-55 

35062 

Water Outlet; 1 13/16” ID 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 


1 

Timing Cover Set 

56-55 

TCS 10065 




259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1964-1957 

4 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 


1 

Head Set 

64-57 

HS 7669 S-2 



QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 


1 

Full Gasket Set 

64-57 

FS 7669 S-2 



QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 


1 

Int. Manifold Gasket Set 

64-57 

MS 9001 SH-1 



1 

Exh. Manifold Gasket Set 

64-57 

MS 9286 SH 




(continued on next page) 
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Studebaker Truck 


n 

. 259 4.2L (4245cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1964-1957 

(cont.) 




QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-57 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-57 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-57 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-57 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-57 

35062 

Water Outlet; 1 13/16” ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-57 

TCS 10065 


5 

; 259 4.2L (4245CC) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. 1964-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-57 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-57 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-57 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-57 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-57 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-57 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-57 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-57 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-57 

35062 

Water Outlet; 1 13/16” ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-57 

TCS 10065 


6 

| 289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 2 Bbl. 1964-1957 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

64-57 

HS 7669 S-2 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

64-57 

FS 7669 S-2 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. Manifold Gasket Set 

64-57 

MS 9001 SH-1 


1 

Exh. Manifold Gasket Set 

64-57 

MS 9286 SH 


QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-57 

773 

1 5/8" ID x2 1/8” OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

64-57 

OS 10040 C 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-57 

BS 10053-1 

Rubber; Two-piece 

QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Stem Seal Set 

64-57 

SS 10058 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-57 

35062 

Water Outlet; 1 13/16” ID 

QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

64-57 

TCS 10065 
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289 4.7L (4737cc) OHV V8 (16 Valve), 3.5625" Bore (Studebaker Eng.), 4 Bbl. 1964-1957 7 

QTY 

1 

CYLINDER HEAD 

Head Set 

YEARS 

64-57 

PART NO. 

HS 7669 S-2 

DESCRIPTION 

QTY 

1 

FULL GASKET SET 

Full Gasket Set 

YEARS 

64-57 

PART NO. 

FS 7669 S-2 

DESCRIPTION 

QTY 

1 

1 

MANIFOLD - INT. & EXH. 

Int. Manifold Gasket Set 

Exh. Manifold Gasket Set 

YEARS 

64-57 

64-57 

PART NO. 

MS 9001 SH-1 

MS 9286 SH 

DESCRIPTION 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

64-57 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

64-57 

773 

1 5/8" ID x 2 1/8" OD 

QTY 

1 

OIL PAN 

Oil Pan Gasket Set 

YEARS 

64-57 

PART NO. 

OS 10040 C 

DESCRIPTION 

QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

64-57 

BS 10053-1 

Rubber; Two-piece 

QTY 

1 

VALVE STEM SEAL SET 

Valve Stem Seal Set 

YEARS 

64-57 

PART NO. 

SS 10058 

DESCRIPTION 

QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

64-57 

35062 

Water Outlet; 1 13/16" ID 

QTY 

1 

TIMING COVER 

Timing Cover Set 

YEARS 

64-57 

PART NO. 

TCS 10065 

DESCRIPTION 


Willys Car 


Engine Finding Index 




Block 


Eng. 

Fuel Del. 


CID 

Litres 

CC 

Type 

Bore 

Valves Mfg. Vin Code 

Type 

Years Line 

134 

2.2L 

2196cc 

F-HEAD L4 

3.125" 

8 Jeep Eng. 

1 Bbl./Gasoline 

1954-1950 1 

134 

2.2L 

2196cc 

L-HEAD L4 

3.125" 

8 Jeep Eng. 

1 Bbl./Gasoline 

1950-1938 2 



134 2.2L (2196cc) F-HEAD L4 Hurricane (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. 1954-1950 1 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

54-50 

7543 SBX 


1 

Head Set 

54-50 

HS 7543 SBX 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

54-50 

FS 7543 SBX 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

54-50 

MS 9027 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

54-50 

8105 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

54-50 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

54-50 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

54-50 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

54-50 

BS 3165 

Rope 

QTY 

VALVE COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Valve Cover Gasket Set 

54-50 

VS 6617 R 


QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

54-50 

PS 4352 C 


QTY 

VALVE STEM SEAL SET 

YEARS 

PART NO. 

DESCRIPTION 

4 

O-Ring 

54-50 

407 

Valve Stem Seal 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

54-50 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

54-50 

TCS 4351-1 



134 2.2L (2196cc) L-HEAD L4 Lightning (8 Valve), 3.125" Bore (Jeep Eng.), 1 Bbl. 1950-1938 2 

QTY 

CYLINDER HEAD 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Gasket 

50-46 

7285 B 


1 

Head Gasket 

42-38 

7267 B 



(continued on next page) 
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2 134 2.2L (2196cc) L-HEAD L4 Lightning (8 Valve), 3.125" 

(cont.) 

Bore (Jeep Eng.), 1 Bbl. 1950-1938 

QTY 

CYLINDER HEAD (cont.) 

YEARS 

PART NO. 

DESCRIPTION 

1 

Head Set 

50-46 

HS 7285 B 


QTY 

FULL GASKET SET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Full Gasket Set 

50-46 

FS 7285 B 

Rear main brg. seal for Military eng. not incl. 

1 

Full Gasket Set 

42-38 

FS 7267 B 


QTY 

MANIFOLD - INT. & EXH. 

YEARS 

PART NO. 

DESCRIPTION 

1 

Int. & Exh. Gasket Set 

50-46 

MS 8348 B 


1 

Int. & Exh. Gasket Set 

42-38 

MS 8348 B 


QTY 

EXHAUST PIPE FLANGE 

YEARS 

PART NO. 

DESCRIPTION 

1 

Exhaust Pipe Gasket 

50-46 

8105 

Flange 

1 

Exhaust Pipe Gasket 

42-38 

8105 

Flange 

QTY 

FUEL PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Fuel Pump Mounting Gasket 

50-46 

6579 

May also be used as a fuel pump block-off plate gasket if 
desired 

1 

Fuel Pump Bowl Gasket 

50-46 

5019 

1 55/64" ID x2 19/64" OD 

1 

Fuel Pump Bowl Gasket 

42-38 

5019 

1 55/64" ID x2 19/64" OD 

QTY 

OIL PAN 

YEARS 

PART NO. 

DESCRIPTION 

1 

Oil Pan Gasket Set 

50-46 

OS 4350 AD 


1 

Oil Pan Gasket Set 

42-38 

OS 4350 AD 


QTY 

CRANKSHAFT REAR SEAL 

YEARS 

PART NO. 

DESCRIPTION 

1 

Rear Main Seal Set 

50-46 

BS 3165 

Exc. Military eng.; Rope 

1 

Rear Main Seal Set 

42-38 

BS 3165 

Rope 

QTY 

PUSH ROD COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Push Rod Cover Gasket Set 

50-46 

PS 4352 C 


1 

Push Rod Cover Gasket Set 

42-38 

PS 4352 C 


QTY 

WATER OUTLET GASKET 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Outlet Gasket 

50-46 

3156 

Water Outlet 

QTY 

WATER PUMP 

YEARS 

PART NO. 

DESCRIPTION 

1 

Water Pump Gasket 

50-46 

4367 


1 

Water Pump Gasket 

42-38 

4367 


QTY 

TIMING COVER 

YEARS 

PART NO. 

DESCRIPTION 

1 

Timing Cover Set 

50-46 

TCS 4351-1 


1 

Timing Cover Set 

42-38 

TCS 4351-1 



Willys Truck ■ See Jeep Truck 
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listing of Fel-Pro' sealing components 
for vehicles 1928-1980? 



FMe-cat.com gives you 24/7 access to the most complete and up-to-date 
Fel-Pro gasket application listings for hundreds of vintage, classic and 
performance engines dating up to 1980. You will also find complete late 
model coverage as well as new part availability. 

The FMe-cat.com interchange and numerical lookup tools help users to find 
the correct parts even without complete application information. By creating 
part lists for reference, both car enthusiasts and automotive professionals 
can use FMe-cat.com to look up and store multiple part numbers without 
re-entering search criteria. The site also includes automotive-based 
calculators for determining engine displacement, horsepower, torque, and 
compression ratios. 


PARTS PHOTOS COMPLETE APPLICATION LISTINGS TORQUE SPECIFICATIONS 


THE GASKETS PROFESSIONALS TRUST 


www.felpro-only.com 
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